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monkeys] Orlov AA, et al. Fiziol Zh SSSR 1979 Dec; 
65(12):1727-33 (Eng. Abstr.) (Rus) 
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[Pneumosinusitis frontalis dilatans chronica] Kusnierczyk W, 
et al. Pol 1979;33(3):313-5 (Pol 

[Diagnostic and therapeutic probing of the frontal sinus] 
Kosiakova EI. Vestn Otorinolaringol 1980;(1):47-50 e 

us) 

[Mucocele of the left frontal and ethmoid sinuses in a 
6-year-old boy] Shcherbina VP. Vestn Otorinolaringol 
1980;(1):61-2 (Rus) 

Pneumosinus of the frontal sinuses] Chaikovskii VK, et al. 
Zh Ushn Nos Gorl Bolezn 1979 Nov-Dec;(6):62-3 (Rus) 


ABNORMALITIES 


[Spontaneous communication of the frontal sinus and 
peroperative perforation and resection of the interfrontal 
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Arthritis after frostbite injury in children. Carrera GF, et 
al. Arthritis Rheum 1979 Oct;22(10):1082-7 

Frostbite arthritis. Glick R, et al. J Rheumatol 1979 Jul-Aug; 
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and in li of the rat: and effect of 
cycloheximide. Crouzoulon G, et al. J Biochem 1979; 
10(5):439-47 


Diabetes Association statement on 
mn Am Diet Assoc 1980 Jun;76(6):549 re 
responses to ao gh dh Cee vantages 
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administration of glucose, fructose and saccharose] Ferlito 
ry et al. Ginecol 1979 Dee3iCi2y 871-8 (Eng. 


bstr.) (Ita) 
[ene of halothane on the fructose-induced 


1980 


hyperlactatemia and depletion of ATP in the Spee 
ony Be tyr 5 glaaaaatin emai Fa 
29(4):355-61 (Eng. Abstr.) (Jpn) 
[Stud , SS eee ee ee 
eS a 


]_ Lakin 
19(8):114-6 (Eng. Abstr. 
THERAPEUTIC USE 
[Use of sugar substitutes in diet H. 
Med ———. Pharm 1978 Feb; (Ger) 
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protein thermostability] Glushankova MA. 
Toltologiia 5979 Nov;21(11):1305-11 (Eng. Abstr.) (Rus) 

[Localization of embryonic aldolase isoenzyme in rat liver 

cells after a gle injection of the carcinogen, 
h i and its noncarcinogenic 
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et al. Conn Med 1979 Nov;43(11):699-704 (57 ref.) 
Blood serum enzyme activity in healthy subjects during 
submaximal and maximal physical exertion. Yakovleva BP. 
Hum Physiol 1979 Mar-Apr;5(2):243-4 
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[Blood serum in assessing the nature of the liver 
lesion and yore hoy Cfiectiveness of chemotherapeutic actions 

in acrylonitrile poisoning] Ivanov VV, et al. 
Vopr Med Khim 1979 Nov-Dec; ;25(6): W135 8 (Eng. Amey 


[Serum aldolase in prostatic to-Pavén E, et 
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CEREBROSPINAL FLUID 


Immunoreactive aldolase C in cerebrospinal fluid of patients 
with neurological disorders. Willson VJ, et al. 
Ann Clin Biochem 1980 May;17(3):110-3 


DEFICIENCY 


Deficiency of fructose 1,6-bisphosphate aldolase in type-II 
muscle fibres of the A2G-adr mouse mutant with abnormal 
muscle function [proceedings] Watkins J, et al. 

Biochem Soc Trans 1979 Ort: ;7(5):907-8 


GENETICS 


Genetic and cytogenetic studies of four glycolytic enzymes 
in Drosophila melanogaster: aldolase, triosephosphate 
isomerase, 3-phosphoglycerate’ kinase, and 
phosphoglucomutase. Voelker RA, et al. Biochem Genet 
1979 Aug;17(7-8):769-83 

A new gene involved in expression of 
fructose-1,6-diphosphate aldolase activity in Escherichia 
coli. Atherly AG, et al. Can J Microbiol 1979 Aug; 
25(8):937-9 


METABOLISM 


Fructose bisphosphate aldolase from rabbit muscle. A new, 
acid-labile intermediate of the aldolase reaction and the 
partition of the enzyme among the catalytic intermediates 
at equilibrium. Grazi E, et al. Arch Biochem Biophys 1980 
Mar;200(1):31-9 

Synthesis and cleavage of oc bisphosphates with liver 
and muscle aldolases. Paoletti F, et 
Arch Biochem Biophys 1979 Dec; 198(2): 614-9 

Evidence for an interaction between fructose 
1,6-bisphosphatase and fructose 1,6-bisphosphate aldolase. 
Pontremoli S, et al. Arch Biochem Biophys 1979 Oct 1; 
197(1):356-63 

Inhibitions of degradation of rat liver aldolase and lactic 
dehydrogenase by 
N-[N-(L-3-trans-carboxyoxirane-2-carbonyl)-L-leucyl] 
agmatine or leupeptin in vivo. Kominami E, et al. 
Biochem Biophys Res Commun 1980 Apr 14;93(3):713-9 

Localization of fetal aldolases during _ = of azo-dye 
hepatocarcinogenesis in rat. Weber A, 

Biochem Biophys Res Commun 1980 Ay 29; -92(2): 591-7 

Changes associated with glycolytic-enzyme binding in the 
equatorial X-ray-diffraction pattern of glycerinated rabbit 
psoas muscle. Stewart M, et al. Biochem J 1979 Dec 1; 
183(3):663-7 

Interaction of aldolase with — aes, yo ae 
Structural studies. Stewart M, et al. Biochem J 1980 Jan 
15;186(1):99-104 

Binding of aldolase to actin-containing filaments. Evidence 
of interaction with the regulatory proteins of skeletal 
muscle. Walsh TP, et al. Biochem J 1980 Jan 15; 
186(1):89-98 

Alterations in rat brain glutaminase and aldolase induced by 
lead ingestion following malnutrition. Wapnir RA, et al. 

Med 1979 Jun;21(3):342-6 

Liver aldolase anomeric specificity. Schray KJ, et al. 
Biochemistry 1980 Jun 10;19(12):2593-7 

Nuclear relaxation studies of the interaction of substrates with 
a metalloaldolase from yeast. Smith GM, et al 

_1980 Mar 18; };19(6): 1248-55 

Binding of nicc i dinucleotide to rabbit 
muscle aldolase. Kasprzak AA, et al. 

Biochim Biophys Acta 1980 Apr 11;612(2):455-9 

Effects of single large dose of hydrocortisone and 
actinomycin D on _ alanine aminotransferase and 
fructose-1,6-biphosphate aldolase o>" ig in guinea pig 
subcellular liver fractions. Hepa J, et al. 

Pol 1980 Jan-Feb; 31(1): 79-88 

Substrate-induced dissociation of glycerol-3-phosphate 
dehydrogenase and its complex formation with 
fructose-bisphosphate aldolase. Batke J, et al. 
Eur J Biochem 1980 Jun;107(2):389-94 
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Eur J Biochem 1980 Apr;105(2):387-93 
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immune material. tremoli S, et al. 
Proc Ni Natl Acad Sci USA 1979 Dec;76(12):6323-5 
Membrane-bound fructose 1, hosphate 
catalytic activity and mechanisms of ion. Nakashima 
K, et al. Tohoku J Exp Med 1980 Feb; 30(2): 143-52 
Fructose-1,6-bisphosphate aldolase from Vibrio marinus, a 
Pine kemeebiel 15 bacterium. Jones LP, et al. 
1979;19(2):97-106 
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Zh Eksp Klin Med 1979.19(4).33-6 (Ene Abstr.) (Rus) 


RADIATION EFFECTS 


[Effect of radiation on aldolase biosynthesis and molecular 
hetereogeneity in the blood and liver of rats] Komov VP, 
et al. Radiobiologiia 1980 Jan-Feb;20(1):14-8 (Eng. wt 
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URINE 


[Activity of various enzymes in the urine of children with 
endogenous eczema 


] zyhska T, et al. 
Dermatol 1979 Mar-Apr;66(2): 143-7 (Eng. Abstr) 


FRUCTOSEDIPHOSPHATES see under 
HEXOSEDIPHOSPHATES 


FRUCTOSEPHOSPHATES 


Effects of AMP and Cibacron blue F3G-A on the fructose 
oe binding of yeast phosphofructokinase. Nissler 
et al. Biochem Biophys Res Commun 1979 Dec 28; 
is 1462-7 


METABOLISM 


Kinetic study of a phosphoryl exchange reaction between 
fructose and fructose 1-phosphate catalyzed by the 
membrane-bound enzyme II of the 
yruvate-fructose 1-phosphotransferase 
system of Bacillus subtilis. Perret J, et al. 
Eur J Biochem 1979 Dec;102(1):237-46 
[Theoretical evidence for the a to suppress parasitic 
recirculation in the futile c 
fructose-6-P—fructose-1,6- ebay Sel’kov EE, et al. 
Biofizika 1980 Mar-Apr:25(2): 227-31 (Eng. Abstr.) - 
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PHARMACODYNAMICS 


Certain phosphorylated sugars can prevent the 
mRNA-induced inhibition of Met-tRNA f Met binding 
to initiation factor eIF-2. Wu JM. 

Biochem Biophys Res Commun 1980 Jan 29;92(2):452-8 


FRUCTURONATE REDUCTASE see under 
CARBOHYDRATE DEHYDROGENASES 
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Proceedings of the Association of Applied Biologists at a 
meeting of the Association at the University of East Anglia 
on Tuesday to Thursday, 11—13 April 1978, the 
Post-Harvest Biology Group be pm a symposium on 
the "Deterioration, a quarantine of imported 
crops’. Ann Appl Biol 197 Apr-91(3):403- 17 

The relative effects of three ey supplements on dental 
caries. Finn SB, et al. ASDC J Dent Guild 1980 Mar-Apr; 
47(2):109-13 

— chromosomal association, and expression of Adh-1 

and Pgm-2 in tomato. Tanksley SD. Biochem Genet 1979 
Dec; 17(11-12):1159-67 

Control . an apple fruit rot with antibiotics. Thind TS. 
Hindustan Bull 1979 Aug-Nov;22(1-2):14-7 

Isotopic composition of carbon in apple juice. Doner LW, 
et al. J Agric Food Chem 1980 Mar-Apr;28(2):362-4 

The occurrence and survival of coliforms and salmonellas 
in apple juice and cider. Goverd KA, et al. 
J Appl Bacteriol 1979 Jun;46(3):521-30 

The bioavailability of potassium in bananas. De! RA, 
et al. West Indian Med J 1980 Jun;29%2):117- 

[Diminution of blood and hepatic cholesterol Bo og by an 
apple-supplemented diet in the hamster. in man] 
Sicart R, et al. C R Soc Biol (Paris) i979; toes 937-43 
(Eng. Abstr.) (Fre 

[Demonstration of ABO blood group substances in apples 
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[Dynamics of cokes as Me carotenoid accumulation in 
the fruits of the rowan tree] Deren’ko SA. Farm Zh 1979 
Sep-Oct;(5):55-8 (Eng. Abstr.) (Ukr) 
ADVERSE EFFECTS 


The composition and dissolution of phytobezoars. 
WD), et al. Arch Pathol Lab Med 1980 Mar;104(3): 159-61 
Intestinal obstruction due to ingestion of food bolus. Heath 
MJ. Med Sci Law 1980 Apr;20(2):108-9 


ANALYSIS 
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l-carboxylic acid. Lizada MC, et 
al. Anal Biochem 1979 Nov 15; —— 140-5 
Residues of DDT in a Norwegian fruitgrowing district two 
and four years after the termination of DDT e. Kveseth 
NJ, et al. Arch Environ Contam Toxicol 1979;8(2):201-12 
Detection of bis-(trichloromethyl) disulfide in strawberries. 
Wilkes PS. Bull Environ Contam Toxicol 1979 Dec; 
23(6):820-4 
Ornithine carbamyltransferase in fruits of poe belonging 
to peng ye ceae family Udaya Bhaskar PA, et al. 
Indian J Biochem Biophys 1979 Jun; m6) :177-9 
Methods for the determination of diphenylamine residues in 
apples. Allen JG, et al. J Agric Food Chem 1980 Mar-Apr; 
28(2):255-8 
Effect of gamma irradiation and storage conditions on amino 
acid composition of some Iraqi dates. Auda H, et al. 
J Agric Food Chem 1980 May-Jun;28(3):516-8 
Automated gel chromato; on a 
vegetables, fruits, and crops for organop 
determination utilizing flame photometric detection. aan 
JA, et al. J Agric Food Chem 1979 Jul-Aug;27(4):825-8 
Determination of daminozide residues on foods and its 
1,1-dimethylhydrazine by cooking. 
J Agric Food Chem 1980 Mar-Apr; 


An improved analytical procedure for captafol residues in 
apple wood, leaves, and fruit. Ngoran N, et al. 
J Agric Food Chem 1979 Nov-Dec;27(6):1167-70 
Daminozide residues on orchard-treated apples. Ripley BD, 
et al. J Agric Food Chem 1979 Nov-Dec;27(6):1389-91 
High-performance liquid chromatographic analysis of 
D-manno-heptulose, perseitol, glucose, and fructose in 
avocado cultivars. Shaw PE, et al. J Agric Food Chem 
1980 Mar-Apr;28(2):379-62 

Sugars and nonvolatile acids of blackberries. Wrolstad RE, 
et al. J Agric Food Chem 1980 May-Jun;28(3):553-8 

Gas chromatographic determination of vinclozolin and 
endosulfan in strawberries. Zanini E, et al. 
J Agric Food Chem 1980 po 28(2):464-6 
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its. Isshiki K, 
J Assoc Off Anal Chem 1980 Jul;63(4):747-9 

Aflatoxigenic potential of dried figs, apricots, les, 
raisins. Morton SG, et al. J Assoc Off Anal 1979 
Jul;62(4): _— inci seat healitn' of 

Extrusion o ey Ogg ey rom samy of dried 
fruit. Ped . J Assoc Off Anal Chem 1979 Sep; 
62(5):1162- 

Flameless atomic absorption spectrophotometric 
determination of Vendex, an o tin miticide, in apples, 
oranges, and tea leaves. Sano et al. 

J Assoc Off Anal Chem 1979 Fuls62(4):764-8 

Confirmation of le a ar insecticide residues 
in fruit and vegetables by oxidative derivatization. Singh 
J, et al. J Assoc Off Anal Chem 1979 Jul;62(4):751-6 

Gas-liquid chromatographic determination of 
and methyl 2 le carbamate in fruits and crops. 
Tye GH. ct al, 3 Amet Of Aud Chen 1979 Sal 
62(4):769-73 
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sp.). Anderson AC, et al. J Environ Sci Health [B] 1980; 
15G): 247-58 

Sugars and amino acids in dried I a ee SA. St 
J Sci Food Agric 1979 Jun;30(6):620- 

Vitamin C content of vegetables and fruits available in Saudi 
Arabia. Abd El-Karim HA, et al. Z Ernaehrungswiss 1979 
Sep;18(3):213-6 

The contents of water-insoluble dietary fibre in finnish 
berries and mushrooms. A iminary study. Saarivirta M, 
et al. Z Lebensm my ‘orsch 1979 Aug; myoo™d 

[Densitometric method for the determination o in in 
fruit juices] Siriwardana 1 MG. etal. J Chremsteer (9 79 May 
21;173(2):425-8 (Fre) 

{Hi eavy metal content (As, Pb, Cd, H 'g) of vegetables which 
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et al. Z Lebensm Unters Forsch 1980 Apr;170(4): 254-7 
(Eng. Abstr.) (Ger) 
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[Determination of arsenic in various food Ran 
Characteristics of the colorimetric 1] Brzozowska 
B. Rocz Panstw Zaki Hig 1979;30(5):441-6 (Eng. Abstr.) 


[Arsenic content in fruit and ve le as 
Brzozowska Panstw Zaki 80;31(1):57-9 
(Eng. Abstr.) (Pol) 

[Determination of endosulfan residues in strawberries and 
mag ee Cwiertniewska E, et al. 

Rocz Panstw Zaki Hig 1979; 3003). 261-5 (Eng. oe 


[Use of fungi as a biological test for determination of 
fungicide residues in plant material. II. eae of 
benomyl, dichlofluanide, folpet, captane, 
methyl thiophanate and thiram in fruit, ve; les gm 
champignons] Zadrozifiska J. Rocz Panstw Hig 1979; 
— 433-40 (Eng. Abstr.) (Pol) 

Sanitary bacteriological characteristics of vegetables and 
fruits] Lialina LV, et al. Gig Sanit 1980 Apr;(4): ~« & 


[Free amino acid content in fruit and berry $ and juices se 
with pulp exposed to sublimation drying) Ivasi i. 
al. Vopr Pitan 1980 Jul-Aug;(4):74-5 

[Correlation of the nitrate and ascorbic acid pan. . 
vegetables and fruits] Lutsoia Khl, et al. Vopr Pitan 1980 
May-Jun;(3):54-7 (Eng. Abstr.) (Rus) 

[Content of soluble carbohydrates of various dry fruits, dryed 
and oily) Vidal-Valverde C, et al. Rev Clin Esp 1979 Aug 
15-31;154(3-4):87-93 (Eng. Abstr.) ¢ 

[Concentration of lead in fruit juices packed in tin containers] 
Vega-Franco L, et al. SPM 1979 Sep-Oct;21(5):583-91 
(Eng. Abstr.) (Spa) 


STANDARDS 


[Can we still recommend fruits and vegetables?} MMW 1979 
Nov 23;121(47):1553-4 (Ger) 
[Biological damage to industrial materials and fruit and 
vegetable cargoes. Development of w. of improving 
their fungus resistance] Tul’chinskaia V 
Mikrobiol Zh 1980 May-Jun; 42(3):319-23 Eng, ~~, 


TOXICITY 


Conduction block and functional denervation caused by 
Tullidora (Karwinskia humboldtiana). Munoz-Martinez 
EJ, et al. Exp Neurol 1979 Aug;65(2):255-70 


FRUIT FLIES see DROSOPHILA 
FRUSEMID see FUROSEMIDE 


FRUSTRATION 


Limbic lesions and the energizing, 
effects of non-reward in rats. 
Can J Psychol 1979 Sep;33(3):133-40 

Sex and age differences in young children’s reactions to 
frustration: a further look at the Goldberg and Lewis 
subjects. Feiring C, et al. Child Dev 1979 Son 50(3):848-53 

Ts ee, and task complexity in rats. Boyer WN, 
et al. J Gen Psychol 1980 Apr;102(Second half): 175-81 

Pianos bitones behavior and learned helplessness. 
Winefield AH. J Psychol 1979 Jul; 102(Second Half): 267-74 

Conflicts and frustration influencing nurses from other 
countries. Morrison BL. JNE 1980 Jan;19(1):12-9 

The effects of delayed rewards, social pressure, and 
frustration on the responses of opiate addicts. Wallace CJ. 
Natl Inst Drug Abuse Res Monogr Ser 1979 Jun;(25):6-25 

Frustration as a factor in the height of low achievers’ 
self-portraits. Silvern SB, et al. Percept Mot Skills 1980 
Feb;50(1):225-6 

Effects of frustration on behaviour and plasma corticosteroid 
dar pigs. Dantzer R, et al. Physiol Behav 1980 Jan; 
24(1):1-4 
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Specific interaction between follitropin and GM1 ganglioside 
incorporated into lipid membranes. Deleers M, et al. 
Biochem Biophys Res Commun 1979 Aug 28;89(4):1102-6 

a relationships among ovine glycoprotein 

hormones. Sairam MR. J Endocrinol 1979 Nov; 
83(2):149-55 
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Gonadotrophins during second trimester of pregnancy: I. LH 
and hCG levels in maternal serum and amniotic fluid and 
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their relationship to the sex of the foetus. Dattatreyam 
B, et al. Acta Endocrinol (Copenh) 1979 Aug;91(4): 692-703 
The assay of human _follicle-stim hormone 
preparations: the choice of a suitable . Marana 
et al. Acta Endocrinol (Copenh) 1979 Dec;92(4):599-614 
Amniotic fluid testosterone and follicle-stimulating hormone 
-~ in the prenatal determination of fetal sex. 
Am J Obstet Gynecol 1980 Feb 1;136(3):309-12 
jan and seminal a in normal and — 
men: correlations with sperm aout, prolactinemia, 
Poe al Fossati P, et al. Arch Androl 1979 May; 
A_ sensitive radioreceptor assay for follicle emg 
hormone with PM immature 
Wakabayashi K, et al. oe = 1980 Feb.21(1):8 87-9 
The adenoh ysial hormone tent of rat 
tuberalis. juen'S, et al. Experientia 1979 Oct 15: 
Sion aates snakes. Licht P, et al 
Pituii jotropins in t P, et al. 
a 1979 Sep;39(i):34-52 
Accumulation of hormones in breast cyst fluid. Bradlow HL, 
et al. J Clin Endocrinol Metab 1979 Nov;49(5):778-82 
Evaluation of the bovine testicular radioreceptor assay for 
pituitary follicle-stim hormone. Sairam MR. 
J Endocrinol 1979 Aug;82(2):253-62 
Presence of follicle-stimulating hormone and luteinizing 
hormone in bull seminal plasma. Sairam MR, et al. 
J Endocrinol 1980 Jan; 1):17-23 
| localization of glyc 
in the rat anterior pituitary. A t and electron 
microscope study using antisera inst rat bet subunits: 
a comparison between preembedding and beedin; 
methods. Tougard C, et al. J Histochem 19) 
Feb;28(2):101-14 
Studies in human fetal endocrinology: Il. LH and FSH 
content and concentration in the pituitary. Siler-Khodr 
TM, et al. Obstet Gynecol 1980 Aug;56(2):176-81 
[Prenatal fetal sex-determination amniotic concentration 
of FSH (author’s transl)] Jirasek JE, et al. 
Gynekol 1980 Mar;45(2):101-3 +o ye never 
[Receptor elated effector substance 
hormones)] Yosizawa Z. Nippon Rinsho 1979;3 fail 2567-14 
(48 ref.) (Jpn) 
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ANTAGONISTS & INHIBITORS 


Studies on a low molecular w _ follicle-stimulating 
hormone binding xz -* from Fema Baery serum. Reichert 
LE Jr, et al. J Metab 1979 Dec; 
49(6):866-72 

Effects of ee lesions of the arcuate — 
on gonadotropin release in to preoptic stimulation 
in the rat. Brawer JR, et al 1980; 
30(3):144-9 

Inhibitory properties of a bovine pineal tripeptide, 
threonylseryllysine, on serum follicle-stimulating hormone. 
Orts RJ, et al. Neuroendocrinology 1980 Aug;31(2):92-5 


BIOSYNTHESIS 


Luteinizing hormone and follicle-stimulating hormone 
production in the pars tuberalis of h Ihysectomized ra’ 
Gross DS, et al. Am J Anat 1979 ;156(2):285-91 

Synthesis of 3H- FSH by cultures ovine pituitary cells. 
Merryweather JP, et al. Horm Metab 1980 Feb; 
12(2):87-8 

Inhibin is absent from azoospermic semen of infertile men. 

Scott RS, et al. Nature 1980 May 22;285(5762):246-7 


BLOOD 


Hormonal profile of the cycle in 68 normally menstruating 

women. igren BM, et al. Acta Endocrinol (Copenh) 
1980 May;94(1):89-98 

Influence of the purity of the iodinated tracer on the 
specificity of the radioimmunoassay of human 
follicle-stimulating hormone. Marana R, et al. 
Acta Endocrinol (Copenh) 1979 Dec;92(4):585-98 

Hormonal exploration of male infertility. Vermeulen A, et 
al. Acta Eur Fertil 1979 Sep;10(3): 103-12 

Effects of dopamine blockade on gonadotropins and 
testosterone in men. Siris SG, et al. Am J Psychiatry 1980 
Feb; 137(2):211-4 

Piasma testosterone, luteinizing hormone and 
follicle-stimulating hormone one day after vasectomy. 
Johnsonbaugh RE, et al. jae 1979 Jul-Aug; 
11(4):294-6 

pid solid-phase radioimmunoassay for human plasma 

* lll stimulating hormone. Lovesey AC. 
Ann Clin Biochem 1980 Jan;17(1):38-44 

Solid phase enzyme immunoassay of human plasma follicle 
stimulating hormome. Lovesey AC. Ann Clin 
Mar; 17(2):95-100 

Plasma ACTH, cortisol, LH, FSH, testosterone, and 
dihydrotestosterone responses to bromocriptine in normal 
men. Van Loon GR, et al. Arch Androl 1980 Feb;4(1):1-7 

Hormonal — of puberty in South Australian children. 
I. Correlation of serum follicle stimulatin 
luteinising hormone and testosterone with pb se 
age, bone age pubertal development and mean testicular 
volume in boys. Penfold JL, et al. Aust Paediatr J 1980 
Mar; 16(1):9-16 

Hormonal profile of puberty in South Australian children. 
Il. Correlation of serum follicle stimulating hormone, 


1980 


luteinising hormone and oestradiol with chronological 7 


bone age, and pubertal devel irls. Penfold 
Pacdiatr 1980 Marsi6(1).13-23 


Follicle stimulating hormone, luteinizing _ RE ms 
estradiol-17 beta response in GnRH treated or 
Holstein heifers. Barnes MA, et al. Biol Reprod 1980 Apr; 

— a. FSH su 
ime course of serum 
rats injected with porcine folkeolee fluid 4d (folliculoetntiay 
effect of estradiol Semaeant Campbell CS, et al. 

Biol Reprod 1979 Jun;20(5):1093-8 
Restoration of proestrous sy estrous release of 
tropins in ovariectomized hamsters: a ible role 
for inhibin in the female. Chappel SC. Biol 1980 

May;22(4):798-804 
Hormonal regulation of ovarian folliculogenesis in rhesus 
II. Serum concentrations of estradiol-17 beta and 
i i associated with growth and 
vulatory follicle. ¢ 


JR, et al. 
Biol oe 1979 Sep:21(2):497-503 
Dose it effects of progesterone on the facilitation 
and inhibition of spontaneous gonadotropin surges in 
estrogen treated ovariectomized rats. DePaolo LV, et al. 
Biol 1979 Nov;21(4):1015-23 
Effects of chronic treatment with an LHRH agonist on the 
secretion of LH, FSH and testosterone in ram. Fraser 
HM, mod ™_ Reprod ae 269-76 
Age re changes in serum levels o' jotropins and 
ry ~~] in infantile male rhesus Lat mong Frawley LS, 
. Biol Reprod 1979 Jun;20(5): 1147-51 
changes and testicular response to LH 
puberty in is. McCarthy MS, et al. 
1979 Jun;20(5):1221-7 
Effect of neonatal thymectomy on ovarian development and 
plasma LH, FSH, GH and PRL in the mouse. Michael 
8D, et al. Biol Reprod 1980 —— 343-50 
Changes in concentrations of ee ah gonadotropins 
licular fluid to 
ovariectomi KF, et al. Biol Reprod 1979 
Nov;21(4):867-72 
trations of circulating peerage during various 
reproductive states in mares. Miller KF, et al. 
Biol Reprod 1980 May;22(4):744-50 
Perinatal activity of the hypothalamic-pituitary-gonadal axis 
in the lamb. I. Circulating levels of LH, FSH, prolactin 
and testosterone and in vivo response to hCG in the first 
two months of life. Savoie S, et al. Biol Reprod 1979 Dec; 
21(5):1051-6 
Plasma gonadotropin levels in intact and ovariectomized 
da) 1095 ponies. Wesson JA, et al. Biol Reprod 1979 
oe 1099-104 
lasma gonadotropin concentrations in intact female and 
¥ and castrated male prepubertal . Wesson JA, 
et al. Biol Reprod 1980 Apr;22(3):541-9 
Fetal and maternal gonads and gonadotropins in the pony 
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Biochim Acta 1979 Nov 15; ;588(1):35-43 
Changes of fucose content in the surface glycoproteins of 
macrophages induced by golden hamster transplantable 
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melanomas. Kozlowska K, et al. Exp Pathol (Jena) 1980, 
18(3):163-6 


Gingival fluid fucose to as indicators of 
— of periodontal di ey AB Jr, et al. 
J Periodontol 1980 FebsiGys 88-94 


BLOOD 
Carcinoembryonic antigen and L-fucose in malignant and 
mammary disease. Wilkinson al. 


Wi EJ, et 
Aa 5 Cn Patel 1980 May;73(5):669-75 
AsalaAliity tone 048 ute wi ization of exogenous L-fucose 
agate Dunlap MK, et al. Growl Growth 1979 Jun; 
4 1 


Pathol 
ow ph ong ch hy of neutral sugars in 
human glycoproteins. Fucose, mannose, and 
galactose a3 § as predictors in ovarian and small cell lung 
carcinoma. Gehrke CW, et al. 5 Chremategy 1979 Apr It 
pienes0r 28 f mali Tica neoplasms of the genital 
onitoring the course o! t of the geni 
a en ee of blood serum 
level of fucose, sialic acid, CEA and "AFP} Simm S§, et 
al. Ginekol Pol 1979 Dec;50(12):1029-36 (Eng. ate 
) 
[Preliminary evaluation of the usefulness of determination 
fucose and sialic acid level in women with 
Sass 


Simm S, et al. Ginekol Pol 1979 Nov; 

ng. Abstr.) (Pol) 

[Distribution characteristics normal values of 
a ae carbohydrates] Takovievs VP, et al. 

Delo 1980;(3):177-8 (Rus) 


IMMUNOLOGY 


oe — recognized by the 
> Kantian, epee by 


eet 
Biockun Biophye Acta’ Acta 1979 Och 8, 58713): 407-14 
METABO: iSM 


Fucose incorporation into rat hippocampus structures after 
acquisition of a ne. yo discrimination. A 
Peay eyes hic analysis. Pohle W, et al. 
Acta Biol Mi 1979; 38(1): 53-63 
A possible approach to study acrosomal proteinases: — 
yp 3, incorporation of radioactive precursors. Kopetny V 
1979 Nov;3(3):277-8 
Further characterization of the putative glycolipid receptor 
for MIF: role of fucose associated with an acidic glycolipid. 
Higgins TJ, et al. Biochem Biophys Res Commun 1980 Apr 
29;93(4):1259-65 
Purification and characterization of alpha~L-fucosidase from 
the liver of a fucosidosis pons. Alhadeff JA, et al. 
Biochem J 1980 Apr 1;187(1):45-51 
Synthesis of membrane glycoproteins in rat small-intestinal 
villus cells. Redistribution of L-[1,5 ge meg Nee pee 
membrane glycoproteins — —— <-—e basal and 
microvillus membranes in A, et al. 
Biochem J 1979 Jul 15; -182(1): ‘203-12 
Synthesis of membrane gly coproteins in rat small-intestinal 
villus cells. Effect of colchicine on the redistribution of 
L-[1,5,6-3H]fucose-labelled membrane glycoproteins 
among Golgi, lateral basal and microvillus membranes. 
Quaroni A, et al. Biochem J 1979 Jul 15;182(1):213-21 
Some characteristics of fucose uptake in s tosomes 
reer White CJ. Biochem Soc Trans 1980 Feb; 
1):66- 
Molecular and biosynthetic heterogeneity of fucosy! 
glycoproteins associated with rat brain synaptic functions. 
Gurd JW. Biochim Biophys Acta 1979 Aug 7;555(2):221-9 
Axonal transport and metabolism of [3H]fucose- and 
[35S]-sulfate-labeled macromolecules in the rat visual 
system. Goodrum JF, et al. Brain Res 1979 Nov 2; 
1762): 255-72 
Incorporation of intrastriatally injected[3H]fucose into 
electrophoretically ted syna — glycoproteins. 
I. Turnover and molecular weight estimations. Mor, 
DG, et al. Brain Res 1979 Dec 28;179(2):329-41 
The pono te of intrastriatally injected [3H]fucose into 
oo retically separated synaptosomal glycoproteins. 
Nyt gg of passive avoidance training. Morgan 
DG. et al. Brain Res 1979 Dec 28;179(2):343-54 
3H-glucosamine and 3H-fucose incorporation by murine 
peritoneal macrophages ‘non-divided’ during 
fifferentiation in vitro. Stancou R, et al. 
Cell Biol Int Rep 1980 Mar;4(3):271-8 
Incorporation of L-(3H)-fucose into glycoproteins of the 
adrenal gland of mice. Light ——_ radioautographic 
study on semi-thin sections. Haddad A, et al. 
Cell Tissue Res 1979 Nov;202(2): 325-35 
Determination of lysosomal enzymes in saliva. Confirmation 
of the diagnosis of metachromatic leukodystrophy and 
fucosidosis by enzyme analysis. Den Tandt WR, et al. 
Clin Chim Acta 1979 Sep 15;97(1):19-25 
Transfer of radioactive materials from radioactively labeled 
conditioned medium to fixed cells. Sakiyama H. 
Eur J Biochem 1980 Apr;105(2):381-6 
Fucosylation of rabbit photoreceptor outer segments: 
| eg of the labeled components. Saari JC, et al. 
Eye Res 1980 Mar;30(3):231-44 


1980 

A comparison of lop pee and [3H]fucose uptake with 
the morphological and histochemical changes observed in 
mucous secretion in chemically induced rat colonic 
carcinoma. Dawson PA, et al. ‘Histochem J 1980. Jan; 
12(1):23-37 


Metabolism of mannose and fucose in cultured fibroblasts 
from ts with mannosidosis and mucolipidosis. 
Penne B. Hum ase nena 250-6 
pattern -fucose incorporation in the 

retina. Blanks JC, et al. 

Vis Sei 1980 May:19(5): 2457-67 
of [3H]fucose into chick brain 
Bs sexe Saag passive avoidance 
1980 Apr;34(4):1000-6 
i of [3H]fucose into rat 
hippocampus after acuston of a brightness discrimination 
. An elect study. N, et al. 


storage disease. Ginsel LA, et al. 
Virchows Arch [Cell Pehl) 197% 1979 Jun 59.3003). 245-73 


PHARMACODYNAMICS 


Mutations of Chinese hamster somatic cells from 
2-deoxygalactose sensitivity to resistance. Claverie JM, et 
al. Genetics 1979 Jun;92(2):563-72 

Consequences of recurrent phosphate trapping induced by 
repeated injections of ny Moat 74 —"e eepa 
and morphological studies in ra 
Virchows Arch [Cell Pathol] 1979 poy : 30035. 097-312 


SECRETION 


Active secretion of 2 deoxy-D-galactose by winter flounder 
intestine [proceedings] Kleinzeller A, et al. 
J Physiol (Lond) 1979 Jul;292:58P 


URINE 


Enzymic determination of urinary free L-fucose. Endo M, 
et al. Clin Chim Acta 1980 May 9;103(3):269-75 

[Fucosidosis and blood group substances in the urine] 
Tchilian MJ, et al. C R Acad Sci [D] (Paris) 1979 Jul 9; 
289(2):193-6 (Eng. Abstr.) (Fre 


FUCOSIDASE 


Thermodynamic analysis of 
eign 1 Sonvetiinns, Hoebeke 
Arch 


wr: human _ placental 


Biochem Biophys 1979 Dec;198(2):556-61 
Multiple forms of epidermal alpha- fucosidase. Miyagawa T. 
J Invest Dermatol 1979 Oct; Fx): 288-90 


ANALYSIS 
Rees of different 

idershain Gla, et al. 
249(2):495-9 


BIOSYNTHESIS 


Effect of tunicamycin and cycloheximide on the secretion 
of acid hydrolases from I-cell cultured fibroblasts. Miller 
AL, et al. Biochem J 1980 Mar 15;186(3):971-5 

(Microorganisms that produce alpha-galactosidase, 
alpha-mannosidase, alpha-fucosidase and 
beta-acetylglucosaminidase] Ulezlo IV, et al. 
Mikrobiologiia 1980 Mar-Apr;49(2):265-8 (Eng. Ane) 

us) 


wpe of human _ fucosidase] 
Akad Nauk SSSR 1979; 
(Rus) 


BLOOD 


Cystic fibrosis serum alpha-!-fucosidase: confirmation of 
normal activity levels and normal kinetic and isoelectric 
focusing properties. Alhadeff JA, et al. Clin Chim Acta 
1980 Jul 17;105(1):131-5 

ncreased serum alpha-L-fucosidase and 
beta-N-acetylglucosaminidase activities in diabetic, 
cirrhotic and gastric cancer patients. Reglero A, et al. 
Clin Chim Acta 1980 Apr 25;103(2):155-8 

[Chromatographic behavior of human serum 
alpha-L-fucosidase] Bernard M, et al. J Chromatogr 1979 
Apr 21;172:404-7 (Fre) 


DEFICIENCY 


Detection of carriers and prenatal diagnosis for fucosidosis 
in Calabria. Durand P, et al. Hum Genet 1979 Oct 1; 
$1(2):195-201 

[Type 1 fucosidosis. Anatomical study] Larbrisseau A, et al. 
Arch Fr Pediatr 1979 Dec;36(10):1013-23 (Eng. Abstr.) 

(Fre) 


GENETICS 


ene ee tren Du of alpha-L-fucosidase in Brittany 
rinh-Dinh-Khoi I, et al. Hum Genet 1979 Oct 

breve 493-6 
Human alpha-L-fucosidase: a common polymorphic variant 
for low serum enzyme activity, studies of serum and 
leukocyte enzyme. Wood S. Hum Hered 1979;29(4):226-9 





ISOLATION & PURIFICATION 
and characterization of — -L- 


Purification fucosidase from 
le «Sa Alhadeff JA, et al. 
Biochem J 1980 Apr 1;187(1):45-51 - 

and characterization oO! 


Purification I-cell disease 
alpha-L-fucosidase. Kress BC, et al. J Biol Chem 1980 
Feb 10;255(3):955-61 


gree ge a! of een Bales from grey kidney 
— = age Fe eal inise et 
Nov;44(11):1936-43 1 Eon Abstr.) (Rus) 


METABOLISM 


Purification and characterisation of alpha-L-fucosidase from 
human placenta. pH-dependent changes in molecular size. 
Turner BM. Biochim Biophys Acta 1979 Jun 19; 
578(2):325-36 


Primary amniotic fluid cell, skin fibroblast and liver 
its relation to cystic fibrosis. 
Chim Acta 1979 Mar 1; 


Human amniotic fluid alpha~L-fucosidase. Alhadeff JA, et 
al. Clin Genet 1979 Nov: 16(5):357-63 

— forms and glycoprotein nature of acid phosphatase, 

-fucosidase and alp! et a telus t 

Miyszs wa T, et al. J Invest Dermatol 1979 73(6):554-7 

(Gtycoproteian metabolism and ulcer: an experimental 

study with special reference to onl lio era activity 


and gastric ulcer (author’s 
N Gakkai Zasshi Zasshi 1979 Se 76(9):1757-67 
(Eng. Abstr.) (Jpn) 


FUCOSYL GALACTOSE 
ALACTOSAMINYLTRANSFERASE see under 


FUCOSYLTRANSFERASES see under 
HEXOSYLTRANSFERASES 


FUDR see FLUORODEOXYURIDINE 
FUEL OILS see under PETROLEUM 


FUELS 


Sixth life sciences symposium: the impact of energy 
production on health. II. The development and 
communication of health information. September 13-15, 
1978. Am Ind Hyg Assoc J 1979 Dec;40(12):1103-1222 

Who determines the risk to human health associated with 
energy technology. Dufour JT. Am Ind Hyg Assoc J 1979 
Dec;40(12):1207-16 

Information requirements related to new _ energy 
technologies: NIOSH viewpoint. Osheroff BJ, et al. 

Am Ind Hye Assoc J 1979 Dec;40(12):1126-30 

Information requirements of the Department of Energy. 
Shepherd GR. Am Ind Hyg Assoc J 1979 Dec; 
40(12):1114-8 

The impact of energy production on human health. Weaver 
NK. Am Ind Hyg Assoc J 1979 Dec;40(12):1164-71 

Possibilities and ts of obtaining energy by methane 
fermentation. Sats Biol Bull Acad Sci USSR 1979 
Jan-Feb;6(1):79-8 

Hospital turns waste in aS 
Dimens Health Serv 1980 0 Feb ;57(2): 13 

Toxic substances from coal energy: an overview. Shy CM. 
Environ Health Perspect 1979 Oct;32:291-5 

— considerations in balancing the y equation. 

omas WA. Environ Health Forest 1979 Oct;32:255-8 

[Progress of the industry and occupational health: City 
gasworks] Horigoe T. Sangyo Igaku 1979;21 Spec No:124-6 

(Jpn) 
ADVERSE EFFECTS 

Respiratory illness in households using gas and electricity 
for cooking. I. Survey of incidence. Keller MD, et al. 
Environ Res 1979 Aug;19(2):495-503 

seem esee | a Pn hon ong using gas and electricity 
for ioms and objective findings. Keller 
MD, et al. ‘Eaviree | 1979 Aug;19(2):504-15 

The relation between respiratory illness in ery 
schoolchildren and the use of gas for cooking—IIl. 
Nitrogen dioxide, respiratory illness and lung infection. 
Florey CV, et al. Int J 1979 Dec; 84): 347-53 

The relation between respiratory illness in primary 
schoolchildren and the use of gas for cooking—-II. Factors 
affecting .oET dioxide levels in the home. Goldstein 
BD, et al. J Epidemiol 1979 Dec;8(4): Wa 

The aki between respiratory illness primary 

schoolchildren and the use of gas for oothing—4. Results 

from a national survey. Melia RJ, et al. 

Int J Epidemiol 1979 Dec; 8(4): 333-8 


SUPPLY & DISTRIBUTION 
Energy situation is precarious. Ellis B. Hospitals 1979 Oct 
16;53(20):73-5 
FUGU TOXIN see TETRODOTOXIN 
FUGUE see DISSOCIATIVE REACTION 


FULVINE see under PYRROLIZIDINE ALKALOIDS 
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FUMARATE HYDRATASE 


GENETICS 


Further characterization of the human fumarase variant, FH 
2--1. Edwards YH, et al. Ann Hum Genet 1979 Oct; 
43(2):103-8 


ISOLATION & PURIFICATION 


Concomitant purification of chicken heart fumarase and 
citrate synthase by affinity chromat phy 4 
Beeckmans S, et al. Arch Int Ph: Biochim 1980 F 
88(1):B13-B15 


METABOLISM 


Intracellular distribution of NADP-linked _ isocitrate 
dehydrogenase, fumarase and citrate synthase in bovine 
heart muscle. Fatania HR, et al. Biochim Biophys Acta 1980 
Aug 1;631(1):11-9 

3-Carbanionic substrate analogues bind very tightly to 
fumarase and aspartase. Porter DJ, et al. J Biol Chem 1980 
May 25;255(10):4772-80 


FUMARATES 


ADVERSE EFFECTS 


Contact allergy to atranorin in lichens 
Dahlquist I, et al. Contact Dermatitis 1980 ies 2.111 <9 


METABOLISM 


Fumarate permeation in rat heart mitochondria. Passarella 
S, et al. Biochem Biophys Res Commun 1979 Sep 27; 
90(2):498-505 

Purification and characterization of membrane-bound 
fumarate reductase from anaerobically grown Escherichia 
coli. Dickie P, et al. Can J Biochem 1979 Jun;57(6):813-21 

Anaerobic growth of Escherichia coli K12 with fumarate 
as terminal electron acceptor. Genetic studies with 
menaquinone and fluoroacetate-resistant mutants. Guest 
JR. J Gen Microbiol 1979 Dec;115(2):259-71 


PHARMACODYNAMICS 
Dihydroxyfumaric acid induced lipid peroxidation in rat liver 
microsomes. Nakano K, et 
Biochem Biophys Res Commun 1979 Aug 28;89(4):1239-44 
Purification of the agent inducing lipid peroxidation with 
dihydroxyfumaric acid in rat liver mitochondria. Nakano 
K, et al. Biophys Res Commun 1980 Apr 29; 
93(4):1127-31 


TOXICITY 


Dimethylurea: a radical scavenger that protects isolated 
pancreatic islets from the effects of alloxan and 
dihydroxyfumarate exposure. Fischer LJ, et al. Life Sci 
1980 Apr 28;26(17):1405-9 


FUMIGATION 


In-transit hoy = eve fumi, ae of wheat. Redlinger LM, et 
al. J Econ Entomol 19 a — 

Acute phosphine poisoning ~~ freighter. 
Epidemiologic, clinical, and hd indings. Wilson 
R, et al. JAMA 1980 Jul 11;244(2):148-50 

[Effect of methyl bromide on the German cockroach (Blatella 
germanica L.)] Miiller P, et al. Z Gesamte Hyg 1980; 
26(2):89-93 (Eng. Abstr.) (Ger) 


METHODS 


Controlled formaldehyde fumigation system. Ackland NR, 
et al. Appl Environ Microbiol 1980 Mar;39(3):480-7 


FUNCTIONAL RESIDUAL CAPACITY see under LUNG 
VOLUME MEASUREMENTS 


FUND RAISING see under FINANCIAL MANAGEMENT 


FUNDUS FLUORESCENCE PHOTOGRAPHY see 
FLUORESCEIN ANGIOGRAPHY 


FUNDUS OCULI 

see related 
OPHTHALMOSCOPY 

The incidence of fundus lesions in septicemia [letter] Pien 
FD. Am J 1980 Mar;89(3):457-9 

New instrumentation and techniques in ocular phot pee. 
Gutner RK. Am J Optom Physiol Opt 1979 Sep;56(9):60 

Fundus photography in optometric practice. . Marbourg IW. 
Am J Opton Phrsial Opt 1979 Sep:56(9) 571-81, 384-5 

Spectral reflectance photography of the ocular fundus. 

Am J Optom Physiol 


Norden LC. 1979 : 
$6(9): 2586-91 “tel _ 


= Ags Fa Diffe — Ng oy by fundus observation 
al. Arch Ophthalmol 


1980 Jun; 
on : fi 
imultaneous stereoscopic fundus camera incorporating a 
single optical axis. Donaldson DD, et al. 


FUNGAL ANTIGENS 
Invest Vis Sci 1980 Mar;19(3):289-97 
Com on of tempe measurements and fundus 
"simplified Fro Orit! 19 or dogs Rome me stereoscopic 
A simpli yjection system for 
fundus slides. I Boldrey EE. Ophthalmology 
A simple means of prod single-frame occa 
fundus slides. Boldrey EF. (Rochester) 1 
Apr;86(4):597-8 
—_s bia Cesk Pediatr 1980 Mar-3 3): 138-63 
(Eng. Abstr.) (Cze) 
[Correlation of blood gas levels and findings on the ocular 
J, et al. Sb Lek 1980;82(7):212-7 (Eng. —) (Cze) 
[Optic cup/dist ratio in non- 
. Rey oi 
Abstr ) 
[A fundus flavimaculatus associated Ps preretinal “a 
yay (author’s transl)] Coscas G 
Fr Ophtalmol 1980 Feb 20;3(1): aaty (Eng. we 
mydriasis (author's transl)] Mennerich 
pre: — Augenheilkd 1979 Jul; 175(1): 114-6 Gx. 
Abstr. (Ger 
— changes due to arteriosclerosis barge chronic-arterial 
Klin M 1979 Men'74(3)-493-5 (eng. 
Abstr.) 
[Peripheral fundus follo 
eyeball (author’s )] 
Klin Oczna 1979 Dec;81(12):679-81 (Eng. Abstr.) 
the eye fundus in connection with the quality of nutrition 
(author’s transl)] Bryk E. Klin Oczna 1980 Mar-82(3): 157-9 
(Eng. Abstr.) (Pol) 


re! wt Gabel VP, et al. 

Apr;86(4):599-600 
[Devel it of intracranial hypertension, ere — 

and changes in the ocular fundus during 

fundus in premature infants (author’s transl)] Tomanova 

detection] Tass 
Soc Ophtalmol Fr 1979 oe May 794-5): 371-5 ex. 

{Examination of the retina including the periphery Bw. - 

hypertension (author’s transl)] Mewe 

onatsbl Augenheilkd 

{A contribution to the in on Rone of 
[Late assessment of cerebrovascular circulation efficiency 


ophthalmologic and 
Hoag | up (author’s transl)] i 
in Oczna 1979 Jul; BIC) A2t coo Abstr.) 

[Evaluation of ophi of eye fundus in 

diabetics (author’s trans! ye wa ZK, et al. 

Klin Oczna 1979 Oct;81( . 561-2 se Abstr.) (Pol) 
[Peripheral fundus c! following blunt eet to the 

eyeball (author’s ] Klein S, et al. Klin Oczna 1979 

Dec.81(12): 677-8 (Eng. Abstr.) (Pol) 
[Peripheral fundus changes in Ad contralateral in cases 

of unilateral retinal detachment (author’s transi} Orlowshi 

W5, et al. Klin Oczna 1979 Dec;81(12):665-8 (Eng. Abstr.) 


(Pol) 
[Classifications of c! peripheral eye fundus (author’s 
transl)] Szwarcowa Klin Oczna 1979 Dec: eee ~~ 


[Polarization method of examining the fundus and anterior 
chamber of the eye] Ly tg RM. Med Tekh 1979 
4 (Rus) 


ocoagulator 5000] 
Oftalmol Zh 1979;34(6):374-6 
[Complex evaluation of the 
— eye and 


signs of c . the fundus oculi 
in diabetes meiives) ek 


Vestn Oftalmol 1980 Mae Aprty ais “eng, Abstr.) 


(Hemisphere dominance in relation to fundus of the eye 
(author’s transl)} Medvecky. J, et al. Cesk Psychiatr 1980 
Feb;76(1):26-8 (Eng. Abstr. (Slo) 

ANATOMY & HISTOLOGY 

[Length measurements by rocking-plate micrometry at the 
fundus of the human eye yy transl)] Vilser W, et 
al. Albrecht Von Graefes Arch Klin Exp Ophthalmol 1979; 
212(2):109-15 ‘Eng. Abstr.) (Ger) 

PATHOLOGY 

[Eye fundus pathology in chronic terminal kidney failure] 
Pambor R, et al. er ee 
34(7):205-8 (Eng. Abstr.) (Ger) 


PHYSIOPATHOLOGY 
A clinical study on the detection of strabismus, anisometropia 
or ametropia of children by simultaneous photography _ 
the corneal and the fundus reflexes. K, et 
Acta (Copenh) 1979 Aug;57(4):600-11 
FUNERAL RITES see under MORTUARY CUSTOMS 
FUNGAL ANTIBODIES see ANTIBODIES, FUNGAL 


FUNGAL ANTIGENS see ANTIGENS, FUNGAL 





FUNGAL PROTEINS 
FUNGAL PROTEINS 


Primary structure of yeast acidic ri 
Itoh T. of 1251. 1980 ay! istiaai25 9-23 
—discoidin its 
"aes © ee 2 et 


Dictyostelium discoideum 
al. J ot Chem: 1980 Jan 10;255(1):30-8 
Fi 


ield metabolic evaluation of yeast protein 
S, et al. er ee eweited t 


of the 
Minerva Med 1980 May 725 


Bep6209): 465-73 
- 


(ita) 
state of health of 
eet -45 


Gig Tr Prof’ Zabol 1979 SepOy: 33:5 “Eng. Abstr.) 


ANALYSIS 


teins of Saccharomyces cerevisiae. 
1980 May 13, ;19(10):2236-40 
alum, Subunits and protein 
composition. Biochim Biophys Acta 1979 
Jun 19;578(2):357-64 
Microtubule proteins in the yeast, Saccharomyces cerevisiae. 
Clayton L, et al. FEBS Lett 1979 Oct 1;106(1):67-70 
Actin from diploid and haploid cells A the myxomycete 
Physarum flavicomum—comparison with skeletal muscle 
actin. Henney HR Jr, et al. ee wth pate 
[Electrophoretic characteristics of the yeast 
ules] Davidova EG, et al. Mikrobiologiia io 
Sep_-Oct;48(5). :803-8 (Eng. Abstr.) (Rus) 
[Relationship between continuous cultivation conditions na} 


the lipid composition of Hansenual oto Sua Ft 
Dediukhina EG, et al. Mikrobiologiia 19 ve 
49(1):39-43 (Eng. Abstr.) 

[ y of the protein makeup 


id 
b 1979 Jul- wAug.484) 610-6 (Eng, 


[Comparison of different methods for measuring nucleic peor 
and protein in the biomass, oe and preparations 
of ri coli and yeast] Pupkova VI, et al 
Prikl Biokhim Mikrobiol 1979 Jul- —Aug;15(4):605-11 o 

Abstr.) 


BIOSYNTHESIS 


Compounds affecting membranes that inhibit 
synthesis in yeast. Alonso MA, et al. 
Antimicrob Agents Chemother 1979 Dec;16(6):750-6 

Biogenesis of mitochondria: a temperature sensitivity 
mutation affecting the mitochondrially synthesized var! 
protein of Saccharomyces cerevisiae. Murphy M, et al. 
Arch Biochem Biophys 1980 Aug;203(1):260-70 

Introduction of O-glycosidically linked mannose into 

roteins via mannosyl a dolichol by microsomes 
from Fusarium soan f. pisi. Soliday CL, et al. 
Arch Biochem Biophys 1979 Oct 13, ;197(2):367-78 

3-Amino-1,2,4-triazole is an inhibitor of in synthesis 
on mitoribosomes in Neurospora crassa. Kumar CC, et al. 
Biochim Biophys Acta 1980 Apr 30;607(2):339-49 

Bioconversion of wheat straw and wheat straw components 
into single-cell protein. Chahal DS, et al. 
Can J 1979 Jul;25(7):793-7 

Regulation of the pattern of protein 
ay geet commune by the incom; bility genes. de 
Vries OM, et al Dev Biol 1980 Jan.7 1):22-36 

The regulation of the synthesis of actin and two other 
proteins induced early in Dictyostelium discoideum 
development. Margolskee JP, et al. Dev Biol 1980 Jan; 
74(1):50-64 

Functional role of ribosylthymine in transfer RNA. 
Preferential utilization of tRNAs containing ribosylthymine 
instead of uridine at position 54 in protein synthesis of 
Dictyostelium discoideum. Dingermann T, et al. 
Eur J Biochem 1980 Feb;104(1):33-40 

Nuclear mutants of Neurospora crassa temperature-sensitive 
for the synthesis of cytochrome aa3. Mitochondrial protein 
synthesis and analysis of the polypeptide composition of 
cytochrome c oxidase. Nargang FE, et al. 
Eur J Biochem 1979 Dec;102(1):297-307 

Synthesis of Dictyostelium discoideum secretory proteins in 
Xenopus laevis vocytes. Dicou E, et al. FEBS Lett 1979 
Aug 15;104(2):275-8 

Factors affecting protein «vnthesis during biotin deficiency 
in Aspergillus nidulans. Desai JD. 
Folia Microbiol (Praha) 1979;24(5):79-84 

Mitochondriogenesis in synchronous cultures of yas: Part 


IlI-Merits of the = . Somasundaram T, 
Indian J Biochem Biophys 1979 Oct;16(5):259-63 
Products of endogenous N-acetylglucosaminyltransferase 
activity of Dictyostelium discoideum during growth and 
early development. Crean EV, et al. J Bacteriol 1979 Oct; 
(ferential symthesis of aguas 
Differential synt! of polypeptides during mo 
of Mucor. Hiatt WR, et al. J Bacteriol Toso Mar; 
141(3):1350-9 
Effect of mitochondrial functions on synthesis of yeast 
cytochrome c. Siemens TV, et al. J Bacteriol 1980 May; 
142(2):499-507 
In vivo studies on yeast cytochrome c methylation in relation 
to protein synthesis. Farooqui J, et al. J Biol Chem 1980 
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May 25;25 10):4468-73 | 
ulation 


in \ hoieson cerevisiae. n 
synthesis. Marmiroli 
980; 177(4): al ten 
jus and F 


ium DJ, et al. 
Natl Acad Sci USA 1980 Ap TIG):I791-5 5 
A response of protein synthesis to age pee 
Saccharomyces cerevisiae. Miller 
Natl Acad Sci USA yj Oct 7610} 5232-5 f 


oH Bekteriol {Netarwics] Page se 82-95 
Screening rections, El Mast — = utilizing 


HG, 
Bakteriol [Natarwise] 1979; 134(7):617-23 
CHEMICAL SYNTHESIS 


Cyclic peptides. bn Synthesis and conformation of 

diastereomeric ining L-proline and 
x Res 1980 
Feb;15(2):113-21 


GENETICS 


Analysis of the ee family coding the developmentally 
ite-binding protein discoidin-I in D. 
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(Eng. Abstr.) (Rus) 


ULTRASTRUCTURE 


a lasts: isolation, reversion, and 
Ls Microbiol 1979;33:21-39 138 net) ‘ 
oS technique to prepare fungal specimens for 
ig electron microscopy. Samson RA, et al. 
Cytobios 1979;24(93):7-11 
yee hg Te me uclear stain for fungi. Bandoni RJ. 
Mycologia 1979 Jul-Aug; 1 1(4):873-4 
[Ribosomes of the lower J, et al. 


Tg ay Begueret 
Biochimie 1979;61(7):VII-XVIII (152 ref.) (Fre) 
[Fine structure of the fungal cell] Kolesnik LV. 

Zh 1979 Jul-Aug;41(4):424-33 (69 ref.) (Rus) 


FUNGI IMPERFECTI see DEUTEROMYCETES 


FUNGICIDES, INDUSTRIAL 


Heterocyclic thioureas as pesticides. Pandey HN, et al. 
Indian J Exp Biol 1979 Jun;17(6):614-5 

Toxic and potentially mutagenic effect of the systemic 
fungicide trimorfamid when tested on microorganisms. 

P vkova S, et al. Mutat Res 1989 Feb;77(2):181-4 


ADVERSE EFFECTS 


Dermatitis caused by the Polish fungicide Sadoplon 75. 
Rudzki E, et al. Contact Dermatitis 1980 Jun;6(4):300-1 


ANALYSIS 


Fungicide residues. Part VII. Determination of residues of 
fentin in vegetables and cocoa products by 
spectrofluorimetry. Baker PG, et al. ‘Analyst 1980 Mar; 
105(1248):282-5 

A new oe for extraction and determination of 
biphenyl in citrus fruit. Davis PL, et al. 

J Agric Food Chem 1979 Jul-Aug;27(4):918-20 

2-Cyano-N-[(ethylamino)carbony ¥N> G To a 

new fungicide. Klopping HL, et al. J Agric Food Chem 
1980 Mar-Apr;28(2):467-8 

Fate of maneb and zineb fungicides in microagroecosystem 
chambers. Nash a. et J Agric Food Chem 1980 
Mar-Apr;28(2):322-30 
esidues of mancozeb, 2-imidazoline, and ethyleneurea in 
tomato and potato = after field treatment with 
mancozeb. Newsome J Agric Food Chem 1979 
Nov-Dec;27(6):1188-90 

An improved analytical procedure for en residues in 
apple wood, leaves, and fruit. Ngoran N, et al. 

J Agric Food Chem 1979 Nov-Dec;27(6): "1167-70 

Gas chromatographic determination of * Siegen and 
endosulfan in strawberries. Zanini E, et al 
J Agric Food Chem 1980 Mar-Apr; re28Q)464-6 

Tissue residues of steers grazed on w eee yenet with 
INDAR systemic fungicide. Horn Gl . 

J Anim Sci 1979 Aug:49(2);318-23 

Gas-liquid chromatographic tion of thiabendazole 
and methyl 2-benzimidazole carbamate in fruits and crops. 
Tjan GH, et al. J Assoc Off Anal Chem 1979 Jul; 
62(4):769-73 

[Determination of residues of the fungicide benzimidazole 
carbamic acid methyl ester and its metabolites 
2-aminobenzimidazole and benzimidazole] Engst R, et al. 
Nahrung 1979;23(7):701-6 (Eng. Abstr.) (Ger) 

a of fungi as a biological test for determination of 
fungicide residues in plant material. II. F ouenaiioes of 
benomyl, dichlofluanide, folpet, captane, carbendaz 
methyl thiophanate and thiram in at, vegetables "eed 
champignons] Zadrozifska J. Rocz Panstw Hig pee} 
30(5):433-40 (Eng. Abstr.) 

[Determination of copper trichlorophenolate in pe. | 
oil by a thin-layer chromatographic method] Sheinina RI. 
Vopr Pitan 1980 Mar-Apr;(2):72 (Rus) 


usion. Peberdy 


CHEMICAL SYNTHESIS 


Pyrazoles and oan a as biologically 
Arch Pharm 


active agents. (Weinheim) 1979 
Jul;312(7):586-90 


ISOLATION & PURIFICATION 


Procedures for the removal of field residues of 
ethylenebis(dithiocarbamate) (EBDC) fungicide and 
ethylenethiourea (ETU) from tomatoes prior to processing 
into juice. Marshall WD, et al. J Agric Food Chem 1979 
Jul-Aug;27(4):766-9 


METABOLISM 


Uptake and translocation of o-sec-butylphenyl 
-methylcarbamate (BPMC) and 0,O-diisopropyl 
S-benzyl phosphorothiolate (IBP) in rice i wphed as 
~—, and mixed preparations. Ueji M, 
Environ Contam Toxicol 1980 Feb; 54(2).204-10 


1980 


Fate of selected fungicides in a terrestrial laborato 

ecosystem. Gile JD, et al. J Agric Food Chem 197' 

Fate and effect "a we 
effects 


Rhesus 
monkeys. Ki Weed 3S apie Feel Caen 1979 
Nov-Dec;27( 


:1181-5 
Metabolism of O oe peng , Paatereaees 
— Png or . Bedi S, et 
(B} 1980; 5(3): 259-65 
Distribution and c 


J Environ Sci Heaits 
learance 
chickens. Simon GS, et al. Tecieal Apel Paomencel 1979 
Sep 30;50(3):401-6 


PHARMACODYNAMICS 
Effects of pig weigh on Aspergillus a. Hoppa 
AJ, et ‘an Leeuwenhoek J Microbiol Serol 19 


Effecte on ts henyl in the rat. 
ects of triphenyltin acetate on pregnancy in 
Giavini E, et al. Bull Environ Contam Toxicol 1980 Jun; 
24(6):936-9 
Effect of 2,3-dinitrilo-1,4-dithia-9,10-antraquinone on 
Ehrlich ascites carcinoma _ yeast cells. Sturdik E, et 
al. Chem Biol Interact 1980 Apr;30(1):105-4 
Non-mutagenicity of the dithane M-45 as — 
of recessive lethals after larval feeding in 
me! Vasudev V, et al. Mutat Res 1 a 








anobacteria. 


Tests in vitro and in pots with certain chemicals for inhibition 

of Pseudomonas solanacearum. El-Goorani MA, et al. 

Zentralbl Parasitenkd Infektionskr 1978; 
133(3):235-9 


Survival and efficiency of cowpea rhizobia on pelleted and 
non-pelleted ut seeds, treated with fungicides. Hamdi 
YA, et al. Bacteriol Parasitenkd Infektionskr 
1978; 133(3):204-10 

es in metabolic activities of Fusarium ox rum f. 
fabae and Rhizoctonia solani in response to Dithan A-40 
——— Zaki MM, et al. 

Zentralbl Bakteriol (Nature 197; 134(8)6 60-5 
[Effect of tridemo Berlese] 


Aba) H. Z Mikrobiol 1 17919) 19(3): 155-62 Ene. 


ic organism under the influence of diem 
ollution. II. Physiologic efficiency ys, = fan 
in containing soil (author’s transl 
Wendel KG. peers Baktstol [B] 1979 May; 
168(3-4):291-330 (Eng. — (Ger) 


RADIATION EFFECTS 


Photochemical reaction of chlorothalonil in organic solvents. 
Satoh M. Bull viron Contam Toxicol 1979 Jul; 
22(4-5):598-602 

Effects of paddy water and some photosensitizers on the 

hotolysis of the fungicide isoprothiolane. Chou ss. * al. 
5 Environ Sci Health [B] 1980;15(2):135-46 


TOXICITY 


Acute and subacute toxicology and safety evaluation of 
hexahydro-1,3,5-triethyl-S-triazine. Winek CL, et al. 
Drug Chem Toxicol 1977-78;1(1):1-18 

Residues and effects in mice after drilling wheat treated with 
cholordenvinphos and an or; mercurial fungicide. 
Westlake GE. et al. Ecotoxicol Environ Safety 1980 Mar; 
4(1):1-16 

Changes in the activity of some hydrolases of the brain after 
the administration of methoxyethylmercuric chloride. 
Kozik MB, et al. Toxicol Appl 1980 Mar 30; 
53(1):122-33 

[Neurosecretion of the hypothalamic nuclei and the 
neurohypophysis following ceresan poisoning] Pietrzak M. 
Endokrynol Pol 1979 Sep-Oct;30(5):473-83 (Eng. oe 


[Hygienic standards for the fungicides anilat and re... in 
the water of reservoirs] Vrochonskii KK, et al. 
Gig Sanit 1980 Jan;(1):73-4 (Rus) 


FUNGICIDES, THERAPEUTIC see ANTIFUNGAL 
AGENTS 


FUNGUS DISEASES see MYCOSES 


FUNNEL CHEST 


COMPLICATIONS 
Association between pectus excavatum and segmental 
bronchomalacia. Godfrey J Pediatr 1980 Apr; 
96(4):649-52 
Pectus BD oo wen and contin ulmonary complications 
ory e] Ab , et al. West J Med 1979 
un; 130(6):522-30 


PHYSIOPATHOLOGY 


[Straight back syndrome] Plamieniak Z, e 
Pol Tyg Lek 1979 Nov 12;34(46):1785- $ Ene. ~~. 


[Anthropometric data and functional evaluation of water 
respiration in youn, rsons with a chest (People’s 
Republic of Bulgaria)} Nanchev LB, et al 








Voen Med Zh 1979 May;(5):64-7 


RADIOGRAPHY 
Pectus excavatum deformities sim 


GC, et al. J Cunpet A 
3(5):596-600 
Curiosa iatrica. III: Hemisternum. James T. 
S Afr Med J 1980 Apr 5;57(14):553-4 
SURGERY 


Simultaneous correction of pectus excavatum and breast 
sates si Finger ER. Ann Plast Surg 1979 Nov; 
3(5) 


Sees Seas eannees Ot Be Consens of very severe ang 
recurrent pectus excavatum. Robicsek F. 
orks Dis 1979 Aug;22: 11-4 


the surgical treatment of us 
excavatum. Martelli M, et al. Ital J Orthop Traumatol 1979 
Aug;5(2):133-44 
The use of a ‘pectoralis sling’ as a new technique in the repair 
of pectus excavatum. Ferrero FA, et al. 
J Med Assoc 1979 Oct;66(10):1025-7 
Pectus excavatum: resolution after surgical removal of . 
airway obstruction. Olsen KD, et al. Laryngoscope 
May; 305 Pt 1):832-7 
[Use of a stainless steel prosthesis for surgical correction of 
us excavatum in an adult] Hajek M. Rozhl Chir 1979 
;58(9):532-3 (Eng. Abstr.) (Cze) 
[Considerations about one 4 surgical treatment of ota 
excavatum, aortic dissection and aortic incom) 
a patient with Marfan’s syndrome (author’s trans})] Lahosde 
F, et al. Ann Chir 1979 Mar;33(3):183-7 (Eng. Abstr.) 


(Rus) 


mediastinal masses. 
Tomogr 1979 Oct; 


— surgical treatment of pectus excavatum (author's transl)] 
Metaizeau JP, et al. Chir Pediatr 1979;20(2):149-52 Eng, 
Abstr.) 
[Corrective surgery of congenital chest malformations of th “4 
type Pectus excavatum and Pectus carinatum (author’s 
transl)] Coman C. Poumon Coeur 1979;35(1):37-42 =. 
Abstr.) (Fre) 
[The use of threaded pins for internal fixation after correction 

of ot excavatum (author’s transl)}] Prévot J, et al. 
Rev Chir Orthop 1979 Mar;65(2):109-10 (Eng. — 
) 


— correction of funnel chest and pigeon breast] 
eisman B. Minerva Chir 1980 Mar 31;3 6). 393- 5 (Ita) 
[Follow-up results of corrective surgery for tus 
excavatum—-fixation by internal metallic strut (author’s 
transl)] Masaoka A, et al. 
Nippon Kyobu Geka Gakkai Zasshi 1979 Nov;27(11):1491-7 
(Eng. Abstr.) (Spn) 
[Correction of funnel chest by using a ma 


etic system of 
manent samarium-cobalt 


] Isakov IuF, “_-. 


magnets) 
is (Mosk) 1980 Mar;(3):99-103 
— management of chest deformities (author’s trons) 
K. Bratis! Lek Listy 1980 Jan:73(1):7-14 (Eng. — 
¢ 


FURAGIN see under NITROFURANS 


FURALDEHYDE 


Affinity of hydroxyapatite for furfural and a brown pigment 
formed by furfural and glycine. Nordbé H, et al. 
Scand J Dent Res 1979 Oct;87(5):395-7 


ANALOGS & DERIVATIVES 


Methods for determinging carbohydrates, 
hydroxymethylfurfural, and proline in honey: collaborative 
study. White JW Jr. J Assoc Off Anal Chem 1979 May; 
62(3):515-26 

Spectrophotometric method for hydroxymethylfurfural in 
honey. White JW Jr. J Assoc Off Anal Chem 1979 May; 
62(3):509-14 

Charcoal column/thin layer chromatographic method for 
high fructose corn sirup and spectrophotometric method 
for hydroxymethylfurfural in honey: collaborative studies. 
White JW Jr, et al. J Assoc Off Anal Chem 1979 Jul; 
62(4):921-7 

Hydroxymethylfurfural and honey adulteration. White JW 
Jr, et al. J Assoc Off Anal Chem 1980 Jan;63(1):7-10 

5-Hydroxymethylfurfural-forming proteins in the renal 
glomeruli of control and streptozotocin-diabetic rats. 
Chang AY, et al. Life Sci 1980 Apr 21;26(16):1329-33 


ANALYSIS 


An activated charcoal sam ponaaing and gas chromatographic 
fpeeers for oot exposure to furfural. Nishimoto 
, et al. Am Hyg Assoc J 1980 Mar;41(3):223-6 
[Modifica colorimetric method for determining the 
concentration of furfural in wood hydrolysates and 
hydrolyzed nutrient media] Mutafov S. 
Acta Microbiol Bulg 1979;5:80-6 (Eng. Abstr.) 


POISONING 


[Histochemical and structural changes in the hepatocytes of 
rats with furfural poisoning after enzyme induction with 
henobarbital] Gruszeczka B. Pol Tyg Lek 1979 Dec 24; 
52):2057-8 (Pol) 


(Bul) 


CUMULATED INDEX MEDICUS 


TOXICITY 


“Gyan golden hamster. Feron V3. ‘  # Ga ad in 


Zentralbl Bakteriol [B] 1979 Tun;168(5-6):442- 51 


FURANS 

Reaction of ——" with sulfhydryl and amino iors 
Sturdik E, et al. Biochem Pharmacol 1979 Aug 15; 
he ua 2525-30 

The action of Roce! on furan derivatives. Boyer 

RF, et al. Chem Phys Lipids 1979 Nov;25(3):237-46 

Decarboxylation kinetics of 5-(tetradecyloxy)-2-furoic acid. 
Carstensen JT, et al. J Pharm Sci 1980 Jan;69(1):123-4 


ANALYSIS 


2Butanone and tetrahydrofuran contamination in the water 
supply. Wang TC, et al. Bull Environ Contam Toxicol 1979 
Nov;23(4-5):620-3 


BIOSYNTHESIS 
Antibiotic metabolite of a fi 
ants. Hervey A, et al. M: 


BLOOD 


Determination of eT in the one an by 
rig rey liquid chromato, y. ie et 
J Chromatogr 1 19 4).534~40 


979 Dec 1;164( 
ponuiaiee of 
(E)-2,3-dichloro-4—-methoxypheny])-2-furanylmethanone 
ethyljoxime methanesulphonate (ANP-4364) in plasma 
using gas chromatography with Cuca Be detection. 
Yamaguchi T, aa 1979 May 11; 
173(1):147-54 


CHEMICAL SYNTHESIS 


Synthesis of difuran derivatives and their biological activity. 
Hishmat OH, et al. Arzneim Forsch 1979;29(8):1081-3 

Phenylfurans IV: spasmolytic 
3-diethylamino-2,2-(dimethyl)propyl esters of 
5-substituted phenyl-2-furancarboxylic acids. Burch HA, 
et al. J Pharm Sci 1980 Jan;69(1):107-10 


IMMUNOLOGY 


Poly-maleic acid anhydride (PMA) coupled cortisol antibody 
in routine determination of urinary free cortisol. Nielsen 
J. Acta (Copenh) 1979 Aug;91(4):680-91 


cultivated by 
1979 Sep-Oct;71(5):1064— 


METABOLISM 


Retention of inhaled 2-methylfuran and 2,5-dimethylfuran. 
Egle JL Jr, et al. Am Ind Hyg Assoc J 1979 Oct; 
40(10):866-9 

metabolism of ranitidine in animals and man 
ye paemate Bell JA, et al. Biochem Soc Trans 1980 Feb; 
1):9 


Activation of Ftorafue 
[R,S-1-(tetrahydro-2-furanyl)-5-fluorouracil] to 
5-fluorouracil and gamma-butyrolactone. Au JL, et al. 
Cancer Res 1980 Aug;40(8 Pt 1):2814-9 

Ranitidine—-a new H2-receptor antagonist. Woodings EP, 
et al. Gut 1980 Mar;21(3):187-91 

Absorption of sodium ma-hydroxybutyrate and its 
prodrug gamma-butyrolactone: relationship between in 
vitro transport and in vivo absorption. Arena C, et al. 

J Pharm Sci 1980 Mar;69(3):356-8 

Percutaneous butyrolactone absorption in rats. Fung HL, et 

al. J Pharm Sci 1979 Sep;68(9):1198-200 


PHARMACODYNAMICS 


In vitro actions of ranitidine, a new histamine H2-receptor 
antagonist. Daly MJ, et al. Agents Actions 1980 Apr;i0(1 
Pt 3:190-1 


Ruminal effects of a deaminase inhibitor and monensin. 
Horton GM. Ann Rech Vet 1979;10(2-3):335-7 

Effect of monensin on some rumen fermentation parameters. 
Van Nevel CJ, et al. Ann Rech Vet 1979;10(2-3):338-40 

RMI 15,731 (i- (5-tetradecyloxy-2-furanyl}-ethanone), a 
new antirhinovirus compound. Ash RJ, 
An Agents Chemother 1979 Sep; 1603) 301-5 

Activating the Na-K pump with monensin increases 
aminoisobutyric acid uptake by mouse fibroblasts. Smith 
JB, et al. Biochem Biophys Res Commun 1980 Mar 28; 
93(2):392-8 

Quantitative structure-activity relationships for the inhibition 
of heart and brain cyclic AMP Sa by some 

henylbutenolides. Duperray B, et 

Biochem Pharmacol 1980 Jan 129115 8 

Chemical modification of gastric microsomal 

tassium-stimulated ATPase. Lee HC, et al. 
Biophys Acta 1980 Jun 6;598(3):595-605 

Blood flow changes with naftidrofuryl in systemic sclerosis 
and Raynaud’s phenomenon. Gaylarde PM, et al 
Br J Dermatol 1980 Jan;102(1):7-10 

Ranitidine (AH 19065): a new potent, selective histamine 
H2-receptor antagonist [proceedings] Bradshaw J, et al. 
Br J Pharmacol 1979 Jul;66(3): “4642 

Antagonism of vasodepressor and gastric secretory responses 
to histamine by ranitidine and cimetidine in the 
anaesthetised dog [proceedings] Daly MJ, et al. 


FURANS 

Br J Pharmacol 1979 Nov;67(3):414P 

A comparison of the effects of a peli ore enmymmmn and 
gamma-butyrolactone on cerebral carboh 
metabolism. MacMillan V. Can J Physiol 1979 
Aug;57(8):787-97 

Vesicle fusion, extension and ge ay 2 motility 
are induced in spermatids ionophore 
monensin. Nelson GA, et al. Cell 1980 Feb;19(2):457-64 

Effects of dimethylmaleic anhydride and a polyaldehyde 
fixative on the fertilization of sea urchin egg, 
Paracentrotus lividus. Lallier R. Cell Biol Int Rep 1979 
Oct;3(7):573-6 

Atropine-like activities of 2-substituted 
5-piperidinomethylfuran derivatives. Ohta K, et al. 
Chem Pharm Bull (Tokyo) 1979 Dec;27(12): 3199-52 

Structure-activity relationships in tetronic acids and their 
copper(II) one Tanaka K, et al. 
Chem Pharm Bull (Tokyo) 1979 ‘Aug.27(8): 1901-6 

Altered activation of tyrosine hydroxylation by 
gamma-butyrolactone following chronic ethanol treatment. 
Liljequist S. Alcohol 1979 May-Jul; 


4(3-4):261-3 

Naftidrofuryl (Praxilene) in peripheral vascular disease. 
Drug Ther Bull 1979 Oct 12;17(21):83-4 

Experimental acute pancreatitis: action of atropine and 
beta-haloethylamine furoate on muscarine-induced 
exocrine pancreatic secretion. Sankaran H, et al. 
Eur Surg Res 1979;11(1): 27-38 

Xanthumin and 8-epi-xanthatin as insect development 
oe: from Xanthium Mill. Kawazu K, et 

al. Experientia 1979 Oct 15;35(10):1294-5 

Comparison of ranitidine and cimetidine in the inhibition of 
histamine, sham-feeding, and meal-induced gastric 
secretion in duodenal ulcer patients. Konturek SJ, et al. 
Gut 1980 Mar;21(3):181-6 

Feeding behavior changes of cattle during introduction of 
monensin with roughage or concentrate diets. Baile CA, 
et al. J Anim Sci 1979 Jun;48(6):1501-8 

Effect of monensin on nitrogen utilization and digestibility 
of concentrate diets by steers. ae RB, et al. 
J Anim Sci 1980 May;50(5):930-6 

Monensin effects on diet digestibility, ruminal protein bypass 
and microbial _ rotein synthesis. Poos MI, et al. 
J Anim Sci 1979 Jun;48(6):1516-24 

Effect of various levels of monensin on efficiency and 
production of beef cows. Turner HA, et al. J Anim Sci 
1980 Mar;50(3):385-90 

Mechanism ible for i age eg acid 


inhibition of hepatic li icCune SA, et al. 
J Biol Chem 1979 Oct 25: Saco 10095-101 


Undersulfated proteoglycans are secreted by cultured 
chondrocytes in the presence of the ionophore monensin 
Tajiri K, et al. J Biol Chem 1980 Jul 10;255(13):6036-9 

Characterization of the coronary vasodilator 
hemodynamic actions of monensin, a carboxylic ionophore. 
Saini RK, et al. J Cardiovasc Pharmacol 1979 Jan-Feb; 
1(1):123-38 

Attenuation of the gamma-butyrol induced i 
in DOPA accumulation by chronic ethanol administration. 
Liljequist S, et al. J Neural Transm 1979;46(3):195-204 

Supersensitivity of dop The effect of 
gammabutyrolactone in long-term haloperidol treated rats. 
Stock G, et al. J Neural ‘Transm 1980;47(2):145-51 

Haemodynamic effects of the carboxylic ionophore monensin 
when administered before _“ dosing shock induced by 
E. coli endotoxin. McCaig et al. 

J Pharm diego band 7 epi 583-7 

Antimuscarinic agen rg of benzilate esters. 
Stubbins JF, et al. 5 Pharm Sci 1980 May;69(5):534-7 

Effects of the carboxylic i re monensin on i 
blood flow in normal ischemic myocardium in 
anesthetized dogs. Kabell G, et al. 

J Pharmacol Exp Ther 1979  Setzt10 231-7 

Subcellular actions and potential adverse 
the cardiotonic ionophore monensin. Shlafer M 
J Pharmacol Exp Ther 1980 Sep;214(3):567-73 

Naftidrofuryl in extracranial/intracranial anastomosis 
Bannister CM. Lancet 1980 Aug 16;2(8190):372 

Effect of cimetidine and ranitidine on mucosal potential 
difference [letter] von Kleist D, et al. Lancet 1979 Nov 
17;2(8151):1071-2 

Chronic gamma-butyrolactone (GBL) treatment: a potential 
model of dopamine hypoactivity. Nowycky MC, et al. 
Naunyn Arch Pharmacol 1979 Nov; 
309(3):247-5S4 

Compensatory growth in broilers after withdrawal of 
ionophorous anticoccidial drugs. McDougald LR, et al. 
Poult Sci 1980 May;59(5):1001-5 

The effect of the dietary addition of Monensin upon digestion 
in the stomachs of sheep. Allen JD, et al. 

Proc Nutr Soc 1979 Sep;38(2):32A 

Effects of ma-butyrolactone, amphetamine, and 
haloperidol in mice differing in sensitivity to alcohol. 
Dudek BC, et al. gdindiaanestivey (Berlin) 1980; 
68(1):89-97 

Inhibition of the histamine-stimulated gastric secretion in 
healthy subjects by the H2-receptor antagonist ranitidine. 
Bohman T, et al. Scand J Gastroenterol 1980;15(2):183-9 

Inhibition of gastric secretion in man with a new H2-receptor 
antagonist, ranitidine. Kett K, et al. 

Scand J 1980; 15(2):249-51 
Effects of gamma-hydroxybutrate and gamm. -butyrolactone 
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FURANS 


on cerebral energy metabolism during ave and 
recovery from hypo: MacMillan V 
Stroke 1980 May-Jun;11(3):271-7 
[Study, using hemotach , Of the cerebral 
hemod i JC. 


ynamic act.on 
Rev Med Liege 1979 Dec 15;34(24):1007-10 (Fre) 
[Investigations concerning the use of the rumen — 
regulator monensin 


et al. Arch Tierernaehr menain i feeding Nov; wrist dew’ 


Abstr.) (Ger) 
THERAPEUTIC USE 

Effects of amprolium and monensin on oocyst discharge, feed 
utilization, and ruminal metabolism of lambs wi 
coccidiosis. Horton GM, et al. Am J Vet Res 1979 Jul; 
ox 966-70 

Ovine coccidiosis: comparison of the effects yh monensin and 
aureomycin on lambs infected with coccid 

Samizadeh-Yazd A, et al. Am J Vet Res 1979 Aug; 

40(8):1107-9 

A controlled trial of naftidrofuryl (Praxilene) in the treatment 
of intermittent claudication. Clyne CA, et al. Br J Surg 
1980 May;67(5):347.-8 

The effect of naftidrofuryl (Praxilene) on intermittent 
claudication. Waters KJ, et al. Br J Surg 1980 May; 
67(5):349-51 

Coming drugs against the common cold? Hahn FE 
Naturwissenschaften 1979 Aug;66(8):417-8 

Field trials comparing salinomycin es —— and 
lasalocid in the control of coccidiosis in lers. Chappel 
LR, et al. Poult Sci 1979 MenS80)3007— 

Anticoccidial efficacy of a new polyether antibiotic, 
salinomycin, in compari to monensin and lasalocid in 
battery trials. Migaki TT, et al. Poult Sci 1979 Sep; 
58(5):1192-6 

Relationship of restricted feeding and medication to 
coccidiosis control] Ruff MD, et al. Poult Sci 1980 Apr; 
59(4):697-701 

Influence of various agents on the development of brain 
edema in the rat following microembolism. Protective 
effect of gamma-butyrolactone. Bralet J, et al. Stroke 1979 
Nov-Dec; 10(6):653-6 

[The treatment with ranitidine of 40 gastroduodenal 
ulceration: evaluation of an open study (author’s transl)] 
Barbier P, et al. Acta Gastroenterol Belg 1979 Jul-Aug; 
42(7-8): 268.14 (Eng. Abstr.) 


(Fre) 

[Diclofurime, a new major hypotensive agent. Clinical study 
in 24 patients (author’s transl)] Letac B, et al. 

Nouv Presse Med 1980 Mar 1;9(10):701-4 (Eng. Abstr.) 

(Fre) 


[Effectiveness of Dusodril-Pi in arterial occlusive diseases. 
A multicentric double-blind study] Becker HM, et al. 
Med Welt 1979 Oct 26;30(43):1602-6 (Ger) 

[Naftidrofuryl. (Pralixene)] Naess K. 

Tidsskr Nor Laegeforen 1980 Mar 20;100(8-9):518-9 


TOXICITY 


Toxic myopathy in a dog associated with the presence of 
monensin in dry food. Wilson JS. Can Vet J 1980 Jan; 
21(1):30-1 

Repeated exposure to butenolide vapour: subacute study in 
Syrian golden hamsters. Feron VJ, et al. Toxicology 1979 
Dec; 15(1):65-8 

Monensin-tiamulin interaction risk to poultry [letter] Horrox 
NE. Vet Ree 1980 Mar 22;106(12):278 

[Data for establishing the maximum permissible concentration 
of styromal in the air of a work area] Khromenko ZF, 
et al. Gig Tr Prof Zabol 1980 Jun;(6):52-4 (Rus) 


FURAZOLIDONE 


ANALYSIS 


Specific programmed multiple development—thin layer 
chromatography of furazolidone in chicken, turkey, swine, 
and bovine tissues: collaborative study. Heotis JP, et al. 
J Assoc Off Anal Chem 1980 Jul;63(4):720-6 

[Analysis of furazolidone residue in chicken tissue (author’s 
transl)} Kamikura M, et al. Eisei Hokoku 1979; 
(97):135-9 (Eng. Abstr.) (Jpn) 

[Determination of ae in chicken tissues b 
high- ry, liquid chromatography (author’s transl)} 

i E, et al. Yakugaku Zasshi 1979 Aug;99(8):862-4 
(Eng. Abstr.) (Jpn) 


PHARMACODYNAMICS 


Inhibition of monoamine oxidase by furazolidone in the 
chicken: influence of the alimentary flora [proceedings] Ali 
BH, et al. Br J Pharmacol 1979 Jul;66(3):491P 

Mechanism of action of furazolidone: inter-strand 
cross-linking in DNA & liquid a recovery of Vibrio 
ot Is. ow a a SN, et al 

Biochem Biophys 1979 Jun; 16(3):125-30 
~ ~ dy interaction of furazolidone with DNA: Part 
I-Photoinactivation of the cholera phage PL 163/10. 
Chatterjee SN, et al. Indian J Biochem Biophys 1979 Oct; 
16(5):320-5 

Chemotherapeutic studies on Litomosoides carinii infection 
of Mastomys 8. The action of furazolidone on 
adult worms and microfilariae. Wegerhof PH, et al. 
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Tropenmed Parasitol 1979 Sep;30(3):376-82 
POISONING 


An incident of s furazolidone toxicity in pigs. 
Borland ED. Vet 1979 Aug 25;105(8):169 


THERAPEUTIC USE 


Successes of metronidazole and furazolidone in the treatment 
of giardiasis. Nair KV, et al. J Indian Med Assoc 1979 
Apr 1;72(7):162-5 

[A new method of een eee Nitzulescu V, et 
al. jPediatr] 1980 Jan-Mar; 
gob ae: (Eng. Abstr.) 


(Rum ) 

[Effect of furazolidone on the cyclic nucleotide level in the 
blood plasma in acute dysentery] Pokrovskii VI, et al. 

Sov Med 1979 Aug;(8): 83-6 | (Eng. Abstr.) (Rus) 


TOXICITY 


Hepatitis, cardiomyopathy and hemodynamics in 
lidone-induced round heart disease of turkeys. 
Simpson CF, et al. Can J Comp Med 1979 Oct;43(4):345-51 
Effects of furazolidone in the early chick embryo. Czarnecki 
CM, et al. Poult Sci 1979 Jul; :38(4).988- 90 


FURFURAL see FURALDEHYDE 
FUROCOUMARINS see PSORALENS 


FUROSEMIDE 


Use of furosemide to obtain bovine urine samples for 
leptospiral isolation. Nervig RM, et al. Am J Vet Res 1979 
Aug;40(8):1197-1200 

Study of binding of low-molecular-weight ligand to 
biological macromolecules by high-performance liquid 
chromatography. Evaluation of binding parameters for two 

drugs bound to human serum albumin. Sebille B, et al. 

J Chvcmetage 1978 Dec 21;167:159-70 

Effect of pH, chlorobutanol, cysteine hydrochloride, 
ethylenediaminetetraacetic acid, propylene glycol, sodium 
metabisulfite, and sodium sulfite on furosemide stability in 
aqueous solutions. Shah KA, et al. J Pharm Sci 1980 May; 
69(5):594-6 

Effectiveness of generic equivalents of frusemide [letter] 
Martin RW. NZ Med J 1979 Sep 12;90(643):209 

Diuretic equivalence of frusemide preparations [letter] Paton 

IM. NZ Med J 1979 Sep 12;90(643):209 


ADMINISTRATION & DOSAGE 


Excretion of sodium iothalamate at compression urography 
after furosemide dehydration in the rabbit. Owman T. 
Acta Radiol [Diagn] (Stockh) 1979;20(6):945-56 

Plasma volume and effect of high dose frusemide in nephrotic 
syndrome. Wadehra DN, et al. 

Physicians India 1979 Oct;27(10):955-8 

The effect on plasma potassium of a combined preparation 
of frusemide and slow-release potassium chloride 
(Diumide-K Continus tablets). Lewis JG. 

J Int Med Res 1979;7(5):354-9 

Duration of effect of different diuretics. Morgan TO, et al. 
Med J Aust 1979 Sep 22;2(6):315-6 

Decreased cerebral edema in cats treated with parenteral 
furosemide [letter] Sklar F. Neurosurgery 1979 Sep;5(3):416 

[Value of combining amiloride with furosemide 
chlorthalidone in diuretic treatment] Danékova H, et al. 
Bratisl Lek Listy 1980 Jan;73(1):93-8 (Eng. Abstr.) (Slo) 


ADVERSE EFFECTS 


Furosemide-induced ototoxicity. Gallagher KL, et al. 
Ann Intern Med 1979 Nov;91(5):744-5 
Erythema multiforme caused by oral furosemide [letter] 
Zugerman C, et al. Arch Dermatol 1980 May; 116(5):518-9 
Adverse reactions to frusemide in hospital inpatients. Lowe 
J, et al. Br Med J 1979 Aug 11;2(6186):360-2 
Furosemide [news] Clin Toxicol 1979;15(4):513-4 
Bullous hemorrhagic eruption: a drug-induced disease. Guin 
JD. Cutis 1980 May;25(5):534-6 
safety in porphyria [letter] Gorchein A. Lancet 1980 
Jul 19;2(8186):152-3 
[Hyponatremia as a complication of high-dose furosemide 
therapy in chronic kidney failure] Higashi F, et al. 
Med Welt 1979 Dec 7;30(49):1851-4 (Ger) 
[Furosemide-induced nephropathy (author’s transl)] Ojeda 
VJ. Rev Med Chil 1979 Nov;107(11):1026-7 (Eng. Abstr.) 
(Spa) 


ANALYSIS 


Measurement of furosemide by vg fete nenemay liquid 
chromatography. Swezey SE, et al. J Chromatogr 1979 Jul 
1;174(2):469-73 

Basic dye method for assay of hydrochlorothiazide and 
furosemide in tablets. Elsayed MA, et al. Pharmazie 1979 
Apr;34(4):251-2 


BLOOD 


High-performance liquid chromatographic assays 
furosemide in plasma and urine. Lin ET, et al. 
J Chromatogr 1979 Jul 21;163(3):315-21 

Direct thin-layer densitometric determination of 


for 


1980 


peg gee ey of furosemide in plasma 
and urine. I, et al. J Chromatogr 1979 Oct 11; 
164(2):241-6 


DIAGNOSTIC USE 
The effect of potassium 
in normal man. Diising 


Prostaglandin 
Frusemide intravenous 


nay on urinary prostaglandins 
et al 


‘Res 1980;7:1189-92 
hy in the diagnosis of 
\viureteric junction obstruction. Whitfield HN, et al. 
J Urol 1979 oot ab nei 
teh a yeas in 
response to frusemide in man. Scherer B 
Clin Sci 1979 Jan;56(1):77-81 
Relationship between kallikrein and PRA after intravenous 
rms Cinotti GA, et al. J Endocrinol Invest 1979 


rehebility’ aot 147-50 
and diagnostic use of the furosemide test in the 
—— of the renin-angiotensin-aldosterone system] Cu 
P, et al. Boll Soc Ital Cardiol 1978-238): 1267-83 fia) 
[Furosemide loading followed by adoption of an upright 
posture] Fukuchi S, et al. Nippon Rinsho 1979 Jun 29; 
Suppl:2553-4 (Jpn) 


IMMUNOLOGY 


[Combined action of rubomycin and diuretics on the 
induction of antibody synthesis in mice] Liashenko VA, 
et al. Antibiotiki 1980 May:25(5): 363-7 (Eng. Abstr.) 

(Rus) 


METABOLISM 


Elimination kinetics of furosemide in perilymph and serum 
of the chinchilla. Neuropharmacologic correlates. Rybak 
LP, et al. Acta (Stockh) 1979;88(5-6):382-7 

Kinetic disposition and diuretic effect of frusemide in acute 

oedema. Perez J, et al. Br J Clin Pharmacol 
1980 May;9(5):471-8 
Uric acid excretion related to pharmacokinetics of frusemide 
roceedings] Roberts CJ, et al. Br J Clin Pharmacol 1979 
t;8(4):394P 
oy pharmacokinetics of frusemide. Cutler RE, et al. 
Clin Pharmacokinet 1979 Jul-Aug;4(4):279-96 (64 ref.) 

Biotransformation of furosemide in patients with acute 
— mary edema. Perez J, et al. Drug Metab Dispos 1979 

iov-eaat ;7(6):383-7 

Pharmacology of furosemide in the premature newborn 
infant. Peterson RG, et al. J Pediatr 1980 Jul;97(1):139-43 

Preliminary evaluation of furosemide-probenecid interaction 
in humans. Smith DE, et al. J Pharm Sci 1980 May; 
69(5):571-5 

Bioavailability of frusemide [letter] Eggers NJ, et al. 

NZ Med J 1980 May 28;91(660):403-4 

Bioavailability of two preparations of frusemide. Paton DM. 
NZ Med J 1980 Mar 26;91(656):208-10 

Pharmacokinetics of furosemide in patients with congestive 
heart failure. Greither A, et al. Pharmacology 1979; 
19(3):121-31 

Relationship between urinary excretion rate, steady-state 
plasma levels and diuretic response of furosemide in the 
rat. Smith DE, et al. Pharmacology 1979;19(6):301-6 

[Protein binding and elimination half-life of furosemide in 
chronic hemodialysed patients] Decourt S, et al. 

1979 May-Jun;34(3):355-66 (Eng. Abstr.) (Fre) 

[Influence of furosemide on the acidifying dysfunction of 
renal tubular acidosis] Garcia Puig J, et al. 

Rev Clin Esp 1980 Mar 31;156(6):407-11 (Eng. Abstr.) 
(Spa) 


PHARMACODYNAMICS 


Furosemide-induced renal vasodilation: the role of the 
release of arachidonic acid. Gerber JG, et al. 
Adv Prostaglandin Thromboxane Res 1980;7:1079-82 
Formation of prostaglandins in rat and rabbit kidney: effect 
of furosemide. Vincent JE, et al. 
Ady Prostaglandin Thromboxane Res 1980;7:1097-101 
Effect of increased NaCl or KCi intake on response to 
chronic furosemide administration. Kahn T, et al. 
Am J Physiol 1980 Jun;238(6):F509-14 
Effect of furosemide on thoracic duct lymph flow in the 
dog. McCaffrey C, et al. Am J Physiol 1980 May; 
2385): F363-71 
cAMP-stimulated cation cotransport in avian erythrocytes: 
inhibition by ‘loop’ diuretics. Palfrey HC, et al. 
Am J Physiol 1980 Mar;238(3):C139-48 
Effect of ise, phenylb me, and furosemide on the 
E renin activity and angiotensin I in horses. Purohit 
C, et al. Am J Vet Res 1979 Jul;40(7):986-90 
Furosemide facilitates recovery of evoked twitch response 
after pancuronium. Azar I, et al. Anesth Analg (Cleve) 1980 
Jan;59(1):55-7 
Vasoactive effects of furosemide [letter] Adar R. 
1980 Apr;31(4):291-2 
Decrease in hepatic blood flow during furosemide-induced 
diuresis. Gaffney GR, et al. 
Arch Int Pharmacodyn Ther 1979 May;239(1):155-60 
Indomethacin blocks acute audiologic effects of furosemide 
in Meniere’s disease. Arenberg IK, et al. 
Arch 1980 Jul; 106(7):383-6 
Effect of propranolol on the renin response to frusemide in 
man. Vandongen R, et al. Aust NZ J Med 1980 Jun; 
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rats. Chakrabarti 
Can J Physiol Nandi 1980 Feb; =S8): 205-11 
Effect of furosemide = lasma concentration and 
beta-blockade by propranolol. Chiariello M, et al. 
Clin Pharmacol Ther 1979 Oct:26(4) 433-6 
Renal tubular secretion and effects of furosemide. Odlind 
B, et al. Clin Pharmacol Ther 1980 Jun;27(6):784-90 
Diuretics, hepatic and thoracic duct lymph flows in the dog. 
Szwed JJ, et al. Clin Sci 1979 Mar;56(3):211-4 
The effect of furosemide on renal function and renin in water 
snakes. LeBrie SJ, et al. Comp Biochem Physiol [C] 1979; 
63C(2):223-8 
Effects of indomethacin on fi ide-stimulated 
oe ee ee Brater DC, et al. 
Eur J Pharmacol 1980 Jul 25;65(2-3):213-9 
Characterization of furosemide-induced activation of the 
renal prostaglandin system. Ciabattoni G, et al. 
Eur J Pharmacol 1979 Dec 7;60(2-3):181-7 
Study of the protective effect of eas aameend 
furosemide, and mannitol on ischemically damag 
kidneys. Toledo-Pereyra LH, et al. Eur Surg Res 1979; 
11(3):179-84 
Inhibition of uridinediphosphate eee 
caused by furosemide. Sorgel F, et al. Experientia 1980 
Jul 15;36(7):861-3 
The time course of the strial changes produced by 
intravenous furosemide. Pike DA, et al. Hear Res 1980 
Jul;3(1):79-89 
Sympathetic and renin-angiotensin system influence on blood 
pressure and renal blood flow of two-kidney, one clip 
Goldblatt hypertensive dog. Zimmerman BG, et al. 
1980 Jan-Feb 52(1):53-62 
Effect of furosemide on renal prostaglandins E2 and F2 alpha 
in normal subjects and in patients with essential 
hypertension. Rathaus M, et al. Isr J Med Sci 1980 Feb; 
16(2): 106-10 
Effect of frusemide on the elimination of cefuroxime and 
yo [letter] Trollfors B, et al 
J Antimicrob 1980 May;6(3):405-7 
Hyperaldosteronism in the sodium-depleted rat: mode of 
dosterone-stimulating action of frusemide. Spat A, et al. 
J Endocrinol 1979 Jul;82(1):7-15 
Furosemide enhancement of experimental gentamicin 
nephrotoxicity: comparison of functional and 
morphological changes with activities of urinary enzymes. 
Adelman RD, et al. J Infect Dis 1979 Sep;140(3):342-52 
The acute hemodynamic effect of furosemide in juvenile 
mitral stenosis. Pongpanich B, et al. J Med Assoc Thai 
1980 Jan;63(1):25-7 
Mechanism and role of furosemide-sensitive K+ transport 
in L cells: a genetic approach. Gargus JJ, et al 
J Membr Biol 1980;52(3):245-56 
Mode of action of furosemide on the chloride-dependent 
short-circuit current across the ciliary body epithelium of 
toad eyes. Saito Y, et al. J Membr Biol 1980 Apr 15; 
53(2):85-93 
Attenuation of furosemide’s diuretic effect by indomethacin: 
pharmacokinetic evaluation. Smith DE, et al. 
J Pharmacokinet Biopharm 1979 Jun;7(3):265-74 
Analysis of the effect of indomethacin on the response to 
furosemide in man: effect of dose of furosemide. Brater 
DC. J Pharmacol Exp Ther 1979 Sep;210(3):386-90 
The influence of sodium status and furosemide on canine 
acute amphotericin B nephrotoxicity. Gerkens JF, et al. 
J Pharmacol Exp Ther 1980 Aug;214(2):306-11 
Effects of furosemide and ethacrynic acid on sodium 
transport and CO2 production of toad bladders: evidence 
for direct inhibition of active transport. Weiner MW. 
Exp Ther 1980 May;213(2):383-9 
Plasma active and inactive renin in the rabbit during 
furosemide diuresis [proceedings] Munday KA, et al. 
J Physiol (Lond) 1979 Oct;295:104P-105P 
Glomerular filtration during furosemide diuresis in the dog. 
Burke TJ, et al. Kidney Int 1979 Dec;16(6):672-80 
Pharmacodynamic analysis of the furosemide-probenecid 
interaction in man. Chennavasin P, et al. Kidney Int 1979 
Aug; 16(2):187-95 
Effect of combined administration of furosemide and aspirin 
on a urate excretion in man. Mountokalakis T, et 
al. Klin Wochenschr 1979 Dec 3;57(23):1299-1301 
Resistance of proteinuric rats to furosemide: urinary drug 
protein binding as a determinant of =. effect. Green TP, 
et al. Life Sci_ 1980 Feb 25;26(8):623-30 
Reversible inhibition of renal microsome calcium pump by 
furosemide. Moore L, et al. Life Sci 1979 Sep 17; 
25(12):1029-34 
The effect of sulfamyl loop — on the crossed 
olivo-cochlear bundle. Comis SD, e 
N 1979 Aug-Sep; 188-9): 739-41 
Effect of furosemide on acute renal failure in dogs; induced 
by mercuric chloride. Chandrankunnel JM, et al. 
NY State J Med 1980 Jan;80(1):19-21 
Effects of furosemide and ethacrynic acid on the 
endocochlear direct current potential in normal and 





urinary 


kanamycin sulfate-treated guinea uma S, et al. 
Otolaryngol Head Neck See 198 1980 ANenEBOD 188-93 
Furosemide-induced alterations i in the electrolyte status, the 
function of renin 
excretion of. 





Effects of 4—pentenoic acid and fi 
and renal uptake of individual free fatty acids. Yasuda M, 
et al. Pfluegers ‘a 1980 May;385(2):111-6 


Prostaglandins oy Sep; a0) 359-68 
Effects of frusemide on p! concentrations of renin and 
ins E and A in fetal . Moutquin JM, et 
al. Prostaglandins Med 1980 Bevin 1-44 
Effect of furosemide on venous compliance 
YE ureteral ¥ esceaby, engl dd in Oe the adult dog. Bayne EJ, et 
al. Pharmacol 


1979 Aug; 
5(2)399 99402 
Suppression of gastric acid secretion by furosemide. Ayalon 
A, et al. Surg Forum 1979;30:341-2 
Effect of various drugs on ischemic glial nuclei. Ignelzi RJ. 
Surg Forum 1979;30:425-6 
Effect of furosemide on the ionic composition of the arterial 
wall. Villamil MF, et al. TIT J Life Sci 1979;9(1-2):9-14 
[Morphologic studies of the juxtaglomerular apparatus of the 
rat treated with furosemide] et al. 
Arch De Vecchi Anat Patol 1977 Dec, 63(2- 3):415-24 
(Ita) 
[Effect of furosemide on postural arterial on in 
subjects with arterial itrrtna ion] Papa G, et al. 
Boll Soc Ital Cardiol 1977;22(12):2355-8 Eng. Abst) 


[Correlation between the basic levels of plasma renin PS and 
(PRA) and renin increases after postural and diuretic 
stimulation] Rappelli A, et al. Boll Soc Ital Cardiol 1978; 
23(1):39-49 (Eng. Abstr.) (Ita) 

[Studies on renal prostaglandins. Renal prostaglandins and 
their relation to renin in rabbits treated with furosemide 
(author’s transl)] Iihoshi M, et al. 

Nippon Jinzo Gakkai Shi 1979 Sep;21(9):987-95 (Eng. 
Abstr.) (Jpn) 

[Evaluation of the effect of intravenous furosemide on the 
plasma renin activity of renal vein blood in patients with 
renovascular hypertension] Bar-Andziak E, et al. 

Pol Arch Med Wewn 1979 Jul;62(1):7-13 (Eng. Abstr.) 
(Pol) 
[The mechanism of the increase in potassium excretion 
roduced by furosemide (author’s transl)] Leag MI, et al. 
Rev Bras Pesqui Med Biol 1979 Dec;12(6):391-9 (Eng. 

Abstr.) (Por) 

[Mechanism of the stimulating effect of furosemide, 
ethacrynic acid and novurit on renin secretion by the 
kidneys] Simerzina LV. Farmakol Toksikol 1980 Jan-Feb; 
43(1):78-81 (Eng. Abstr.) (Rus) 


THERAPEUTIC USE 


Treatment of hepatorenal syndrome. Schwartz ML, et al. 
Am J Surg 1980 Mar;139(3):370-3 

The effects of long-term oral treatment with chlorothiazide 
or furosemide on hereditary diabetes insipidus in rats. De 
Groot CA, et al. Arch Int Pharmacodyn Ther 1979 Jan; 
237(1):75-87 

Dobutamine vs furosemide in the treatment of cardiac failure 
due to right ventricular infarction. Clark G, et al. 
Chest 1980 Feb;77(2):220-3 

Effects of furosemide on pulmonary arterial pressures of 
normal horses and horses affected with chronic obstructive 
pulmonary disease (COPD). Dixon PM. Equine Vet J 1980 
Jan; 12(1):28-9 

Effect of furosemide in canine low-pressure pulmonary 
edema. Ali J, et al. J Clin Invest 1979 Nov;64(5):1494-504 

The role of furosemide alone and in combination with digoxin 
in the relief of symptoms of congestive heart failure. 
Hutcheon D, et al. J Clin 1980 Jan;20(1):59-68 

Pr di protection by furosemide from 
oliguric ischemic renal failure in conscious rats. Kramer 
HJ, et al. Kidney Int 1980 Apr;17(4):455-64 

Synergism of dopamine plus furosemide in preventing acute 
renal failure in the dog. Lindner A, et al. Kidney Int 1979 
Aug; 16(2):158-66 

Renin-hyporesponsiveness in essential hypertension. 
Dissociation between plasma renin and catecholamines or 
aldosterone following furosemide. Beretta—Piccoli C, et al. 
Klin 1980 May 2;58(9):457-65 

Chlorpromazine and frusemide in treatment of acute 
left-ventricular failure. Romano E, et al. Lancet 1980 May 
10; 1(8176):1000-2 

Survey of cardiac failure therapy in Australian medical 
practice: dependence on digoxin level for diagnosis of 
toxicity. Schapel GJ, et al. Med J Aust 1980 May 31; 
1(11):549-50 

Generic equivalents of Toes: | eae Bailey RR. 
NZ Med J 1979 Jul 11;90(639 

Generic equivalents of tee rg Teter Phillips JS. 
NZ Med J 1979 Aug 22;90(642):165 

Low salt diet and frusemide in the treatment of hypertension. 
George CR, et al. Postgrad Med J 1980 Jan;56(651):18-22 

Ventricular distention reversal with furosemide following 
cardiopulmonary bypass. Ellis RJ, et al. Surgery 1980 Jul; 
88(1):137-47 

[Influence of glaucine on the protective and therapeutic effect 





FUSARIUM 
f furantril i tal edema] Marin IS. 
Eksp ‘Med Morfol 1980;19(1)46-30 (Eag. Abstr) (Bub 


[Hemodynamic consequences of the treatment of 
cardiac insufficiency in recent myocardial infarct] Baitsch 
G, et al. Schweiz Med Wochenschr 1979 Nov 10; 
109(43):1663-6 (Eng. Abstr.) (Ger) 

[The sali-diuretic effect of furosemide Comparative animal 
experimental studies on commercial furosemide 
preparations] Heuer LJ, et fe Ther Ggw 1979 Nov; 
118(11):1648-64 (Ger) 

[Therapy of bromoderma tuberosum with furosemide] 
Schéfer H. Z Hautkr 1979 Dec 1;54(23):1019-26 (Ger) 

[Studies on the interactions between digitalis glycosides, 
antibiotics and diuretics with the aid of radioimmunoassay] 
Chlewicka I. Kardiol Pol 1979;22(6):611-21 (Eng. Abstr.) 

(Pol) 


[Use of vasodilators and diuretics in acute myocardial 
infarction] Ramires JA, et al. 
Rev Hosp Clin Fac Med Seo Paulo 1979 Aug;34(4):164-70 
(Eng. Abstr.) (Por) 
[Use of gentamycin and furosemide in acute pyelonephritis 
(an experimental morphological study)] Kantariia VA, et 
al. Antibiotiki 1980 Mar;25(3):206-10 (Eng. Abstr.) 


[Effect of Lasix on the central and ipheral ci 
water-electrolyte metabolism and [eameetents 1 in healthy 


persons] seemed VV, et al. Kardiologiia 1980 an 

20(6):104- ) 
[Clinical pi of the mechanisms of the action of Lasix 

in diffuse kidney lesions] Ratner Mla, et al. 

Klin Med (Mosk) 1979 Aug;57(8):24-30 (Eng. —_ 


us) 
[Effect of hypotensive therapy depending on the blood ‘evel 
of steroid hormones and their reaction to diuretics] 
Patrusheva IF, et al. Ter Arkh 1979;51(12):61-4 (Rus) 
[Furosemide in the terminal stage of chronic renal 
insufficiency] Verkhovskii BD, et al. Ter Arkh 1980; 
52(4):64-8 (Eng. Abstr.) (Rus) 
[The treatment of acute renal failure with furosemide 
(personal experience) (author’s transl)] Gjura3in M. 

Lijec Vjesn 1979 Jul;101(7):401-4 (Eng. Abstr.) (Ser) 
[Therapeutic indications in left ventricular insufficiency in 
acute myocardial infarct] Gimeno de Carlos F, et al. 
Rev Esp Cardiol 1979;32(4):341-7 (Eng. Abstr.) (Spa) 
[Furosemide-amiloride combination in the treatment of 
ascitic-edema in patients with hepatic cirrhosis] Uribe M, 
et al. Rev Gastroenterol Mex 1980 Apr-Jun;45(2):63-8 
(Eng. Abstr.) (Spa) 


URINE 
Furosemide in patients with heart failure: shift in 
dose-response curves. Brater DC, et al. 
Clin Pharmacol Ther 1980 Aug;28(2):182-6 
FURSEMIDE see FUROSEMIDE 


FURSULTIAMIN see under PYRIMIDINES 


FURUNCULOSIS 


BLOOD 


Neutrophil chemotaxis in patients with S 
aureus furunculosis. Cates KL, et al. Infect 
Dec;26(3):1004-8 


Ihylococcus 
1979 


COMPLICATIONS 


[Physician's procedure in complicated furuncles and 


carbuncles of the nose] Shaposhnikov OK, et al. 


] 
Voen Med Zh 1979 Nov;(11):63-5 
PATHOLOGY 
Furuncle. Pinkus H. J Cutan Pathol 1979 Dec;6(6):517-8 
THERAPY 
[Treatment of facial furuncules and carbuncles] Sidorov SD. 


Stomatologiia (Mosk) 1979 Sep-Oct;58(5):41-5 (Eng. 
Abstr.) (Rus) 


(Rus) 


VETERINARY 


Furunculosis of salmonids: vaccination attempts in rainbow 
trout (Salmo gairdneri) by formalin-killed germs. Michel 
C. Ann Rech Vet 1979;10(1):33-40 


FURYLFURAMIDE see under NITROFURANS 
FUSARIC ACID see under PICOLINIC ACIDS 


FUSARIUM 


Fusarium solani endophthalmitis without primary corneal 
involvement. Lieberman TW, et al. Am J Ophthalmol 1979 
Oct;88(4):764-7 

Fusarium solani Endophthalmitis [letter] Sidrys LA. 

Am J Ophthalmol 1980 Apr;89(4):609-10 

Incidence of Fusarium moniliforme Sheld. in Zea mays L. 
in the rainforest zone of Nigeria. Iloba C. 

Beitr Trop Landwirtsch Veterinaermed 1979;17(3):305-9 

General pharmacological studies of fusarenon-X, a 
trichothecene mycotoxin from Fusarium species. Matsuoka 
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no et al. Toxicol App! Pharmacol 1979 rhe pet) han all 


(ELEM): a 
Seailiiecme os an otic etiologic it. Haliburton JC, et al. 
Vet Hum Toxicol 1979 Oct;21(5):348-51 
The failure of trichothecene mycotoxins and whole cultures 


of Fusarium tricinctum to cause experimental 





syndromes in calves and Patterson DS, et al. 

Vet Rec 1979 15;1 2252-5 

occurrence 0 a oriole strain of Fusarium tricinctum 
in connection with disease in a dairy cow] Vesely D, et 


al. Vet Med ‘Praha) 1979 Jul;24(7): 397-402 (Eng. Abstr.) 


[Estimation of fusarium toxins in potatoes by means of the 
SS ee ay (author's —t Polzhofer K, et 
al. Z Lebensm Unters Forsch 1980 Feb;170(2):124-8 os. 


Abstr.) 
[isolation of Fusari nh pene pe og mycotoxin and a aol 


> | its physicoc Kotik AN, et 
 Nakecaiel 2 Zh 1979 Nov-Dec; yecss (Os Se (Eng. ie 


ANALYSIS 


Mutagenic activity of Fusarium moniliforme er in the 
soot avis oe assay. Bjeldanes LF, 
1979 ye 3706): 118-31 
[Forpal — aids of the genus Fusarium Lk. ex Fr.] Gorbik LT, 
et al. ikrobiol oh 1980 Mar-Apr;42(2):191-6 (Eng. 
Abstr.) (Rus) 


CLASSIFICATION 


Comparison of Fusarium acuminatum and Fusarium 
culmorum isolates by means of tandem-crossed 
1 phoresis. Hornok L. 

Antonie Van L h J biol Serol 
45(2):293-302 


CYTOLOGY 


se + characteristics of fungi of the genus Fusarium 
Lk. ex Fr. in submer, _— cultivation] Bilai VI, et al. 
Mikrobiol Zh 1980 Mar-Apr;42(2):172-9 (Eng. ~~. 








1979; 


DRUG EFFECTS 


Effect of thiols on macroconidia of Fusarium sulphureum. 
Barran LR, et al. Can J Microbiol 1979 May;25(5):618-27 

Trace element studies on four species of Fusarium. Madan 
M. Microbios 1978;22(89-90):161-72 

Effect of leaf extract of garlic on Fusarium oxysporum f. 
sp. ciceri, Sclerotinia sclerotiorum and on gram seeds. 
Singh UP, et al. Mycologia 1979 May-Jun;71(3):556-64 

The effect of the herbicide atrazine on rhizosphere microflora 
of broad bean plants, infested with Fusarium oxysporum 
f. fabae and Rhizoctonia solani. Hamed AS, et al. 
Zentralbl Bakteriol [Naturwiss] 1980;135(1):60-9 

[Effect of microelements on free amino acid biosynthesis by 
hyphomycetes] Zakordonets LA. Mikrobiol 
May-Jun;42(3):309-14 (Eng. Abstr.) 


ENZYMOLOGY 


Direct evidence for the presence of 
beta-hydroxyphenylalanine and beta- wvemnuaeetas in 
cutinase from Fusarium solani pisi. Lin TS, et al 
Arch Biochem Biophys 1979 r+ ;196(1):255-64 

Enzyme a tus of the genus Fusarium. Svabova M, et 
al. Folia Microbiol (Praha) 1980;25(3):233-7 

Studies on the extracellular cellulase (Cx) from Fusarium 
oxysporum. Soni GL, et al. Indian J Biochem Biophys 1979 
Aug; 16(4):223-6 

[Studies on microbial lipoxygenase (author’s transl)] Matsuda 
Y, et al. Tanpakushitsu Kakusan Koso 1980;25(3):193-213 


(Jpn) 
{Enzymatic hydrolysis of xylans] Strizhevskaia Ala. 
Mikrobiol Zh 1979 Sep-Oct;41(5):509-16 (Eng. Abstr.) 


(Rus) 

[Tryptophan pyrrolase activity of Fusarium moniliforme] 

ordonets LA, et al. Mikrobiol Zh 1979 Nov-Dec; 

41(6):687-8 (Rus) 

[Hydrolytic properties of fungi isolated from coarse fodder 

in southern Kazakhstan] Zhakhanov A, et al. 

Mikrobiol Zh 1979 Nov-Dec;41(6):651-9 (Eng. Abstr.) 

(Rus 


(Rus) 


[Stabilization of dextranase from Penicillium funiculosum and 
usarium solani my Pe and freeze-drying] 
Maksimov VI, et al. ikl Biokhim Mikrobiol 1979 
Nov-Dec; 15(6):846-51 (Eng. Abstr.) (Rus) 


ISOLATION & PURIFICATION 


A case of nondermatophytic toe onychomycosis caused by 
Fusarium oxysporum. DiSalvo AF, et al. 
1980 Jun;116(6):699-700 
Incidence of Fusarium species and the mycotoxins, 
deoxynivalenol and enone, in corn produced in 
esophageal cancer areas in Transkei. Marasas WF, et al. 
J Agric Food Chem 1979 Sep-Oct; 215): 1108-12 
On the occurrence of zearalenone in Italy. Bottalico A. 
Mycopathologia 1979 May 31;67(2):119-21 
Studies on a strain of Fusarium solani (Mart.) Sacc. Isolated 
a a case of mycotic keratitis. Wahab S, et al. 
Mycopathologia 1979 Aug 31;68(1):31-8 
Opportunistic fungal infection by Fusarium oxysporum in 


7812 


CUMULATED INDEX MEDICUS 


a renal transplant patient. Young CN, et al. 
Sabouraudia 1979 5 17(3):219-23 


METABOLISM 


Mouse bioassay for Fusarium metabolites: rejecti or 

= See dissolved in dri water. Burmeister 

HR, et al. Environ Microbiol 1980 May; ya 957-61 

Identification of the naturally occurring isomer of zearalenol 

roduced by Fusarium roseum ’Gibbosum’ in rice culture. 

WM, et al. Appl Environ Microbiol 1979 May; 
37(5):849-53 


Biosynthesis of [1 1- 1 a by 
Fusarium roseum *’Gibbosum’. Hasler M, 
Appl Environ Microbiol 1980 Mar;39(3): 508-10 

Microbial acetyl oe 5 At T-2 toxin and its derivatives. 
Yoshizawa a al. App! Environ Microbiol 1980 May; 
39(5):962-6 


Introduction of O-glycosidically linked mannose into 
fom Bis via mannosyl Pee eclidey dolichol by microsomes 
tom Fusarium soani CL, et al. 
Arch ged i575 aS 13, ;197(2): seg P 

Mouldy and the aetiology o! pellagra:t role of toxic 
metabolites of Fusarium. Schoental 

Biochem Soc Trans 1980 Feb;8(1):147-50 (38 ref.) 

Malonichrome, a new iron chelate from Fusarium roseum. 
Emery T. Biochim Biophys Acta 1980 May 7;629(2):382-90 

Lipid involvement in oleoyl CoA desaturase activity of 
a oxysporum microsomes. Wilson AC, et al. 

Can J Biochem 1980 Feb;58(2):97-102 

New antibiotic pigments related to fusarubin from Fusarium 
solani Sacc. I. Fermentation, isolation, and 
antimicrobial activities. Ammar MS, et al. 
J Antibiot (Tokyo) 1979 Jul;32(7):679-84 

New antibiotic pigments related to fusarubin from Fusarium 
solani (Mart.) Sacc. II. Structure elucidations. Gerber NN, 
et al. J Antibiot (Tokyo) 1979 Jul;32(7):685-8 

Equisetin, an antibiotic from Fusarium equiseti NRRL 5537, 
identified as a derivative of N-methyl-2,4-pyrollidone. 
Vesonder RF, et al. J Antibiot (Tokyo) 1979 Jul; 
32(7):759-61 

Changes in metabolic activities of Fusarium oxysporum f. 
fabae and Rhizoctonia solani in response to Dithan A-40 
fungicide. Zaki MM, et al. 
Zentralbl Bakteriol [Naturwiss] 1979;134(8):660-5 

Vitamin requirements of Fusarium oxysporum f. sp. 
vasinfectum. El-Abyad MS, et al. 

Bakteriol [Orig Al 1979, ;134(5):412-8 

{Fusarium graminearum in silages. lenone productio 

(author’s transl)] Escoula L. Ann Rech Vet 1979; oa): 615- ; 

(Eng. Abstr.) (Fre) 

Uneumedatian of fusaric acid thet pit species of fungi 
of the genus Fusarium - t De properties] 
Polovinko GP. Mikrobiol Zh Sep-Oct;41(5):504-8 
(Eng. Abstr.) (Rus) 

(Biosynthesis of enniatin by Me gag cells of Fusarium 
sambucinum] Minasian AE, et 


Biokhim Mikrobiol 1979 ) 15(5):654-9 9 
Abstr.) 


PATHOGENICITY 


Volatile and gaseous metabolites released by germinating 
seeds of lentil and maize cultivars with different 
susceptibilities to fusariosis and smut. Catska V, et al. 
Folia Microbiol (Praha) 1980;25(2):177-81 

PHYSIOLOGY 

Effect of volatile and gaseous metabolites of germinating pea 

seeds on Micromycetes. Catska V. 
Folia Microbiol (Praha) 1980;25(2):174-6 
Comparative studies with regard to the influence of carbon 


and nitrogen ratio on sporulation in bea oxysporum 
and Fusarium moniliforme v. sub; 


tinans. Prasad 
Zentralbl Bakteriol [Naturwiss] 19 3. 134(8):688-91 
ULTRASTRUCTURE 


The fine structure of mature and germinating chlamydospores 
of Fusarium oxysporum. Stevenson IL, et al. 
Can J Microbiol 1979 Jul;25(7):808-17 
= body content and persistence of chlamydospores of 
usarium solani in soil. van Eck WH. Can J Microbiol 
1978 Jan;24(1):65-9 


FUSCIN see under BENZOPYRANS 
FUSED TEETH see under TOOTH ABNORMALITIES 


FUSIDIC ACID 


ADMINISTRATION & DOSAGE 

ay forms of the fucidin antibiotic group] Nazarov AD, 
t al. Antibiotiki 1980 Feb;25(2):147-54 (Rus) 
ANALYSIS 


[Fusidine level in the synovial fluid of the knee and in bone] 
Lozeron PP. Z Unfallmed Berufskr 1979;72(3):114-7 


PHARMACODYNAMICS 


Structure-activity relationships in fusidic acid-type 


1980 


antibiotics. von Daehne W, et al. Adv Appl Microbiol 1979; 
25:95-146 (58 ref.) 
In vitro activity of — fusidate against anaerobic bacteria. 
peer GE, et al. Antimicrob Agents Chemother 1979 
5; 16(2):120-2 
acid in Gunn rats. No influence on serum bilirubin 
concentration [letter] Schmid J, et al. Arch Dis Child 1979 
Jul;54(7):566-7 
Mechanism of inhibition of translocation by kanamycin and 
viomycin: a comparative study with fusidic acid. Misumi 
M, et al. Biochem Biophys Res Commun 1980 Jan 29; 
92(2): 647-54 
The DNA sequence of an IS/-flanked transposon codin 
for resistance to chloramphenicol and fusidic acid. Marcoli 
R, et al. FEBS Lett 1980 Jan 28;110(1):11-4 
Synergistic effect of vitamin A and fusidic acid on Hela cells 
in vitro. Akiyama S, et al. Gan 1979 Oct;70(5):709-13 


THERAPEUTIC USE 


Humble MW, bacteraemia, fusidic acid, TT 
umble Mw, et al. Br Med J 1980 Jun 21;280(62. 1495-8 
rtunities with an old pact th 
Assoc J 1980 Apr 5;122(7):765-9 


[Effect of antibiotics on . formation in chronic 
a Fedorovskaia RF, 
estn Dermatol Venerol 1979 Sal ro 50-2 


FUSOBACTERIUM 


ANALYSIS 


Fatty acids and neutral ames present in lipopolysaccharides 
isolated from Fi . Hofstad T, et al. 
Acta Pathol Microbiol Scand ] 1980 Apr;88(2):115-20 

Demonstration of lanthionine as a natural constituent of the 

peptidoglycan of Fusobacterium nucleatum. Vasstrand EN, 

et al. Infect Immun 1979 Sep;25(3):775-80 


CLASSIFICATION 


A scheme for the identification of clinical isolates of 
Gram-negative anaerobic bacilli by conventional 
bacteriological tests. Duerden BI, et al. 

J Med Microbiol 1980 May; 13(2): 231-45 

Evaluation of the API ZYM system for identification of 
Bacteroides and Fusobacterium ies. Hofstad T. 

Med Microbiol Immunol (Berl) 1980;168(3):173-7 


(Rus) 


IMMUNOLOGY 

O-antigenic cross-reactivity in Fusobacterium nucleatum. 
Hofstad T, et al. Acta Pathol Microbiol Scand [B] 1979 
Dec;87(6):371-4 

utination inhibition and aggregation of 
Fusobacterium nucleatum by human salivary mucinous 
ycoproteins. Falkler WA Jr, et al. Arch Oral Biol 1979; 

4(7):483-9 

Sugar inhibition of oral Fusobacterium nucleatum 
ry Eo and cell binding. Mongiello JR, et al. 
Arch Biol 1979;24(7):539-45 

Human complement activation by lipopolysaccharides from 
bacteroides oralis, fusobacterium nucleatum, and veillonella 
parvula. Nygren H, et al. Immun 1979 Nov; 
26(2):391-6 

Agglutination of human erythrocytes by Fusobacterium 
nucleatum: factors influencing hemagglutination and some 
characteristics of the lutinin. Dehazya P, et al. 
J Bacteriol 1980 Jul;143(1):205-11 

The effect of divalent cation chelators and magnesium on 
activation of the alternative complement pathway by 
Fusobacterium polymorphum (nucleatum). Hawley CE, et 
al. J Periodont Res 1979 Sep;14(5):390-6 

Immune response in rats against lipopolysaccharides of 
Fusobacterium nucleatum and teroides _oralis 
administered in the root canal. Dahlén G. 
Scand J Dent Res 1980 Apr;88(2):122-9 


ISOLATION & PURIFICATION 


Anaerobic fusiform-shaped bacteria isolated from the caecum 
of conventional mice. Roach §S, et al. J Appl Bacteriol 1980 
Feb;48(1):115-23 

Medium for selective isolation of Fusobacterium nucleatum 
from human iodontal pockets. Walker CB, et al 
J Clin 1979 Dec;10(6):844-9 

The isolation and identification of Bacteroides spp. from the 
normal human gingival flora. Duerden BI. 

J Med Microbiol 1980 Feb;13(1):89-101 


METABOLISM 


Fusobacterium polysaccharolyticum sp.nov., a 
gram-negative rod from the rumen that produces butyrate 
and ferments cellulose and starch. van Gylswyk NO. 

J Gen Microbiol 1980 Jan;116(1):157-63 


PHYSIOLOGY 


Pathogenic synergism between Treponema hyodysenteriae 
and other selected anaerobes in gnotobiotic pigs. Whipp 
SC, et al. Infect Immun 1979 Dec;26(3):1042-7 





CUMULATED INDEX MEDICUS 


ULTRASTRUCTURE 


Surface ultrastructure of some elstrup J, et 


oral bacteria. K 
al. Scand J Dent Res 1979 Dec;87(6):415-23 


FUSOBACTERIUM INFECTIONS 
Primary anaerobic itonitis. Matthews P. Br Med J 1979 
~~ 13;2(6195):903-4 


ral abscess caused by Fusobacterium (letter)] ud 
M, et al. Nouv Presse Med 1980 Jun 21;9(27):190. 


COMPLICATIONS 
— complications of Fusobacterium Seal sialon 
Two cases of Lemierre’s postan, 
Vogel LC, et al. Am J Dis Child 1980 Py80 Kprst34tay 336-8 2356-8 
OCCURRENCE: 
An epidemic of t 
T, et al. Am J 
VETERINARY 


eg of reindeer with necrobacillosis] Silkov AM, et 
Veterinariia 1980 Apr;(4):37-8 (Rus 


ulcer in the Cook Islands. Kuberski 
Med Hyg 1980 Mar;29(2):291-7 


FUSOBACTERIUM NECROPHORUM 


GROWTH & DEVELOPMENT 


Gastrointestinal ecology and histology of rats 
— with bacteria. Wells CL, et al. 
wiron Microbiol 1980 Jan;39(1):265-7 


The in vitro cytotoxicity of native and modified 
trichloroacetic acid-extracted antigens from 
Fusobacterium necrophorum Pa mouse peritoneal 
macrophages. Garman RD, et 
Comp Immunol Microbiol tt, Dis 1979; ;2(4):531-43 


FUTUROLOGY see FORECASTING 
G FORCE see GRAVITATION 


G SUITS 


Use of military antishock trousers in the hospital. Reines HD, 
et al. Am J Surg 1980 Feb;139(2):307-9 

External counterpressure and the MAST suit: current and 
future roles. Hoffman JR. Ann Emerg Med 1980 Aug; 
9(8):419-21 (34 ref.) 

Development, test, and evaluation of an advanced anti-G 
valve for the F-15. Burton RR, et al. 
Aviat Space Environ Med 1980 May; 51(5):504-9 

Nail in the heart no match for rural medical resources [news] 
Gonzalez ER. JAMA 1980 Jun 27;243(24):2479 

(Use of the anti-G suit in the 5 ay PY idiopathic 
orthostatic hypertension] Landmark K, et al 
Tidsskr Nor Laegeforen 1979 Oct 50;99(30). 1530-1 (Eng. 
Abstr.) (Nor) 


GABA 


ADMINISTRATION & DOSAGE 


A method for localized and longlasting microapplication of 
—— into nervous tissue of freely movin a Dames 
et al. Exp Brain Res 1979 Jul 2;36(2):259-64 
a soluble benzodi ines with agonistic and 
antagonistic actions on GABA-induced inhibition in 
cultured hypothalamus. Geller HM. Neurosci Lett 1979 
Dec;15(2-3):313-8 

Valproic acid: effect on GABA-mediated postsynaptic 
inhibition in cultured mammalian spinal cord neurons. 
ones RL, et al. Trans Am Neurol Assoc 1978; 
103:254-6 


ANALOGS & DERIVATIVES 


Cell turnover of the — mucosa is reduced by clanobutin. 
Sonnenberg A, et al. Acta Hepatogastroenterol (Stuttg) 1979 
Dec;26(6):469-71 

Effect of the new gamma-aminobutyric acid agonist SL 76 
002 on striatal acetylcholine: relation to 

ge gtgo = & extrapyramidal alterations. Bartholini 

iochem Psy: 1980;24:207-13 
™ GABA-seceptor: stereospecificity and structure-activity 
studies. Bowery NG, et al. Adv Exp Med Biol 1979; 
123:339-53 

GABA receptor agonists: relationship between structure and 
biological activity in vivo and in vitro. Krogsgaard-Larsen 
P, et al. Adv Exp Med Biol 1979;123:303-21 (60 ref.) 


Eng) 
Attempts to correlate alterations in brain GABA metabolism 
ABA-T inhibitors with their anticonvulsant effects. 
Schechter PJ, et al. Adv Exp Med Biol 1979;123:43-57 
Effects of ‘GABA-analogues on the high-affinity uptake of 
GABA in astrocytes in primary cultures. Schousboe A 
Ady Exp Med Biol 1979;123:219-37 
Metabolism of L-beta-lysine in a Pseudomonas: conversion 
of 6-N-acetyl-L-beta-lysine to 


3-keto-6 idoh 





and of 4-aminobutyrate to 
different transaminases. Bozler 
1979 Oct 1;197(1):226-35 
enesis in isolated perfused rat liver 
by i , et al. Biochem Pharmacol 1980 Jun 
a 329(12): 1os-32 
dentification of carpronium chloride and its metabolite in 
nae urine by field desorption mass spectrometry using 
deuterium labelling. Sano M, et al. 
Biomed Mass 1979 Nov;6(11):467-71 
Analysis of drugs by pyrolysis. II--An improved method 
for the determination of carpronium chloride in plasma by 
selected ion monitoring. Sano M, et 
Biomed Mass caver, 1980 yan:7(1): 1-6 
Structure-activity relationships of a reg ey em 
GABA = Mathison RD, et al. Brain Res 1980 Apr 
14;187(2):47 
Stimulatory pmol of gamma-aminohydroxybutyric acid 
(GABOB) on wth hormone, prolactin and cortisol 
release in man. Takahara J, et al. Metab Res 1980 
Jan;12(1):31-4 
Analysis of ene an butyric acid 
(GABOB) by _ chromatograp! and _ electrophoresis. 
Matsushita K, et al. J ae a 1979 Mar 1; 16203): 427-32 
ae ee Schiff bases of ma-aminobutyric 


gamma-aminobutyramide. lan JP, et al. 
TN Mod ¢ ‘Chem 19) 1980 Jun;23(6):702-4 
Effect of inhibitors of GABA transaminase on the synthesis, 
binding, uptake, and metabolism of GABA. Léscher W. 
J Neurochem 1980 Jun;34(6):1603-8 
= Hla as and radioautographical localization of (+/-) 
carboxylic 5 by the isolated 
hog re [proceedings] Cunningham J 
(Lond) 1979 Aug;293: 61P-62P 
Dyke | effects of intrastriatally injected 
GABA-transaminase inhibitors. ‘Robin MM, et al. 
Life Sci 1979 Sep 24; 25(13): 1103-9 
Cyclobutane =e of GABA. Allan RD, et al. 
Neurochem Res 1980 Apr;5(4):393-400 
Cetyl GABA: effect on convulsant thresholds in mice and 
acute toxicity. Frey HH, et al. Neuropharmacology 1980 
Feb;19(2):217-20 
Effects of gamma-acetylenic GABA and -vinyl 
GABA on metrazol-activated, and kindled seizures. 
Myslobodsky MS, et al. Biochem Behav 1979 
Sep; 11(3):265-71 
A study on structural requirements of GABA-analogues for 
interaction with GABA receptor sites in rat brain. Galli 
A, et al. Pharmacol Res Commun 1980 Mar;12(3):267-72 
The influence of 3 i mic acid (3-APS) on 
thalamic neurons. Rokyta R, et al. Physiol Bohemoslov 
1980;29(3):219-22 
[On the influence of clanobutine on the oe. of restraint 
ulcer in rats (author’s transl)] Fi hy 
Arzneimittelforschung 1979;29(11):1 01-4 (Eng. —_ 
Ger) 


[Resolution of (3RS)-4-amino-3-hydroxybutanoic aaa 
(author’s transl)] Miyamoto S, et al. Yakugaku Zasshi 1979 
Jun;99(6):642-6 (Eng. Abstr.) (Jpn) 

[Resolution of (3RS)-4-amino-3-hydroxybutanamide 
(author's transl)] Miyamoto S, et al. Yakugaku Zasshi 1979 
Jun;99(6):628-32 (Eng. Abstr.) (Jpn) 

[Synthesis and resolution of 
(3RS)-4-amino-3-hydroxybutananilide (author’s transl)] 
Miyamoto §, et al. Yakugaku Zasshi 1979 Jun;99(6):633-41 
(Eng. Abstr.) (Jpn) 

[Dopaminergic component in the mechanism of action of 

gamma-aminobutyric acid derivatives and _ structural 
analogs] Allikmets LKh, et al. Farmakol Toksikol 1979 
Nov-Dec;42(6):603-6 (Eng. Abstr.) (Rus) 

{[14C] GABA and es |A--pantoyl metabolism in mice] 
Rozanov VA Biokhim Zh 1979 Nov-Dec; 
51(6):629-33 (Eng. ys (Rus) 


ANALYSIS 


Rapid and sensitive ion-exchange fluorometric measurement 
of gamma-aminobutyric acid in physiological fluids. Hare 
TA, et al. Anal Biochem 1980 Jan 15;101(2):349-55 

Nucleus accumbens to globus pallidus GABA projection: 
electrophysiological and iontophoretic investigations. Jones 

et al. Brain Res 1980 Apr 21;188(1):93-105 

Autoradiography of GABA i = the rat hypothalamic median 
eminence. Tappaz M, et al. Brain Res 1980 Mar 31; 
186(2):379-81 

A study on the comatose action of short chain fatty acids. 
Mitkov D, et al. Folia Med (Plovdiv) 1979;21(1):20-5 

Thin-layer chromatographic method for estimation of 

ma-aminobutyric acid from brain. Gokani VN, et al. 
J Physiol Pharmacol 1979 Apr-Jun;23(2):101-4 

Rapid method for the assay of 4~aminobutyric acid (GABA), 
glutamic acid and aspartic acid in brain tissue and 
subcellular fractions. Sarhan S, et al. J Chromatogr 1979 


Apr 11;162(4):561-72 
levels by a ee 








Determination of GABA 
radioreceptor assay. Bernasconi R, et al. J Neurochem 19: 
Mar;34(3):614-8 

Gamma-aminobutyric acid in J eal and a —— neurons 
from Aplysia and lobster. et al. 

J Neurochem 1979 Oct;33(4):967-71 

Differential effects of agonal status on measurements of 
GABA and_ glutamate decarboxylase in human 
post-mortem brain tissue from conrad and Huntington's 


GABA 
chorea subj 


Spokes EG, et al. J Neurochem 1979 Sep; 
33(3):773 


GABA content of discrete brain nuclei and spinal cord of 
the rat. Van der Heyden JA, et al. J Neurochem 1979 Oct; 
33(4):857-61 

Regional distributions of gamma-aminobutyric acid (GABA), 
glutamate a (GAD), and 
gamma-aminobutyrate transaminase (GABA-T) in the 
central nervous fouhas of “o> C3H/He, and F1 hybrid 
mice. Gabellec MM, et al. Neurochem Res 1980 Mar; 
5(3):309-17 

[Notes on the transmitter histochemistry of the cortex 
cerebelli of rat] Pfister C, et al. Acta Histochem Gena) 1979; 
65(2):228-32 . Abstr.) (Ger 


ANTAGONISTS & INHIBITORS 


Leptazol an ises the post-s of 
gamma-ami tyric acid Iproceedings Scholfield ¢ CN. 
Br J Pharmacol 1979 Nov;67(3):443P-444P 

GABA = and potential a related to 
muscimol. Arnt J, et al. Brain 1979 Nov 16; 
177(2):395-400 

Bicyclic phosphates increase the cyclic GMP level in rat 
cerebellum, presumably due to reduced GABA inhibition. 
Mattsson H. Brain Res 1980 Jan 6; - ap 175-84 

naaion GABA antagonists 





iting in Go Arnt J, et al. 
Ear J Pharmacol 1980 Mar 7;62(1):51-61 
In vivo release of a GABA from rat striatum: 
inhibition by an der Heyden JA, et al. 
J Neurochem 1980 May;34(5):1338-41 
Presence of a low molecular 
on 3H-muscimol binding in ic mem 
Y, et al. Nature 1980 Jun 26,285(5967):670-3 
Antagonism by penicillin of -aminobutyric aci 
depolarizations at presynaptic sites in rat oa cortex 
and cuneate nucleus in vitro. Pickles HG. 
Neuropharmacology 1980 Jan;19(1):35-8 
Evidence that bicuculline and picrotoxin act at separate sites 
to antagonize gamma-aminobutyric acid in rat cuneate 
nucleus. Simmonds MA. Neuropharmacology 1980 Jan; 
19(1):39-45 
Effects of GABA receptor blockade on T9-¢ eee induced 
feeding and self-stimulation. Porrino LJ, et al. 
Pharmacol Biochem Behay 1980 Jan;12(1): 125-30 


BIOSYNTHESIS 


Convulsant drug action on GABA and taurine synthesis. 
Sawaya C, et al. Biochem Pharmacol 1979 Sep 15; 
28(18):2854-6 

A clonal 6 pare cell line 
synthesizing ity of ~aminobutyric acid together 
with catecholamine yicholine. Hatanaka H, et al. 
Brain Res 1980 Feb 10;183(2):490-3 

On the formation of gamma-aminobutyric 
putrescine in brain. Seiler N, et al. J Biochem crekyo) i” 
Jul;86(1):277-8 

GABA synthesis by cultured fibroblasts obtained 
— with Huntin 's disease. Gray PN, et al. 

J Neurochem 1979 a gt Re 

Ornithine as a wubiane for ee 
mammalian brain. Murrin LC 
34(6):1779-81 

Spontaneous and potassium-evoked release of 3H-GABA 
newly synthesized from 3H-glutamine in slices of the rat 
substantia ni Kemel ML, et al. Life Sci 1979 Jun 4; 
24(23):2139 

Changes in whole tissue biosynthesis of gamma. 
butyric acid (GABA) in basal jia of the dystonia 
(dtAlb) mouse. Messer A, et al. Sci 1979 Dec 24; 
25(26):2217-21 

[Significance of the formation of alpha- and 
gamma-aminobutyric acids — = the putrefaction of 
human proteinaceous organic ma' a S mee] for 
determining the time of eath?} D Deldrup 
Beitr Gericht! Med 1979;37:281-4 (Eng. Abstr.) (Ger) 


BLOOD 


Does gamma-aminobutyric acid in blood control transmitter 


release in bullfrog sympathetic iia? Kato E, et al. 
3195(1):208-14 


Brain Res 1980 Aug 1 
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al. Waking Sleeping 1979 Jul;3(3):245-54 

[An analysis of the discrepancy between the effects of central 
and peripheral ~ lha-adrenoceptor stimulations (author’s 
transl)] rs * , et al. Yao Hsueh Hsueh Pao 1979; 
14(9):521-4 (Eng. Abstr.) 

[Pathogenesis of stereot: 
et al. Zh Nevropatol 
Abstr.) 


(Chi) 

behavior] Kryzhanovskii GN, 
itr 1979;79(9):1347-55 8 
us) 


SECRETION 

[Methic a, er helt is 
gamma-aminobutyrate valines [proceedings] Brennan MJ, 
et al. Biochem Soc Trans 1980 Feb;8(1):61-2 

The role of presynaptic-membrane protein phosphorylation 
in modulating neurotransmitter release [proceedings] 
Brennan MJ, et al. Biochem Soc Trans 1980 Feb;8(1):60-1 

In vivo release of endogenous gamma-aminobutyric acid 
from rat striatum: effects of muscimol, oxotremorine, and 
morphine. van der Heyden JA, et al. J Neurochem 1980 
Jun;34(6):1648-53 

Release of gamma-aminobutyric acid from isolated brain 
synaptosomes during semicarbazide-induced convulsions. 
Hoshino M, et al. J Nutr Sci Vitaminol (Tokyo) 1979; 
25(5):367-74 

Potentiation of veratridine-evoked GABA release from brain 
slices by the absence of calcium ions [proceedings] Neal 
MJ. J Physiol (Lond) 1979 Jul;292:47P 

The effect of some putative neurotransmitters on the release 
of 5-hydroxytryptamine and gamma-aminobutyric acid 
from slices of the rat midbrain raphe area. Kerwin RW, 
et al. Neuroscience 1979;4(9): 1359-65 


THERAPEUTIC USE 


Post-anoxic action myoclonus (Lance-Adams syndrome) 
treated with levodopa and GABAergic drugs. Coletti A, 
et al. J Neurol 1980;223(1):67-70 

Usefulness of gamma-aminobutyric acid (GABA) therapy 
in pathologies of neurosurgical competence. Alvisi C, et 
al. Neurosurg Sci 1979 Jal. *Sep:23(3): 177-82 

[Possibility of using gamma-aminobutyric acid for treating 
chronic xanthate poisoning] Nazaretian RA, et al. 

Gig Tr Prof Zabol 1980 May;(5):32-5 (Eng. Abstr.) - 
(Rus) 

[Selective action of metabolic ous therapy in mentally 
retarded children] Avrutskaia 
Zh Nevropatol Psikhiatr 1980-8003): 436-9 (Eng. ae 








potent stimulant for 


GADOLINIUM 


On the interaction of muscle actin with gadolinium. 


GAIT 


G LC, et al. Biochem Biophys Res Commun 1979 
Dec 28;91(4):1280-7 
Crystal structures A hen egg-white lysozyme complexes 
with gadolinium(I 
eaolintam( Nace yl-D-glucosamine. 
al. Biochem J 1979 Jul 1;181(1): “tag 
NMR studies of primary and ites of parvalbumins 
Gd ai) and Mn (II). 


= the two 
;61(7):755-65 


. Perkins SJ, et 


paramagnetic 

A, et al. Biochimie 19 

Metal binding sites of a Sa acid-rich 
7h of bovine urie BC, et al. 

iol Chem 1979 Dec 25; 441 12521- 30 


METABOLISM 


The interaction of lanthanides with poe Rag sag ang 
reticulum vesicles from rabbit skeletal muscle. Barry KJ 
et al. Arch Int Physiol Biochim 1979 Aug:87(3):493-9 


GAFFKYA ANAEROBIA see MICROCOCCUS 
GAFFKYA HOMARI see STREPTOCOCCACEAE 
GAFFKYA TETRAGENA see MICROCOCCUS 
GAGGING see under REFLEX 


GAIT 


Significance of free-dorsiflexion of the toes in walking. 
Bojsen-Mgller F, et al. Acta Orthop Scand 1979 Aug; 
50(4):471-9 

One leg swing through gait using two crutches. An analysis 
of the ground reaction forces and gait phases. Stallard J, 
et al. Acta Orthop Scand 1980 Feb;si():71- -7 

Evaluation of acute and insidious gait disturbance in children 
less than five years of age. Singer J. Adv Pediatr 1979; 
26:209-73 (207 ref.) 

The assessment of gait and mobility in the elderly. Imms 
FJ, et al. Age rh wd 1979 Nov; 8(4): 261-7 

Cervical articular contribution to posture and gait: their 
relation to senile disequilibrium. Wyke B. Age Ageing 1979 
Nov;8(4):251-8 

Angle--angle diagrams in the assessment of locomotion. 
Hershler C, et al. Am J Phys Med 1980 Jun;59(3):109-25 

ee y in load bearing in the rheumatoid foot. Sharma M, 

Ann Rheum thy 1979 Dec;38(6):549-52_ 

Mod - gait and acquired aqueductal stenosis in an adult. 
Watson CP. Arch Neurol 1980 Feb;37(2):116 

Rehabilitation of blind patients with lower extremity 
amputations. Altner PC, et al. Arch Phys Med Rehabil 1980 
Feb;61(2):82-5 

Gait of children with Down syndrome. Parker AW, et al. 
Arch Phys Med Rehabil 1980 Aug;61(8):345-51 

Medial femoral torsion: experience with operative treatment. 
Staheli LT, et al. Clin Orthop 1980 Jan—Feb;(146):222-5 

Gait electromyography in normal and spastic children, with 
special reference to quadriceps femoris and yp | 
muscles. Csongradi J, et al. Dev Med Child Neurol 197 
Dec;21(6):738-48 

Electromyographic investigations on gait. Methods and 
— in orthopaedics. Guth V, et al. 

Electromyogr Clin Neurophysiol 1979 Jun-Aug; 
19(4):305-23 

Electromyographic <2 of gait in cerebral palsied 
children. Woltering H, et 
Electromyogr Clin Werxepbeatel 1979 Nov-Dec; 
19(6):519-33 

Equine locomotion; 1. The analysis of linear and temporal 
stride characteristics of trotting standardbreds. Drevemo 
S, et al. Equine Vet J 1980 Apr;12(2):60-5 

Equine locomotion: 2. The analysis of coordination between 
limbs of trotting standardbreds. Drevemo S, et al. 
Equine Vet J 1980 A 12(2):66-70 

Equine locomotion: bins pope y =| of gait in 
standardbred trotters. Moonuad et al. Equine Vet J 1980 
Apr;12(2):71-3 

The application of high-speed cinema’ 
quantitative analysis of equine locomotion. 
et al. Equine Vet J 1980 Apr;12(2):54-9 

Clinical evaluation of the running gait ac a RL, et 
al. J Am Podiatry Assoc 1980 ye die © pee 

Comparative kinematic analysis of bipedal and quadrupeda 
locomotion: a cyclographic technique. Charteris J, 

J Anat 1979 Jun;128(4):803-19 

Forces acting on the metatarsals during normal walking. 
Stokes IA, et al. J Anat 1979 Oct;129(3):579-90 

Measurement and analysis of in vivo bone strains on the 
ee ee ee ee 
13(1):27-. 

A gait analyzer/trainer instrumentation system. Gabel RH, 
et al. J Biomech 1979;12(7):543-9 

Skeletal transients on heel strike in normal walking with 
different footwear. Light LH, et al. J Biomech 1980; 
13(6):477-80 

Ballistic walking. Mochon S, et al. J Biomech 1980; 
13(1):49-57 

The kinematics and energy 2008s. 
crutch gait. Wells RP. Biomech i 19731203 85 

Planar control in multi-camera calibration for 3-D gait 
studies. Woltring HJ. J Biomech 1980;13(1):39-48 

Simple kinematic gait measurements. Bajd T, et al. 

J Biomed Eng 1980 Apr;2(2):129-32 


hy for the 
redricson I, 
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GAIT 


An so for step measurement. Durie ND, et 
al. J Biomed Eng 19 1980 0 fon.2(1-38 40 38-40 
A microprocessor controlled system for evaluatin 
treatments for disabilities affecting the lower limbs. Giffor 
GE, et al. J Biomed Eng 1980 Jan;2(1):45-8 
Pedobarographic study of gait. Lord M, et al. 
J 1980 Apr; 2):86-7 
The relative efficiency of ’swing cor gait on axillary, 
elbow and Canadian crutches compared to normal walking. 
Sankarankutty M, et al. J Biomed Eng 1979 Jan;1(1):55-7 
Use of a gait abnormality index for locomotion efficiency 
evaluation. Tibarewala DN, et al. J Biomed Eng 1979 Oct; 
1(4):263-4 ‘ 
Clinical study of total ankle gy with gait analysis. 
A preliminary report. Demottaz JD, et al. 
J Joint Surg [Am] 1979 Oct; ni 976-88 
Ankle arthrodesis. Long-term follow-up with 
Mazur JM, et al. J Bone Joint Surg [Am 
61(7):964-75 
The role of the ankle plantar flexors in normal walking. 
Sutherland DH, et al. J Bone Joint Surg [Am] 1980 Apr; 
62(3):354-63 
The development of mature gait. Sutherland DH, et al. 
J Bone Joint Surg [Am] 1980 Apr;62(3):336-53 
Stiff-legged gait in hemiplegia: surgical correction. Waters 
RL, et al. Fone Bone Joint Surg [Am] 1979 Sep;61(6A):927-33 
The real time video vector display of ground reaction forces 
during ambulation. Tait JH, et al. J Med Eng Technol 1979 
Sep;3(5):252-5 
Inhibitory interlimb interactions during locomotion in 
Testudo graeca STD tet, ] Williams TL 
J Physiol (Lond) 1979 Jul;292:21P-22P 
Gait patterns of the diseased knee joint. Suzuki K, et al. 
Nippon Seikeigeka Gakkai Zasshi 1979 Jul;53(7):847-53 
Assessment of the quality of sitting and gait patterns in 
children with Down's syndrome. Lydic JS, et al. 
Phys Ther 1979 Dec;59(12):1489-94 
System of reporting and comparing influence of ambulatory 
aids on gait. Smidt GL, et al. Phys Ther 1980 May; 
60(5):551-8 
Running in circles. Greene PR, et al. Physiologist 1979 Dec; 
22(6):S35-6 
Gravitational scale effects. McMahon TA. Physiologist 1979 
Dec;22(6):S5-6 
Gait consistency test based on the impulse-momentum 
theorem. Seliktar R, et al. Prosthet Orthot Int 1979 Aug; 
3(2):91-8 
Gait training for the below-knee am pes ea van Griethuysen 
C. Prosthet Orthot Int 1979 Dec;3(3):163-5 
Assessment of gait disability in hemiplegics. Hemiplegic gait. 
Wall JC, et al. Scand J Rehabil Med 1979;11(3):95-103 
Rates and effects of foot marches. Tan TT, et al. 
Singapore Med J 1979 Dec;20(4):438-42 
[The force-plate (author’s transl)] Mussen M. 
Belge Med Phys Rehabil 1979;2(1):57-66 (Eng. Abstr.) 
(Dut) 
[Use of a cc for t and analysis of the 
principal parameters of gait by means of a measuring chain 
with power platforms] Michaut E, et al. 
Acta Orthop Belg 1978;44(6):809-23 (Fre) 
[Electromyographic study of walking and automatic function 
of the musculature in orthopedics] Taillard W, et al. 
Brux Med 1979 Oct;59(10):419-34 (0 ref.) (Fre) 
[Data processing of vertical foot-forces for the clinical 
assessment of pathological gait (author’s transl)] Miyazaki 
S, et al. Iyodenshi To Seitai Kogaku 1979 Apr;17(2):134-40 
(Eng. Abstr.) (Jpn) 
[Recording and analysis of gait, foot tapping and static 
equilibrium in patients with cerebellar degeneration 
(author's transl)] Miyazaki M, et al. Rinsho Shinkeigaku 
1980 Mar;20(3):209-14 (Eng. Abstr.) (Jpn) 
[Telemetric evaluation of the gait after fracture-dislocation 
of the hip joint] Kozak J. 
Chir Narzadow Ruchu Ortop Pol 1979;44(6):555-7 o~ 
‘ol) 


it analysis. 
1979 Oct; 





Abstr.) 


GALACTANS 


Structural studies on the major component of Gladiolus style 
mucilage, an arabinogalactan-protein. Gleeson PA, et al. 
Biochem J 1979 Sep 1;181(3):607-21 

A general method for isolation of galactopyranos:'l-specific 
lectins. Majumdar T, et al. Indian J Biochem Biophys 1979 
Aug; 16(4):200-3 


BIOSYNTHESIS 


A pathway of polygalactosamine formation in Aspergillus 
— enzymatic deacetylation of N-acetylated 
pg galactosamine. Araki Y, et al. Eur J Biochem 1979 

102(1):35-42 

Structure of the D-mannan and D-arabino-D-galactan in 
Crithidia fasciculata: changes in proportion with age of 
culture. Gorin PA, et al. J Protozool 1979 Aug;26(3):473-8 


IMMUNOLOGY 


Galactomannan antigenemia in invasive aspergillosis. Reiss 
E, et al. Infect Immun 1979 Jul;25(1):357-65 


METABOLISM 


The effect of unabsorbable carbohydrate on gut hormones. 
Modification of post-prandial GIP secretion by guar. 
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CUMULATED INDEX MEDICUS 


Morgan LM, et al. Diabetologia 1979 Aug;17(2):85-9 


PHARMACODYNAMICS 


Improved glucose tolerance four hours after as guar with 
glucose. Jenkins DJ, et al. ace ge 1980 Jul;19(1):21-4 
Reduction of blood lipids by guar read. Jenkins DJ, 
et al. Proc Nutr Soc 1979 Sep;38(2): 
— effect of guar gum on the intestinal absorption 
of glucose in vitro. Johnson IT, et al. Proc Nutr Soc 1980 
May;39(2):52A 
The pig as a model for studies on the mode of action of 
um in normal and diabetic man. Leeds AR, et al. 
Proc Nutr Soc 1980 May;39(2):44A 
The effect of guar gum on blood alcohol levels following 
and tonic consumption. Tredger J, et al. 
ok Nutr Soc 1979 Sep; 38(2): 710A 
[Effect of gum guar in the diet on the utilization of 
14C-labeled protein and protein hydrolysates in young rats] 
Jakubick V, et al. Z Ernaehrungswiss 1980 Mar;19(1):33-9 
(Eng. Abstr.) (Ger) 


THERAPEUTIC USE 


The evaluation of a new ite-reducing a (Prefil) in 
the management of obesity. Valle-Jones JC. 
Br J Clin Pract 1980 Mar;34(3):72-4 

High-fibre foods: a feasibility study usin; owt gum. Hill 
MA, et al. J Hum Nutr 1979 Aug;33(4):253-8 

Combined use of guar and acarbose in reduction of 
postprandial glycaemia. Jenkins DJ, et al. Lancet 1979 Nov 
3;2(8149):924-7 

Role of guar and dietary fibre in the management of diabetes 
mellitus. Cohen M, et al. Med J Aust 1980 Jan 26; 1(2):59-61 

[Guar flour in the treatment of diabetes mellitus] Porciatti 
F. G Clin Med 1979 Nov;60(11):927-30 (Eng. Abstr.) 

(Ita) 


GALACTOKINASE 


BIOSYNTHESIS 


Galactosamine is an inducer of Gal genes in Saccharomyces 
cerevisiae. Venkov PV, et al. 
Hoppe Seylers Z Physiol Chem 1980 Jan;361(1):17-24 


BLOOD 


Presenile cataract formation and decreased activity of 
galactosemic enzymes. Skalka HW, et al. 
Arch Ophthalmol 1980 Feb;98(2):269-73 


DEFICIENCY 


Kinase defect in galactosaemia: (a case report). Anand VR, 
et al. Indian Pediatr 1979 Apr;16(4):379-80 

A variant of galactosemia presenting as larger bilateral 
lenticular opacities in an older child. Verma KC, et al 
Indian Pediatr 1979 Apr;16(4):375-7 

Galactokinase deficiency and mental retardation. Segal S, 
et al. J Pediatr 1979 Nov;95(5 Pt 1):750-2 

(Hereditary abnormalities of galactose metabolism: diagnosis 
and biochemical supervision (author's transl)] Brivet M, 
et al. Ann Biol Clin (Paris) 1979;37(5):259-70 (83 ref.) ng. 
Abstr.) (Fre) 


GENETICS 


Expression of the yeast galactokinase gene in Escherichia 
coli. Citron BA, et al. Gene 1979 Jul;6(3):251-64 

Function of positive regulatory gene gal4 in the synthesis 
of galactose pathway enzymes in Saccharomyces 
cerevisiae: evidence that the GAL81 region codes for part 
of the gal4 protein. Matsumoto K, et al. J Bacteriol 1980 
Feb; 141(2):508-27 

Cotransfer of linked eukaryotic genes and efficient transfer 
of hypoxanthine phosphoribosyltransferase by 
DNA-mediated gene transfer. Peterson JL, et al. 
Proc Natl Acad Sci USA 1980 Mar;77(3):1583-7 


METABOLISM 


Involvement of D-galactokinase in the osmoregulation of 
Poterioochromonas malhamensis. Dey PM. FEBS Lett 
1980 Mar 24;112(1):60-2 


GALACTORRHEA see under LACTATION DISORDERS 
GALACTOSAMINE 


Unusual molecular weight forms of 
N-acetyl-beta-D-hexosaminidase from intestinal mucosa 
of newborn pigs. Munn EA, et al. Int J Biochem 1979; 
10(12):1045-52 


ANALOGS & DERIVATIVES 


Sugar inhibition of oral Fusobacterium nucleatum 
haemagglutination and cell binding. Mongiello JR, et al. 
Arch Oral Biol 1979;24(7):539-45 

Loss of O-methyl groups from methylated 
2-amino-2-deoxy-D-glucitol and -D-galactitol 
derivatives under acidic conditions used during the analysis 
of glycoproteins. Caroff M, et al. 

Biochem Biophys Res Commun 1979 Jul 27;89(2):410-3 

The relationship between the N-acetylgalactosamine content 


1980 


and the blood group Sda activity of Tamm and Horsfall 


urinary gl rotein. Soh CP, et al. 
Biochem Biophys Res Res Commun 1980 Apr 29;93(4):1132-9 
N-bromoacetyl-beta-D-glucosamine tetra-O-acetate and 


N-bromoacetyl-beta-L)-galactosamine tetra-O-acetate as 
chemotherapeutic —— with immunopotentiating effects 
in Ehrlich ascites t mice. Simon P, et al. 
Cancer Res 1979 Oct:39(10). 389 902. 

A pathway of polygalactosamine formation in Aspergillus 
parasiticus: enzymatic deacetylation of N-acetylated 
Botlonnasa” Araki Y, et al. Eur J Biochem 1979 

102(1):35-42 


of multiple molecular forms of alpha-galactosidase 

and alpha-N-acetylgalactosaminidase from normal and 

Fabry ocytes. Salvayre R, et al. Eur J Biochem 1979 
Oct 15;100(2):377-83 

ies of the chloride-ATPase from Limonium salt 

 apey activation by, and binding to, specific sugars. Hill 

S, et al. J Membr Biol 1979 Dec 14;51(2):185-94 


ANALYSIS 


Two-column system for determination of glucosamine, 
ine, and amino acids on a Beckman 121MB 
amino acid analyzer: separation of the anomers of 
ee Pn ene Del Valle U, et al. 
Anal Biochem 1979 Jul 1;96(1):77-83 
Biochemical and structural abnormalities of the connective 
tissue in Larsen’s syndrome. Cetta G, et al. Int Orthop 1979; 
3(1):47-53 
Separation of amino sugars and related compounds by 
os Gee thin-layer chromatography. Ryan EA, et 
J Chromatogr 1980 Jul 4;195(1):127-32 


ANTAGONISTS & INHIBITORS 

Modification of D ind 
rat by Camemtotns Mihas AA, et al. logy 1979; 

18(5):235-40 

[Protective and curative effects of diethyldithiocarbamate on 
tosamine hepatitis in the rat (author’s trans!)] Homann 
Arzneimittelforsch 1980;30(4):645-7 (Eng. . 
(Ger) 





d liver injury in the 
Pharmacol 


, et al. 


METABOLISM 


A pathway of polygalactosamine formation in Aspergillus 
— enzymatic deacetylation of N-acetylated 
te galactosamine. Araki Y, et al. Eur J Biochem 1979 

102(1):35-42 

Gangliosides containing glucosamine and galactosamine in 
transformed Tay-Sachs disease and normal human brain 
cell lines. Schneck L, et al. J Neurol Sci 1980 Feb; 
45(1):123-8 

[Variations in the P. aeruginosa polysaccharide synthesis 
conditioned by aminosugars (author’s transl)] Jorba G, et 
al. Rev Esp Fisiol 1980 Jun;36(2):155-61 (Eng. Abstr.) 

(Spa) 
PHARMACODYNAMICS 


Induction of tyrosine aminotransferase in galactosamine 
hepatitis. Pugge HR, et al. Acta Gastroenterol Latinoam 
1979;9(3):159-63 

Galactosamine-induced cell death in primary cultures of rat 
hepatocytes. Schanne FA, et al. Am J Pathol 1980 Jul; 
100(1):25-38 

Epinephrine and glucagon counteract inhibition of protein 
synthesis induced by D-galactosamine in isolated mouse 
hepatocytes. Mandl J, et al. Biochim Biophys Acta 1979 
Sep 3;586(3):560-7 

Reduced insulin binding to hepatic plasma membranes in 
D-galactosamine-treated rats. Bachmann W, et al. 
Diabetologia 1979 Aug;17(2):101-9 

Maturation and nucleo-cytoplasmic transport of rat-liver 
ribosomal RNA upon D-galactosamine inhibition of 
transcription. Gajdardjieva KC, et al. Eur J Biochem 1980 
Mar; 104(2):451-8 

A histochemical study about changes in rat liver plasma 
membrane enzyme activities after galactosamine 
administration. Koudstaal J, et al. Histochemistry 1979 Jul; 
62(1):77-84 

Galactosamine is an inducer of Gal genes in Saccharomyces 
cerevisiae. Venkov PV, et al. 

Hoppe Seylers zZ Physiol Chem 1980 Jan;361(1):17-24 

Galactc ed sensitization to the lethal effects of 
endotoxin. Galanos C, et al. Proc Natl Acad Sci USA 1979 
Nov;76(11):5939-43 

[Intravenous and oral galactose loading of rats suffering from 
galactosamine hepatitis and ANIT-cholestasis; comparison 
of the kinetics in vivo and the galactose metabolism in the 
liver in vitro (author’s transl)] Richter E, et al. 

Z Gastroenterol 1979 Oct;17(10):713-21 (Eng. Abstr.) 
( 








POISONING 


Protective effect of (+)cyanidanol-3 in acute liver injury 
induced by galactosamine or carbon tetrachloride in the 
rat. Perrissoud D, et al. 


Naunyn Schmiedebergs Arch Pharmacol 
312(3):285-91 


TOXICITY 


Changes in glycoproteins of liver plasma membranes from 


1980 Jul; 





1980 


rats treated wi ; . Bertrand F, et al. 
Digestion 1979; Sere 1 

Hepatotoxicity of D- ine in the isolated perfused 
rat liver. Rasenack J, et al. Exp Mol Pathol 1980 Jun; 
32(3):264-75 


GALACTOSAMINIDASE 


METABOLISM 


Rapid procedures for determination of 
endo-N-acetyl-alpha-D-galactosaminidase in Clostridium 
perfringens, and of the substrate specificity of 
exo-beta-D- osidases. DiCioccio RA, et al. 
Carbohydr Res 1980 Mar 15;81(2):315-22 

Studies on human liver alpha-galactosidases. III. Partial 
characterization of carbohydrate-binding specificities. 
Dean KJ, et al. J Biol Chem 1979 Oct 25:2 gm ered 

Studies on human liver alpha-galactosidases. I I. Purification 
and enzymatic properties of , igh eplectosidese B 

ha-N-acetylgalactosaminidas) q 
J Chem 1979 Oct 25;254(20):10001-5 

Purification and ial characterization of porcine liver 
alpha-N-acety], tosaminidase. Sung SS, et 
J Biol Chem 1580 Jul 25;255(14):6589-94 

[Tissue distribution of the moleculsr forms of human 
alpha-galactosidase and 
N-acetyl-alpha-galactosaminidase] Salvayre R, et al. 
Biochimie 1979;61(8):943-50 (Eng. Abstr.) 


GALACTOSE 


Bovine prothrombin does not contain 
Soh Biocon Blephoe 19 Bmax ps. Eckhardt AE, et al. 
Arch Bi Biophys 1980 Feb; 199(2): 635-6 

Studies on = toe Vill-related protein. IV. Interaction of 
eect nea lectins with human factor VIII/Von 

illebrand factor. Furlan M, et al. 

Biochim Biophys Acta 1980 Jun 26;623(2):402-11 

Studies on lectins. XLVII. Some properties of D-galactose 
binding lectins isolated from the seeds of Butea frondosa, 
Erythrina indica and Momordica charantia. Hofejii V, et 
al. Biochim Biophys Acta 1980 Jun 26;623(2):439-48 

Carbohydrate-mediated clearance of immune complexes 
from the circulation. A role for galactose residues in the 


hepatic uptake of IgG-antigen complexes. Thornburg RW, 
et al. J 
Adsorbed glyco) 


ig 
Chem 1980 Jul 25;255(14):6820-5 
roteins in platelet adhesion onto ors 
surfaces: significance of terminal ally wrong units. 
et al. Trans Am Soc Artif Intern Organs 1979;25:124-32 
ADMINISTRATION & DOSAGE 


Changes in blood glucose and plasma insulin after intravenous 
tose in human injury. Elia M, et al. Clin Sci 1979 
;57(3):249-56 

[Intravenous and oral galactose loading of rats suffering from 

galactosamine hepatitis and ANIT-cholestasis; comparison 

of the kinetics in vivo and the galactose metabolism in the 

liver in vitro (author’s transl)] Richter E, et al. 

Z 1979 Oct;17(10):713-21 (Eng. Abstr.) 
( 


ANALOGS & DERIVATIVES 


The ineffectiveness of analogs of D-galactal as competitive 
inhibitors of, and substrates for, beta~D-galactosidase from 
Escherichia coli. Dettinger HM, et al. Carbohydr Res 1979 
Sep;74:301-7 

Halogenated L-fucose and D-galactose analogues: synthesis 
and metabolic effects. Sufrin JR, et al. J Med Chem 1980 
Feb;23(2):143-9 


ANALYSIS 


Surface galactosyl ere | na * naesh mas carcinoma 
cells. Prujansky-Jacobovits A 
Biochem Biophys Res Commun 1979 Jul 27;89(2):448-55 
Enzymatic synthesis and carbon-13 nuclear magnetic 
resonance conformational studies of disaccharides 
containing beta-D-galactopyranosyl and 
pg eos -13C]galactopyranosyl residues. Nunez HA, et 
al. 1980 Feb 5;19(3):489-95 
ohaan labelling of specific membrane _ carbohydrate 
residues with fluorescent probes. Abraham G, et al. 
Biochim Biophys Acta 1980 Apr 10;597(2):285-91 
Isolation and characterization of a serine-threonine-rich 
ee ECT from normal human plasma. Schmid 
, et al. J Biol Chem 1980 Apr 10;255(7):3221-6 
iki G. 


[Examination of galactose metabolism] Issh 
Nippon Rinsho 1979 Jun 29:Suppl:1690-3 


(Jpn) 
DIAGNOSTIC USE 


The effect of glibenclamide treatment on the insulin and 
glucagon responses to oral glucose and galactose in 
maturity onset diabetics. Hayes JR, et al. 

Diabete Metab 1979 Sep;5(3):207-11 

Metabolic effects of glucose, mannose, galactose, and fructose 
in man. Ganda OP, et al. J Clin Endocrinol Metab 1979 
Oct;49(4):616-22 

[The galactose breath test. Modification of the method and 
comparison with galactose elimination capacity and plasma 
rer aan of bromsul rathade eo oop red (author’s transl)] Grimm 
L, et al 1980 Jan;18(1):45-56 (Eng. Abstr.) 


CUMULATED INDEX MEDICUS 


(Ger) 
GENETICS 


Galactose regulation in Saccharomyces cerevisiae. The 
enzymes encoded by the GALT. 10, 1 cluster are 
co-ordinately controlled and separately y translated. Broach 
JR. J Mol Biol 1979 Jun 15;131(1):41-53 
Gene expression of an Escherichia coli ribosomal RNA 
promoter fused to structural genes of the galactose operon. 
Ota Y, et al. Natl Acad Sci USA 1979 Nov; 
76(11):5799-803 


IMMUNOLOGY 


Influence of cell surface tosyl determinants on splenic 
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cerevisiae: evidence that the GAL81 ey codes for part 
of the gal4 protein. Matsumoto K, et al. J Bacteriol 1980 
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across the microvilli membrane ding on the energy 
state of the intestinal mucosa wall] Remke H, et al. 
Acta Biol Med Ger 1979;38(8):1123-30 (Eng. Abstr.) 

(Ger) 

its clinical interest] Tormo 


[Blood clearance of Fanaa 
Calandin C, et al. Esp Enferm Apar Dig 1980 Mar; 
57(3):291-300 (Spa) 


PHARMACODYNAMICS 

Cytostatic effect and inhibition of protein degradation by 
dimerized lysozyme: comparison with the effect of 
dimerized ribonuclease -_ reversibility by galactose 
[proceedin; ings) Bartholeyns J, et al. 
Arch Int Physiol Biochim 1999 Feb;87(1):155-6 

Sugar inhibition of oral Fusobacterium nucleatum 
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on Dae in native and horseradish 
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binding and biological activity of desialylated human 
chorionic gonadotrophin. Brand EC, et al. 
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Immobilization of beta-galactosidase and other enzymes onto 
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MD, et al. J Biol Chem 1979 Oct 25;254(20):9939-42 
L factor that is required for beta-galactosidase synthesis is 
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gangliosides. Suzuki K, et al. Adv Exp Med Biol 1980; 
125:307-18 
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Effects of phlorrhizin and thiol reagents on the 
galactosyltransferase activity of Golgi membrane vesicles 
of lactating rat mammary gland. Kuhn NJ, et al. 
Biochem J 1980 May 15;188(2):503-7 

Effect of phosphatidylinositol and phosphatidylserine on 
membrane-bound tosyltransferase. Ratnam S, et al. 

Can J Biochem 1980 Jan;58(1):58-66 


BLOOD 
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GALANTHAMINE 
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succinylcholine on adrenergic neurotransmission. 
oe ‘Acta, Anaesthesiol Belg 1979.30 


MI, et al. 


I, et al. 


1:7 
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The pseudo-dilated common bile duct: ultrasono 
appearance created by the gallbladder neck. Laing FC, 
aL Radiology 1980 May;135(2):405-7 
Gallbladder visualization after intravenous pyelography. 
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al. Fortschr Med 1980 Feb 14;98(6):209-12 (Eng. a 
[Posttraumatic hemobilia—clinical features, diagnosis, 
treatment ae ag $79 July Suren EG, et al. 
pecan aegreni ds 7 one 7):280-4 (ene, Abstr.) Gu 
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deception and self-disclosure. Waid WM, et al. 
J Abnorm Psychol 1979 Dec;88(6):663-6 
Individual differences in electrodermal lability and the 
detection of information and deception. Waid WM, et al. 
J Appl Psychol 1980 Feb;65(1):1-8 





1980 


Biofeedback instruments for the management of anxiety and 
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Shinrigaku Kenkyu 1980 Feb;50(6):341-4 (Eng. Abst) 
(Jpn) 
[Change in the electrodermal resistance at biologically active 
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Leukokinin-H generated from human ascites fluid; its 
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Ann Biol Clin (Paris) 1979;37(4):201-5 (Eng. Abstr.) 


[Influence of normal human immunoglobulins on the 
effectiveness of poliomyelitis vaccinations] Cotor F, et al. 
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Prevention of hepatitis with gamma globulin nt Conrad 
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preliminary study (author's transl)] Laffont F, et al. 
Ann Med Interne Paris) 1979;130(5):307-12 (Eng. Abstr.) 
(Fre) 
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Alexandre JH, et al. Sem Hop Paris 1980 Mar 8-15; 
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Inhibition of sialoglycosphingolipid (ganglioside) biosynthesis 
in mouse clonal lines N4TG1 and NGI108-15 by 
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gliosides. Wonnacott S. J Neurochem 1980 Jun; 
6):1567-73 
Cellular and metabolic specificity in the interaction of 
adhesion proteins with collagen and with cells. Kleinman 
HK, et al J Supramol Struct 1979;11(1):69-78 
Effect of exogenous gangliosides on nerve cell regeneration? 
Beuttler H, et al. Jpn J Exp Med 1980 Feb;50(1):63-5 
Activation of rat cerebral cortical 3’,5’-cyclic nucleotide 
= hodiesterase activity by gangliosides. Davis CW, et 
Mol Pharmacol Pharmacol 1980 Mar;17(2):206-11 
Effect of gangliosides on adenylate cyclase activity in rat 
cerebral cortical membranes. Partington CR, et al. 
Mol Pharmacol 1979 May;15(3):484-91 
Treatment of denervated muscle by gangliosides. Caccia MR, 
et al. Muscle Nerve 1979 Sep-Oct;2(5):382-9 
Mouse fibroblast (type I) and immune (type II) interferons: 
pronounced differences in affinity for gangliosides and in 
antiviral and antigrowth effects on mouse leukemia 
L-1210R cells. Ankel H, et al. 
Proc Natl Acad Sci USA 1980 May;77(5):2528-32 
Ganglioside inhibition of ee cell adhesion 
to collagen. Kleinman HK, et al. 
Proc Natl Acad Sci USA i979 Jul;76(7):3367-71 


PHYSIOLOGY 


Structure and function of gangliosides. 
Adv Exp Med Biol 1980;125:3-571 

Neuronal and glial cell cultures, a tool for investigation of 
ganglioside function. Mandel P, et al. 
Adv Exp Med Biol 1980;125:515-31 

Gangliosides and thermal adaptation. Rahmann R. 
Adv Exp Med Biol 1980;125:505-14 

Perturbation of CNS functions by antibodies to gangliosides. 
Speculations on biological roles of ganglioside receptors. 
Rapport MM, et al. Adv Exp Med Biol 1980;125:335-8 

Gangliosides and a transmission. Svennerholm L. 
Adv Exp Med Biol 1980;125:533-44 

Brain and thymus gangliosides: their molecular diversity and 
its biological implicaticns and a dynamic annular model 
for their function in cell surface membranes. Nagai Y, et 

al. Mol Cell Biochem 1980 Feb 8;29(2):81-90 (35 ref.) 


THERAPEUTIC USE 


Research in the use of cerebral gangliosides in neurolysis 
of the upper limb. Mingione A, et al. 
Electromyogr Clin Neurophysiol 1979 Jun-Aug; 19(4):353-9 
Effects of cerebral gangliosides in the alcoholic 
oo Seo maa Mamoli B, et al. Eur Neurol 1980; 
19(5):3 
Cerebral gangliosides in the treatment of peripheral neuronal 
orate ~— Canal N. Muscle Nerve 1979 May-Jun; 
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[Peripheral thy in the uremic Prered save during meg 
Someditiets dated ond ysiologic response to 
a, with cerebral cated etael oe iosides}] Catizone L, 
= , Neurobiol 1978 Jan-Jun;24(1-2):43-56 Eng. 
Abstr. 


GANGLIOSIDOSIS 


DIAGNOSIS 


Infantile sialidosis: a phenocopy of type 1 GM1 gangliosidosis 
distinguished by ic complement 


tation and urinary 
olig: sneaiien ravel RA, et al. Am J Hum Genet 1979 
Now:31(6):669-79 


Detection of generalised [es etter 
Wiederschain G. Lancet seo. po 19;1(8173):881- p 


EXGUMGLOGY 


gangliosidosis and 

y. Den Tandt WR, et al. 

eb; 535(1):10-4 

= noncompetitive assimilation of bovine testicular 
and bovine liver beta-glucuronidase by 

cenotilined gangliosidosis fibroblasts. Hieber V, et al. 

Clin Invest 1980 Apr;65(4):879-84 

Roots of different t of human fucosidase] 
idershain Gla, et al. Nauk SSSR 1979; 
249(2):495-9 (Rus) 


ETIOLOGY 


my diseases. Gangliosidosis and mucopolysaccharidosis] 
Minerva Med 1980 May 19;71(20):1469-72 (Ita) 


FAMILIAL & GENETIC 


Alpha-locus hexosaminidase a compound with juvenile 
gangliosidosis phenotype: netic, and biochemical 
studies. Johnson WG, et al. Am J Hum Genet 1980 Jul; 
32(4):508-18 

An explanation for variations in the clinical and biochemical 
a OMT of lysosomal-enzyme deficiency diseases such 

M1 gliosidosis [proceedings] Cheetham PS. 
Trans 1979 Oct;7(5):980-2 
Biochem and genetics of 
. Hum Genet 1979;50(2):107 
[Lysosomal beta- 


loses. Sandhoff K, et 

3 (244 rel ref. ) 
jactosidase properties and the molecular 
enetics of G MN nae see Vel'tishchev IuE, et al. 
opr Med Khim 1979 Nov-Dec;25(6):709-15 (51 ref.) (Eng. 
Abstr.) (Rus) 


METABOLISM 


Biochemistry and genetics of gangliosidoses. Sandhoff K, et 
al. Hum 1979;50(2):107-43 (244 ref.) 


PATHOLOGY 


The gangliosidoses: comparative features and research 
applications. Baker HJ, et al. Vet Pathol 1979 Nov; 
16(6):635-49 

[A case of GM1 gang! liosidosis t 
(author’s trans})] , Re 4 
Nippon Ganka Gakkai Zasshi 1980 ‘ek 10;84(1):18-22 (Eng. 
Abstr.) (Jpn) 


M and conjunctival biopsy 


PHYSIOPATHOLOGY 


Intracellular recording and HRP-staining of cortical neurons 
in feline ganglioside storage disease. Purpura DP, et al. 
Brain Res 1980 Jan 13;181(2):446-9 


URINE 


High-performance liquid chromatographic analysis of 
San and glyco; wrest os in 
lysosomal storage disorders. NM, et al 
Anal Biochem 1980 Feb;102(1):213-9 


GANGLIOSIDOSIS, G(M2), TYPE I see TAY-SACHS 
DISEASE 


GANGLIOSIDOSIS, G(M2), TYPE II see SANDHOFF 
DISEASE 


GANGRENE 


[The diabetic foot] Lithner F. Lakartidningen 1979 Oct 17; 
76(42):3622-3 (Swe) 


CHEMICALLY INDUCED 


[Gangrene of the limbs in thrombocytopenia induced by 
heparin] Baumann J, et al. Bull Acad Natl Med (Paris) 1979 
Dec; 163(9):920-4 (Eng. Abstr.) (Fre) 


COMPLICATIONS 


Pseudomonas aeruginosa septicemia with grene of the 
lung and empyema. Young JN, et al. Ann Surg 1980 
Mar;29(3):254-7 

Pulmonary gangrene occurring as a roo oy haf 
pulmonary tuberculosis. Khan FA, et al. Chest 1980 
77(1):76-80 

[Gangrenous appendicitis followed by spontaneous 
amputation and diffuse peritonitis in a pregnant woman 
in the 6th month] Barbieri G, et al. Arch Ostet Ginecol 


1980 


1978 Mar-Apr;83(3-4):111-6 (Eng. Abstr.) 


DRUG THERAPY 


Intra-arterial perfusion in the treatment of rest re and 
gangrene. Rose SS. Br J Clin Pract 1979 Aug;33(8):223-30 


ETIOLOGY 
Temporal arteritis and oe Sampee. Arnung K, 
1979:206( $206() 239-40 


(Ita) 


et al. Acta Med Scand 
Necrosis of the ‘ae and the rectum after resection of 
ruptured abdominal aortic aneurysm. Ovrum E, et al. 
Ann Chir Gynaecol 1979;68(2):52-6 
Extremity amputation: disseminated intravascular 
syndrome. Reinstein L, et al. 
Phys Med Rehabil 1980 Febsbi(2)97-10 
Bullous pyoderma gangrenosum with chronic myelogenous 
leukemia: report of a case. Lewis JR. Cutis 1980 Jan; 
25(1):82-3 
Digital entan t in the blanket string: case of the 
necrosing digit. Mosely LH. NZ Med J 1979 naa 22; 
90(642):150-2 
Major complication secondary to Mag comer aye: radial 
catheterization in the neona ight GW, et al. 
Pediatrics 1980 Yan;65(1):136 139-41 
—a ~~ of the bowel after haemorrhagic shock: 
a case report. Wilson EA. S Afr Med J 1980 Mar 8; 
57(10):377-8 


Peripheral rene in Salmonella ty) 
Cupemeiaoes GC, et al. Trop Med 979 Ju im 
of venous during ad ~~ 


31(2):297-300 
Development gangrene 
anticoagulation. Bergqvist D, et al. Vasa 1979;8(4):3 
[Multiple as complications ge 
— lococcemia (author’s | transl)] Delmas P, et al. 
ediatr 1979;20(6):445-7 (Eng. Abstr.) (Fre) 
Pe case of symmetrical acute digital necrosis] Cherbonnel 
G, et al. Dakar Med 1979:24(1):140-4 (Fre) 
[Amputation of the lower extremity for ary age e ee by 
arteritis (apropos of 60 cases)] Mokhtari 
Maroc Med 1979 Dec;1(3): oh 303 (Eng. Aner) (Fre) 
[Massive lung necrosis in klebsiella oo (so-called 
massive lung gangren grene)] Schamaun 
Schweiz Med 1980 Feb 11006): 223-5 (Eng. 
Abstr.) (Ger) 
[Gangrenous ischemic colitis. Presentation of 2 cases with 
fulminating course] De Leo S, et al. Minerva Chir 1980 
Feb 29;35(4):243-50 (Ita) 
[Symmetric peripheral gangrene. Clinical case] Cerdan 
Miguel FJ, et al. Rev Clin Esp 1980 Jan atta 
(Spa) 





MORTALITY 


Gnome < of the bowel. VerSteeg KR, e' 
Surg Clin North Am 1979 Oct;59(5): 369-76 (27 ref.) 


PATHOLOGY 


The chest wall gangrene in an infant. Dayal A, et al. 
Indian J Chest Dis Allied Sci 1979 Agr dend 21(2):102-4 
[Case of Fournier’s disease] Ashkov S. Khirurgiia (Sofiia) 
1980;33(2):145-6 ) 
[Necrotizing enteritis. An unusual course] Piischmann H. 
Zentralbl Chir 1979;104(9):600-2 
(Urethral necrosis as a complication of a fulminant Fournier’s 
eck rene] Pachman A, et al. Wiad Lek 1979 Aug 15; 
2(16):1167-70 (Pol) 
[Multiple ee epifascial gangrene of the skin] I!’in 
II, et al. Vestn Dermatol Venerol 1979 Aug;(8):46-9 ens. 
Abstr.) us) 
se gangrene of the penis] Vitenchuk SZ. 
estn Dermatol Venerol 1980 Mar;(3):70-1 (Eng. Abstr.) 
(Rus) 
SURGERY 
Scrotal reconstruction in Fournier ey Altchek ED, 
et al. Ann Plast Surg 1979 Dec;3(6):523 
A case of cryoglobulinemic pig in cabin with fatal 
outcome despite successful skin grafting. Narita H, et al. 
1980; 160(2):125-30 
A surgical approach for the infected diabetic foot. Bose K. 
Int Orthop 1979;3(3):177-81 
[Amputations in atherosclerotic gangrene of the lower 


wat Slungaard U. Tidsskr Nor Laegeforen 1979 Aug 
30;99(24):1150-1 (Nor) 


THERAPY 


Necrotizing infection of scrotum. Biswas M, et al. 
Urology 1979 Dec;14(6):576-80 


VETERINARY 


A case of gangrenous ergotism in grazing sheep. Lgken T, 
et al. Acta Vet Scand 1979;20(4):601-3 


GARBAGE see under REFUSE DISPOSAL 
GARDONA see TETRACHLORVINPHOS 
GARGOYLISM see LIPOCHONDRODYSTROPHY 





GARLIC 
Altered arachidonic acid metabolism in platelets inhibited 


Antimicrobial action of ic (Allium sativum L.) and garlic 
preparations prod: in Poland. Paszewski A, et al. 
Ann Univ Mariae Curie Sklodowska [Med] 1978;33:415-22 


-— in PBel game y menin relimi rt of 
Med J Tenaif 1980 


inary 
'eb;93(2):123 

Garlic in stress induced myocardial damage. Saxena KK, et 
al. Indian Heart J 1979 19" May-Jun; 31(3):187-8 

Effect of dietary garlic and onion on serum lipid profile in 
Jain community. Sainani GS, et al. Indian J Med 1979 
May;69:776-80 

Effect of garlic on normal blood cholesterol level. Bhushan 
S, et Indian J Physiol Pharmacol 1979 Jul-Sep; 
23(3):21 1-4 


ayy omy and ba ag = gees effects of garlic in sucrose 
ed rabbits. Zacharias NT, 


san J Physiol Pharmacol 1 1980 Apr-Jun;24(2):151-4 
The effect of aqueous garlic extract on the growth of 
hytes. Amer M, et al. Int J Dermatol 1980 Jun; 
195): 19(5).286-7 
Effect of garlic and onion on mecrunt lipid and coagulation 


parameters in alimentary h Sainani GS, et al. 
J Assoc Physicians India Sis font (1):57-64 


‘Dietary garlic, onion and some y pames parameters in 
Jain community’. Sainani GS, et 
J Assoc Physicians India 1979 Aug;27(8):707-12 

Effect of garlic on carbohydrate metabolism and lipid 
synthesis in rats. Chang ML, et al. J Nutr 1980 May; 
110(5):931-6 

Wine, garlic, and CHD in seven countries [letter] Keys A. 
Lancet 1980 Jan 19;1(8160):145-6 

Effect of leaf extract of garlic on Fusarium oxysporum f. 
sp. ciceri, Sclerotinia sclerotiorum and on gram seeds. 
Singh UP, et al. —_— 1979 May-Jun; 703). 556-64 


[The significance lic and lic preparations in 
Sas erapy] licanlt Siieen Crear Zeit 1980 Mar; 


sfenelt of leg _— < ointment ewww f lyophilized 
garlic] Zabel J, Dermatol 1 : 
66(5):567-70 * iy Abate) (Pol) 


ANALYSIS 


Antimicrobial activity of crude juices of Allium ascalonicum, 
ear pay tree Allium sativum. Dankert J, et al. 
teriol [Orig A] 1979 Oct;245(1- 2»: 229-39 


ENZYMOLOGY 


Solubilization & purification of a ag ge hexokinase from 
lic sig whens sativum) bulbs. Bhat PG, et al 
fadian J Biochem Biophys 1979 Oct;16(5): 284-7 


GARTNER’S DUCTS see WOLFFIAN DUCT 
GAS GANGRENE 


Re gangrene (current aspects)] Bonnardot JP, et al. 
Ann Anesthesiol Fr 1979;20(8):737-42 (15 ref.) (Fre) 
[Peri-ano-rectal gas phlegmon] Copé R. Med Chir Dig 1979; 
8(4):315-7 (Eng. Abstr.) (Fre) 
[Acute emphysematous cholecystitis] Huber T, et al. 
Helv Chir Acta 1979 Aug;46(3):477-81 (Eng. Abstr.) 
( 


BLOOD 


[Investigations of changes in blood indices in gas anaerobic 
infection (author’s transl)] Kiranow IG. Unfallheilk 
1980 Apr;83(4):165-7 (Eng. Abstr.) 


COMPLICATIONS 


[Clostridium perfringens infection following 
cholecystectomy] Smink HA. Ned Tijdschr Geneeskd 1979 
Sep 22;123(38):1639-40 (Eng. Abstr.) (Dut) 


DIAGNOSIS 


Two gas-gangrene-like infections due to Bacillus cereus. 
Fitzpatrick DJ, et al. Br J Surg 1979 i 66(8):577-9 
[Gangrenous cholecystitis without lithiasis. A report on a 
case diagnosed by simple radiography of the abdomen 
(author’s transl)] Vinard JL, et al. J Chir (Paris) 1980 Feb; 
117(2):121-3 (Eng. Abstr.) (Fre) 


ETIOLOGY 


Infection associated with radial artery catheters [editorial] 
Meakins JL. Can Med Assoc J 1979 Dec 22;121(12):1564-5 
Gas gangrene and Clostridium perfringens septicemia 
associated with the use of an indwelling radial artery 
catheter. Rose HD. Can Med Assoc J 1979 Dec 22; 
121(12):1595-6 
Clostridial myonecrosis following intra-articular steroid 
injection. Seradge H, et al. Clin Orthop 1980 Mar-Apr; 
(147):207-9 
Isolation of Clostridium absonum from a case of gas 
chess. sme S, et al. Microbiol Immunol 1979; 
= gangrene following open injuries] Voigt J, et al. 
( 


(Ger) 


Hefte Unfallheilkd 1979;138:344-7 


CUMULATED INDEX MEDICUS 


Gas rene—35 years are injury from a ae 
Ortnann G —— Chir 1979; rape 1292-3 (Ger) 
[Anaerobic i infection 


in peacetime injuries] Raikevich NP. 
Khirurgiia (Mosk) 1979 Aug;(8): 102-3 (Rus) 


MICROBIOLOGY 
[Identification of the causative —e of gangrene in 
tissue culture by cytologic Seilionte methods 
Zemlianitskaia EP, et al. Lab Delo 1979;(6):357-60 (Rus) 
[Gas gangrene caused by bacteria, other than Clostridium, 
and diabetes mellitus. A fe of two cases (author’s trans!)]} 
Gomis Barbara R, et al. Med Clin (Barc) 1980 Jan 25; 
74(2):58-60 (Eng. Abstr.) (Spa) 


MORTALITY 
Fatal Clostridium portingene sepsis; following malignant 
Lowy FD, et al. 


of scalp. 
NY State J Med 1980 Apr.80(5):808- 10 


CORUIRENCE 


y of nosocomial clostridial myonecroses (gas 
paca y avadov’ M, et al. Rozhl Chir 1980 Mar; 
$903): 194-201 (Eng. Abstr.) ( 


PATHOLOGY 
a eee to rene of the gallbladder] Heinrich 
al. Zentralbl Shir 1979; 104(9):592-6 (Ger) 


RADIOGRAPHY 


Spontaneous clostridial infection and malignancy. Burrell MI, 
et al. AJR 1980 Jun;134(6):1153-9 


SURGERY 


[Gas gan; (author’s transl] Knézek J, et al. 
Acts Chir Orthop Traumatol Cech 1979 Jun;46(3):241-7 
(Ene. — (Cze) 


THERAPY 


Gas gangrene in a wound treated without skin closure: a 
case . Buchanan JR, et al. Clin Orthop 1980 May; 
(148):2 


. eT: oxygen therapy for gas sire ee Poulton 
N Engl J Med 1980 Apr 17;302(16):92 


Hyperbaric => therapy for A [letter] 
S = LJ, al. N Engl iz Med 1980 Apr 17; 


(16):920- 
eT ae inlet and perineal infections. Bubrick MP, 
al. Surgery 1979 Oct; 86(4): 655-62 
pleotinun in the treatment of gas gangrene in accident 
surgery (author's transl)] Rakebrand E, et al. 
Aktuel Traumatol 1979 Dec;9(6):331-4 (Eng. pecan 





[Experience with combination surgical- hyperbaric Pi 


Fad, gangrene poy! open injuries Winter H, et al. 
Unfaliheilkd 1979;138:200-2 (Ger 


) 

[Experience with the treatment of gas gangrene] Ritter G, 

et al. Hefte Unfallheilkd 1979;138:194-7 (Ger) 

[Gas gangrene (principles of treatment, results)] Schott H. 

Hefte Unfallheilkd 1979;138:179-86 (Ger) 

= Amy ag infections and hyperbaric oxygen therapy] 
Nor Laegeforen 1980 


: Feb 29; 
10006) 387-8 (Nor) 
TRANSMISSION 
[The incubation period of gas gangrene (author’s transl)] 
nfallheilkunde 


Kiranow IG. U: 1980 Feb;83(2):76-9 (Eng. 
Abstr.) (Ger) 


GAS, NATURAL see FUELS 
GAS POISONING 


Inhalation injury: smoke inhalation. Gaston SF, et al. 
Am J Nurs 1980 Jan;80(1):95-7 


ETIOLOGY 
Accidental acute mercury vapor poisoning. Jaeger A, et al. 
Vet Hum Toxicol 1979;21 Suppl:62-3 
OCCURRENCE 


Medical report on casualties in the Hokuriku Tunnel Train 
Fire in Japan with special reference to smoke-gas 
poisoning. Kutsumi A, et al. Mt Sinai J Med (NY) 1979 
Sep-Oct;46(5):469-74 

[Data on a population exposed to accidentally liberated gases 
ina factory] Neri R, et al. SPM 1979 Jan-Feb;21(1):89-94 
(Eng. Abstr.) (Spa) 


PATHOLOGY 
[Clinical aspects and ert} of poisoning by | 
gases] Staak M, et al. Med Welt 1979 Oct 5;30(40):1457-9 
(Ger) 
THERAPY 


[Gas accidents] Halvorsen S. Tidsskr Nor Laegeforen 1980 
Feb 29;100(6):391-3 (Nor) 


GASES 
GASES 


Hepatic portal venous gas and emphysema with 
corvivel. lane Haswell DM, et al. ASK 1979 Dec;133(6):1183-5 

Plain film recognitionof air within colonic diverticula. Russin 
LD. AJR 1980 Jan;134(1):176-7 

Two methods for establi industrial hygiene 
Langner RR, et al. Am Hyg Assoc J 31979 Dec. 
40(12):1039-45 

Effect of various carrier gases on the halothane output of 
the Fluotec Mark 3 vaporizer. Haskins SC, et al. 
Am J Vet Res 1980 Jans41(1): 153-4 

Correction for gas compression in mechanical ventilators. 
Forbat AF, et al. Anesth Analg (Cleve) 1980 Jul; 
59(7):488-93 

Nitrous oxide: effect on accumulation rate and uptake of 
bowel gases. Steffey EP, et al. Anesth Analg (Cleve) 1979 
Sep-Oct;58(5):405-8 

Flatulence. Levitt MD, et al. Annu Rev Med 1980;31:127-37 


(32 ref.) 

Measurement of single breath diffusion 
inert gases of different diffusiveness. 
In: International mae. commer 8 978. ~~ = 

coguaras, & = data processing in 
Karger, c1979. (Progress in research; v. 17 
W3 PR948 it 1978. pp.:297-304 

Velocity of sound in gas mixtures. Visser BF. 

In: International titisee ra 1978. Biomedical 

data ae pneumology. Basel: 
Karger, c1979. in respiration research; v. 11) 
W3 PR948 v.11 1978. ae 

Novel concepts, methods and advanced technology in 
particulate/gas Report on a wo! . Ariman 
T, et al. J Air SF pober Control Assoc 1979 Aug; 8):818-22 

Noninflammatory gas formation following embolization of 
adrenal carcinoma. Long JA Jr, et al. 

J Comput Assist Tomogr 1979 Dec;3(6):840-1 

CT demonstration of gas formation after renal tumor 
embolization. Wilms G, et al. J Comput Assist Tomogr 1979 
Dec;3(6):838-9 

Advances in personal gas and vapor monitoring. McCammon 
CS Jr. J Environ Pathol Toxicol 1979 May-Jun;2(5):325-34 

Interstellar molecules. Turner BE. J Mol Evol 1980 May; 
15(2):79-101 (93 ref.) 

Intestinal production--recent advances in flatology 
[editorial] Levitt MD. N Engl J Med 1980 Jun 26; 
302(26):1474-5 

Recent experimental results on W-values for heavy particles. 
Nguyen VD, et al. Phys Med Biol 1980 May;25(3):509-18 

Problems in neutron dosimetry associated with the incorrect 
composition of tissue-equivalent Williams JR. 

Phys Med Biol 1980 May;25(3): 

Wn and neutron kerma for methane-based tissue-equivalent 
gas. Goodman LJ, et al. Radiat Res 1980 Apr;82(1):13-26 

Fundamental study on decontamination of tritium from 
gaseous phases by copper oxide. Kawabata H, et al. 
Radioisotopes 1979 Sep 15;28(9):542-5 

Differentiation of acoustic shadowing due to calculi and gas 

collections. Sommer FG, et al. Radiology 1980 May; 
135(2):399-403 

The — of simethicone in abdominal =— Suoranta 
H, et al. Radiology 1979 Nov; a 

Extensive gas in tissues of the forearm after horsebite. Marrie 
TJ, et al. South Med J 1979 Nov;72(11):1473-4 

Ultrasonic imaging system for the study of 
decompression-induced gas bubbles. Daniels S, et al. 
Undersea Biomed Res 1979 Jun;6(2):197-207 

Diffusion and nucleation of gas in gel and some implications 
for the development of decompression procedures. Le 
Messurier DH, et al. Undersea Biomed Res 1979 Jun; 
6(2):175-88 

Evidence for gas nuclei in decompressed rats. Vann RD 
et al. Undersea Biomed Res 1980 Jun;7(2):107-12 

Influence of increased gas density and external resistance on 
maximum fsa? flow. Vorosmarti J Jr. 

Undersea Biomed Res 1979 Dec;6(4):339-46 

The effect of dimetikon on disturbing bowel gas at 
intravenous urography. A double-blind study in 200 
ambulatory patients. Morelli B. Ups J Med Sci 1980; 
85907 1:94-6 

Case profile: massive spontaneous gas logram in 
asymptomatic patient. Johnson RD, et al. "Urology 1980 
Jul; 16(1):100 

Explosion in sigmoid colon after cauterization. Miller JM. 
Va Med 1980 Apr;107(4):296-7 

An indwelling instrument for relief of chronic bloat in cattle. 
Edmiston LK. VM SAC 1979 Oct;74(10):1497-9 

[Gas * = digestive tract] Paris J. Med Chir Dig 1980; 
9(1):37. (Fre) 

[Hysverical abdominal distention] Szanté D. Orv Hetil 1979 
Dec 16;120(50):3051 (Hun) 

[Diagnosis of psychogenic meteorism (letter)] Szanté on 
Orv Hetil 1980 Mar 2;121(9):543-4 un) 


ADMINISTRATION & DOSAGE 


Infusion of intraocular gas with a pressure-controlled system. 
Grizzard WS, et al. Am J Oph 1979 Dec;88(6):1096 
[Intravitreal gas injection in the ppg of selected 
retinal detachment (author's transl)] Laqua H. 
Klin Monatsbl Augenheilkd 1979 Jul;175(1): 32-9 3 
Abstr.) 


ity for CO using 
ussen H, et al. 
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ADVERSE EFFECTS 
Anesthetic pollution in the opera’ room: a notice to 
Pensach.sr- ee ei He Anesthesiology 1980 


to anesthetic gases and health problems in dental 
worker {editorial Michenfelder JD. Anesthesiology 1980 
Jul;53(1):1- 


ANALYSIS 
The middle ear gas composition in air-ventilated dogs. 
Ostfeld E, et al. Acta Otolaryngol (Stockh) 1980 Jan-Feb; 
8% 1-2):105-8 
~ evaluation of densit 
rizers. Prins L, et al. 
xy 2):106-10 
Studies on the composition of gases in the post-mortem body: 
animal ex; its and two ai cases. Sakata M, et 


ampoules 


, et 


dependence of anaesthetic 
Anaesth Soc J 1980 Mar; 


auiopsy 
Sci Int 1980 Jan-Feb;15(1):19-29 
oe ee within sealed 


usin mass spectrometer. 
sega Stand Bay be sore 2 331- Taian 1 
Nutrition Sy ey diet to in gas. 
Levine AS. J Med Soc NJ OND 1999 TE DenT6(13) 921-2 
H neous phase reactions of Martian volatiles with 
putative regolith minerals. Clark BC, et al. J Mol Evol 
1979 Dec;14(1-3):91-102 
Non-destructive head:pace gas analysis in 
— by 5145 A lasar Raman y GF, 
et al. J Parent Drug Assoc 1980 Mar-Apr; {Hever | 127-33 
A novel sampling s for 12/88 — ¥ mixture. 
Holmer r AL. ot J Parent Drug Assoc 1980 Jan-Feb; 
34(1):70-9 


Residual ysis and vacuum freeze drying. Jennings 
TA. J ay Drug Assoc 1980 Jan-Feb;34(1):62-9 

A method for collection and sampling of uncontaminated 
expired a os anaesthesia. SE. 

J Anaesthesiol 1979 Jun;5(4):291-4 

m4. of binary diffusion ee of oxygen and 
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[Our experiences in the diagnosis of early gastric carcinoma] 
Nowak A, et al. Pol Tyg Lek 1979 Oct 29;34(44):1705-8 
(Eng. Abstr.) (Pol) 

gnosis and treatment of gastric Fe a a 
ono Gorokhov LI, et al. ‘ekh 1979 Sep-Oc’ 
):47- 

[Attachment to a fibergastroscope for cinematogra od 
Ignat’ev Al. Med Tekh 1979 Sep-Oct;(5):49-50 ( ~ 
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[vai et ’ Zz boas et 1979 Nov; Se ae ger) 
alue of gastrofibroscopy in present i 
treatment of stomach neoplasms) Szawlowski A. 
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Minerva Chir 1979 Sep 


tomy. Experimental 
research] Latteri F, et al. Chir Ital 1979 Apr;31(2): py 
ita) 





ny. 
-34(18): 1185-92, (Eng. Abstr) 


[Transgastric esophagostomy with gastrostomy in y 
treatment of endoscopic perforation of the esophagus] 
Safatle NF, et al. Rev Paul Med 1979 Nov-Dec; 
94(5-6):134-9 (Eng. Abstr.) (Por) 
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disease [letter] Gratwohl A, et al. Transplantation 1979 Sep; 
28(3):266 


METABOLISM 


The distribution of glucocerebroside in the liver of patients 
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NS, et al. Aust J Exp Biol Med Sci 1979 Oct;57(5):551-4 


GEESE 


Recent practical and experimental observations on the 
infectious inflammatory disease of cloaca and penis in geese. 
Szép I, et al. Acta Vet Acad Sci Hung 1979;27(3):195-202 

Hazards to wintering geese and other wildlife from the use 
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162(2):221-48 
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Microimmunodiffusion test for nocardiosis. Blumer SO, et 
al. J Clin Microbiol 1979 Sep;10(3):308-12 

A simple radial diffusion technique for measuring selectivity 
of proteinuria. Jones BM, et al. J Clin Pathol 1980 Jun; 
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immunodiffusion test. Pfeiffer NE, et al. Am J Vet Res 
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immunodiffusion method for the measurement of 1g, _ 
and IgM. Blanchard GC, et al. Clin Biochem 1980 Apr; 


13(2):84-91 

Comparison of radial immunodiffusion and laser 
nephelometry for quantitati some serum 
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al. J Biol Stand 1979 Apr;7(2): 996" 

[Effect of test conditions on the results of the radial 
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The influence of drug and diluent particle size on the in vitro 
release of drug from hard gelatin — Newton JM, 
et al. J Pharm Pharmacol 1980 Mar;32(3):167-71 

Micromeritic ies of iprnmaocen ong 2 en toy grey 
— by tin-acacia coacervation. Takenaka H, et 

Pharm Sei 1980 May;69(5):513-6 

Subtilisin and and cy: bromide cleavage products of 
fibronectin that retain gelatin-binding activity. Gold LI, 
et al. Proc Natl Acad USA_1979 Oct;76(10):4803-7 

An improved method for embedding brain tissue in 
oo Crane AM, et al. Stain Technol 1979 Mar; 
$4(2):71 
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cultured cells. Jumblatt MM, et al. Transplantation 1980 
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ADVERSE EFFECTS 
[Effect of an oxypolygelatine solution (Gelifundol) on the 
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Klin Ernaehr 1980;7(1):21-4 (Eng. ‘Abstr.) 
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Assessment of haemodynamic changes and acid-base 
equilibrium during hypovolaemia and after infusion of 
plasma substitutes in dogs. Filczewski M, et al. 

Acta Physiol Pol 1980 Mar-Apr;31(2):201-8 
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Thymus-independent anti-DNP antibody responses to 
DNP-casein and DNP-gelatin. Ishizaka S, et al. 
Microbiol Immunol 1979;23(6):471-80 


PHARMACODYNAMICS 


Proteochondroitin sulfate synthesized in cartilages induced 
in vivo and in vitro by bone matrix gelatin. Oohira A, et 
al. Biochim Biophys Acta 1979 Aug 22;586(2):402-17 

Effect of gelatin on the cyclic AMP response of 
primocultured hog thyroid cells to acute thyrotropin 
stimulation. Takasu N, et al. Biochim Biophys Acta 1979 
Nov 1;587(4):507-14 

Lowering of serum cholesterol and triglyceride levels by 
balancing amino acid intake in the white rat. Torre GM, 
et al. J Nutr 1980 Jun;110(6):1194-6 

Effects of different anion solutions of varying osmotic 
pressure and viscosity on the inergic nervous system 
of Dugesia a S.L. Palladini G, et al. 
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[Systemic hemodynamics and oxygen supply to the body in 
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Gelatin film sandwich in tympanoplasty. Karlan MS. 
Otolaryngol Head Neck Surg 1979 Jan-Feb;87(1):84-6 
[Clinical observations on the rheological and hemod: ic 
effects of some drugs acting on the salovostetulations Motta 
G, et al. Minerva Med 1980 May 12;71(19):1367-76 (Eng. 
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Transcatheter gelfoam embolization in abdominal, 
retroperitoneal, and pelvic hemorrhage. Jander HP, et al. 
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Control of malignant renovascular hypertension by 
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Experimental determination of flow patterns of 
emboli: safety implications. Levin DC, et al. AJR 19 
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134(3):525-8 
Selective embolization to control massive hemorrhage 
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Collagen fibers as a fleece hemostatic agen 
. J Trauma 1980 Aug;20(8):688-94 
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Experimental production of cholesteatoma in rabbits by using 
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Spatial structure formation in 
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administration to rats. Nakano M. 
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el. Dela K, et al. J Pharm Pharmacol 1979 Nov; 
1(11):777-8 
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embedded in collagen gels. Yang J, et al. 1980 Aug; P 
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65(2):337-43 
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et al. Life Sci 1980 Feb 18;26(7):549-55 
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Lab Delo 1979;(9):56 
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CHEMICAL SYNTHESIS 
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GENE CONVERSION 
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7 a cerevisiae compared quantitatively with 
Neoyas7 33 Mitchell ID. 
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Cold Spring Harbor Syme Quant Biol ee 
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Spring Harbor Symp Quant Biol “1978430 1317-23 
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in recombination. Warner RC, et al. 
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t. Silverstein ME, 
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et al. Cold Harbor Symp Quant Biol 1979; 
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a MG MGC 1979 Oct 3;176(2):209-19 
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Gaillard C, et al. Nature 1980 Jan 10.28 5743 21820 
Selective amplification of variants of a eauike repeating 
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Further studies on sheep 
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ic drift in the high frequency of Tay-Sachs 
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Genetic differentiation of blood Ds er i 
three isolated human Try central Japan. 
Katayama K. Bull Osaka Sch 1979 jul: ;25(1):12-29 
A genetic study of intergradation between Mytilus edulis and 
Mytilus gall vincialis. Skibinski DO, et al. 
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Calculation of disease susceptibility gene fi 
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(Budap) 1978-1979; 12(1-4): 141-8 | 
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(Microtus agrestis L.). I. Survey of the ‘semi-stable’ 
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lereditas 1980;92(1):65-72 

The occurrence of inter-locus disequilibrium in combinations 
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Distribution of the S and C hemoglobins in Atakora District 
(Benin). Biondi G, et al. Hum Biol 1980 May;52(2):205-13 
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Different phenotypes of the ety com; t ( 
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Common polymorp oO! eo me ‘o! genetics and 

Brass data. Kémpf J, et al. Hum Genet 1979 Oct 2; 
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ere SS, et al. Hum Hered 1980,30¢4) 262-3 
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ered 1980;30(3):142-4 

Pad protein and enzyme polymorphisms in Belgium. 
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Red cell glutathione peroxidase in various Jewish ethnic 
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Frequency of Gc alleles and a variant Gc allele in Iceland. 
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Some biochemical polymorphisms in members of the Gaddi 
tribe of Himachal Pradesh. Kaur H, et al. Hum Hered 1980; 
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H, et al. Hum Hered 1979;29(4):326-41 
Studies on the C2-deficiency gene in man. Mortensen JP, 
et al. 1980 Apr.39(4): 2541-9 
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racial groups. Grunbaum BW, et al. J Forensic Sci 1980 
Apr;25(2):428-44 
frequencies in the domestic cats of Reno, Nevada: 
confirmation of a recent hypothesis. Anderson MM, et al. 
J Hered 1979 Jul-Aug;70(4):267-9 
Mid-arm recombination fractions. Garber MJ, et al. 
J Hered 1980 May-Jun;71(3):211-3 
Blood type analyses of creole-like cattle: a comparison with 
Longhorns and mixed controls. Murphey RM, et al. 
J Hered 1979 Jul-Aug;70(4):231-4 
Frequency distribution of histocompatibility-2 antigenic 
specificities in the Japanese wild m nerd cre A remote 
from the European su! Moriw: 
J Immunogenet 1979 Apr;6(2):99-113 
Genetic factors in spontaneous autoimmune thyroiditis in OS 
chickens. Wick G, et al. J Immunogenet 1979 Jun; 
6(3):177-83 
Histocompatibility-2 system in wild mice. X. Frequencies 
of H-2 and Ia antigens in wild mice from Europe and 
Africa. Gotze D, et al. J Immunol 1980 Jun;124(6):2675-81 
Genetic variation in the M antigen of group A streptococci: 
reassortment of type-specific markers and possible 
= tigenic drift. Cleary P, et al. J Infect Dis 1979 Nov; 
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Haemoglobin K Woolwich: a study of the family of a 

rGrie cy Cabannes R, et al. J Med Genet 1980 Jun; 
17(3):183- 

A family and population study of the genetic polymorphism 
of debrisoquine oxidation in a white British tion. 
Evans DA, et al. J Med Genet 1980 Apr;17(2):102-5 

Antiproteases and Down’s syndrome in an Australian 
population. McPhee H, et al. J Med Genet 1980 Jun; 
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Genetic drift in a stock of laboratory mice. Papaioannou VE, 
et al. Lab Anim 1980 Jan;14(1):11-3 

Gene enrichment in an American Indian population: an excess 
of severe combined immunod y disease. Murphy S, 
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Genetic recombination of herpes simplex virus, the role of 
the host cell and UV-irradiation of the virus. Dasgupta 
UB, et al. MGG 1980;178(3):617-23 

Mutation me ed decline in a rel strain of E. coli coli B/r. 
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Behavioral mutants of Drosophila melanogaster. III. Isolation 
and mapping of mutations by direct visual observations 
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Dominant cataract mutations induced by gamma-irradiation 
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Ts L-Ala35 ‘L-Phed)n. Pierce SK, et al. 
J Exp Med 1980 Aug;152(2):336-49 
Ia determinants on human T-cell subsets defined by 
monoclonal antibody. Activation stimuli required for 
expression. Reinherz EL, et al. J Exp Med 1979 Dec 1; 
150(6):1472-82 
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H-2 gene products. Ziegler K, et al. J Exp Med 1979 Nov 
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v Presse Med 1979 Oct 31;8(42): 3399-402" (Fre) 
[Netilmicin and tobramycin: comparative evaluation of 
pharmacokinetics, nephrotoxicity, and 
in animal studies (author’s transl)] Marre 


ee 

et 
Arzneim Forsch 1979; pat 940-5 (Eng. Abstr.) 

[Effect of gentamicin and other tic drugs 
causative Lo in urinary tract infections. 10-year report] 
Schmid W. Med Welt 1980 Jan Asta): 32-6 

an vasomotor reactivity] Marmo E, et al. 

G Ital Chemioter 1978 Jul- Dee:25(2): 61-70 (ing. or 


[Fundamental and clinical studies on sisomicin in children 
(author’s trans])] Iwai N, et al. Jpn J Antibiot 1980 Mar; 


33(3):333-51 (Eng. Abstr. (Jpn) 

[A Klebsiella strains induced by oral 
entamicin intake (author’s transl)] Funada H, et al. 

jae ae ene Zasshi 1980 Mar;54(3):103-8 (Eng. “—-) 

(Jpn) 

[Comparative study of sisomicin and gentamycin action on 

the cells in a tissue culture] Svi a TP, et al. 

Antibiotiki 1980 Apr;25(4):271-4 ig. Abstr.) (Rus) 

[Gentamycin action on the epithelium and stroma of the 

rabbit cornea] Verzin AA. Antibiotiki 1979 Dec; on 

) 

[Sensitivity of Salmonella strains to rifampicin and 

Salmonella and the synergic action of these antibiotics on 

monella typhimurium] Kondratenko GP, et al. 

Mikrobiol Zh 1980 Jan-Feb;42(1):81-5 (Eng. “abe) 








{In vitro activity of a new aminoglycoside antibiotic: 
netilmicin] Ales Reinlein JM, et al. Rev Clin Esp 1979 May 
15;153(3):213-6 (Eng. Abstr.) (Spa) 


POISONING 
Gentamicin —— from an anuric patient by combined 


ysis and charcoal Wright N, et 
al. Postgrad Med J 1980 Feb;56(652): 140-1 


THERAPEUTIC USE 


Infection in a functioning ventricul itoneal shunt treated 
with intraventricular gentamicin. MD, et al. 
Am J Hosp Pharm 1980 Feb;37(2):268-71 

Treatment of tularemia, including pulmonary tularemia, with 
entamicin. Mason WL, et al. Am Rev Respir Dis 1980 
an;121(1):39-45 
Prospective comparative study of efficacy and toxicity of 
netilmicin and amikacin. Bock BV, et al. 

Antimicrob Agents Chemother 1980 Feb, 17(2):217-25 

Evaluation of gentamicin and penicillin as a synergistic 
combination in experimental murine listeriosis. Edmiston 
CE Jr, et al. Antimicrob Agents Chemother 1979 Dec; 
16(6):862-3 

Netilmicin treatment of complicated urinary tract infection 
in patients with renal function impairment. Frimodt-Mdller 
N, et al. Agents 1979 Sep; 
16(3):406-10 

Penicillinase-resistant penicillin/gentamicin synergism. 
Effect in patients with Staphylococcus aureus bac 
Licht JH. Arch Intern Med 1979 Oct;139(10):1094-8 

Netilmicin in the treatment of infections in patients with 
cancer. Yap BS, et al. Arch Intern Med 1979 Nov; 
139(11):1259-62 

Gentamicin: clinical role. Coleman DL, et al. Conn Med 1980 
Feb;44(2):67-70 
Anaerobic isolates in chronic recurrent suppurative otitis 
media. Treatment with carbenicilli lone and in 
combination with gentamicin. Brook I. Infection 1979; 
1(5):247-51 

New aspects of aminoglycoside therapy: sisomicin extended 
summaries of papers presented at a symposium May 6-7, 
1977, Geneva/Switzerland. Gruenwaldt G, et al. 
Infection 1979;7 Suppl 3:suppl 241-304 

Gentamicin. Burrows GE. J Am Vet Med Assoc 1979 Aug 
1;175(3):301-2 

Gentamicin for treatment of resistant urinary tract infections 
in dogs. Ling GV, et al. J Am Vet Med Assoc 1979 Sep 
1;175(5):480-1 

High dose netilmicin therapy: efficacy, tolerance and tissue 
penetration. Solberg CO, et al. J Antimicrob 
1980 Jan;6(1):133—41 

Nosocomial infections with gentamicin-resistant 
jee gy ete aureus: plamid analysis as an gee 
tool. McGowan JE Jr, et al. J Infect Dis 1979 Dec; 
140(6):864-72 

A novel mechanism of resistance to penicillin-gentamicin 
— in Streptococcus faecalis. Moellering RC Jr, et 

. J Infect Dis 1980 Jan;141(1):81-6 


1980 


ge mee arg osteomyelitis caused by Pseudomonas 
Norden CW, et al. J Infect Dis 1980 Jan; 
141¢ ):71-5 


to therapy in an experimental rabbit model of 
meningitis due to Listeria monocytogenes. Scheld WM, 
et al. J Infect Dis 1979 Sep; pes 287-94 
—— clinical evaluation of efficacy and toxicity of a 
new aminoglycoside. Nordstrém L, et al. 
J Int Med Res 1979;7(2):117-26 
Ampicillin and gemtamicin in the treatment of fetal 
intrauterine infections. Creatsas G, et al. J Perinat Med 
1980;8(1):13-8 
ics of gentamicin in the treatment of renal 
infection: a therapeutic anomaly explained. Miller T, et al. 
Kidney Int 1979 Feb;15(2):160-6 
of an amputation site by Flavobacterium 
odoratum after gentamicin ta JM, et al. 
Med J Aust 1979 Dec 29;2(13): 
Sisomicin in the treatment of dl tract infections. 
Richmond JM, et al. Med J Aust 1979 Oct 6;2(7):375-6 
Netilmicin in the treatment of severe or com plicated urinary 
tract infections. rections. Peddie BA, et al. NZ Med J 1980 May 
28;91(660):378-81 
Effect of carbenicillin, gentamicin and vaccines on rats 
experimentally burned and infected with Pseudomonas 
dicedicees of ocho Toama MA, et al. Pharmazie 1980;35(4):228-30 
aminoglycosides—use in therapeutic practice 
Of 23 Tallon homie Martial Ne ct a 
Prog Clin Biol Res 1979;35:75-87 
Successful management of persistent 
ID, et al. S Afr Med J 1980 Aug 9;58(6):241-3 
Yersinia enterocolitica septicemia. Ruppert GB, et al. 
South Med J 1980 Feb;73(2):144-5 
Gentamicin dosage requirements: wide inte 
in 242 surgery patients with normal 
DE, et al. Surgery 1980 Feb;87(2):164-9 
[Clinical and bacteriological evaluation of sisomicin in sixteen 
cases of severe bronc'! infection (author’s 
transl)} Duwoos H, et al. Hop Paris 1979 Nov 8-15; 
55(37-38):1713-22 (Eng. Abstr.) (Fre) 
-antibiotic treatment with 
ae we ge ype in sur, hand 
infections] Asche G, et al. Handchirurgie™ 1979; nay. ie 
) 


it diarrhoea in infants. Hill 


(Eng. Abstr.) ( 
[Effect of a corticosteroid additive on the wnt of local 
therapy of a. superinfection in 


pedis 
a Or K, et al. ee, 1979 Jul; 
Emtec 5 wy Abstr.) Ger) 


( 
[Experience with sisomicin in pediatrics (author’s transl)] 
Weingartner L, et al. Infection 1979.703):119-27 —~ 
Abstr.) 
[he single diy dos of gentamicin i the treatment of 
infections (author’s transl)] Angelov A, et al. 
MMW. 1980 Feb 8;122(6):212-4 (Eng. Abstr.) (Ger 
treatment of infections in surgery with 
sisomicin] Orlowski T, et al. MMW 1979 Sep 28; 
121(39):1261-2 (Ger) 
Ambulatory treatment of urinary tract infections with 
sisomicin] Miissiggang H. Ther Ggw 1979 Aug 17; 
118(8):1217-23 (Ger) 
[Treatment of infected inflammatory dermatoses] Konietzko 
D. Z Hautkr 1980 May 15;55(10):644-51 (Ger) 
[Gentamicin-PMMA-~beads in treating bone and soft tissue 
infections (author’s transl)] Klemm K. Zentralbl Chir 1979; 
eeetonend 2 (Eng. Abstr.) (Ger) 
yg and pharmacokinetic studies with gentamicin 
PMMA beads cadens transl)] Wahlig H, et al. 
Zentralbl Chir ty pape 923-33 (Eng. Abstr.) (Ger) 
[Results of the use of a new aminoglycoside antibiotic, 
sisomicin, in gram negative bacterial respiratory infections] 
Lechi A, et al. Minerva Med 1979 Sep 26;70(41):2821-5 
(Eng. Abstr.) (ta) 
[Evaleation of the therapeutic efficacy and tolerance of a 
new aminoglycoside antibiotic, a in pa yd tract 
infections of the upper and low urinary tract] Ancona 
G, et al. Minerva Urol 1979 pve Poon 3.1(2):125-32 Eng. 
Abstr.) 
[Sisomicin in urinary tract infections] Laudi M, et al. 
Minerva Urol 1980 Jan-Mar;32(1):59-62 (Ita) 
[Data on the effectiveness of a new aminoglycoside antibiotic 
in the treatment of urinary tract infections] Trischitta C, 
et al. Minerva Urol 1980 Jan-Mar;32(1):49-58 (Eng. Abstr.) 


(Ita) 

ae ig studies on KW-1062 (author’s transl)] Mashimo K, 

al. Kansenshogaku Zasshi 1980 Mar;54(3):139-56 Gas. 

yond (Jpn) 

[Evaluation of the effect of gentamicin treatment on the 
course of experimental syphilis] Ruczkowska J, et al. 

Przegl Dermatol 1979 Mar-Apr;66(2):173-7 (Eng. | 

) 


[Gentamycin sulfate effectiveness and tolerance in patients 
with myelotoxic agranulocytosis] Baranov AE, et al. 
Antibiotiki 1979 Aug;24(8):626-32 (Eng. Abstr.) (Rus) 
[Use of gentamycin and furosemide in acute pyelonephritis 
y experimental morphological study)] Kantariia VA, et 
. Antibiotiki 1980 Mar;25(3):206-10 (Eng. Abstr.) 
(Rus) 
[Gentamycin sulfate in the therapy of acute and chronic 
pneumonias] Zamotaev IP, et al. Antibiotiki 1980 Mar; 
25(3):218-22 (Eng. Abstr.) (Rus) 
{Our experience in the treatment of various dermatoses with 
a polyvalent topical drug] Casas Marin M, et al. 





1980 


Actas 1979 May-Jun;70(5-6):415-20 (Spa) 
[Clinical evolution with a polyvalent topical compound] Soto 
Melo J, et al. Actas Dermosifiliogr 1979 May-Jun; 
70(5-6):407-14 (Eng. Abstr.) ¢ 
[Sisomicin sulfate: its efficacy in the treatment of urologic 
infections] Rodriquez Torres A. Arch Esp Urol 1979 
Jul-Aug;32(4):387-96 (Eng. Abstr.) (Spa) 
[A new aminoglucoside in infections of the urogenital system. 
Clinical study of sisomicin sulfate] Varela Rico J, et al. 
Prensa Med Mex 1978 Jul-Aug;43(7-8):258-60 (Spa) 
[Treatment of acute respiratory infections in adult patients. 
Determination of antibiotic levels in blood and respiratory 
secretions] Cia P, et al. Rev Clin Esp 1980 Jan 31; 
156(2):85-92 (Eng. Abstr.) (Spa) 


TOXICITY 


Reproductive and mien (Sh studies with a new 
aminoglycoside: — Sch 20569). Bamonte F, et al. 
Acta xicol (Copenh) 1979 Aug;45(2):145-51 

Prospective, se Ras ts trial of netilmicin and amikacin, 
with emphasis on eighth-nerve toxicity. Barza M, et al. 
Antimicrob Agents Chemother 1980 Apr;17(4):707-14 

Comparative nephrotoxicity of SCH 21420 and amikacin in 
rats. Rankin LI, et timicrob Agents Chemother 1979 
Oct; 16(4):491-4 

A comparative study of the ototoxicity of gentamicin and 
gentamicin Cl. Fox KE, et al. Arch Otolaryngol 1980 Jan; 
106(1):44-9 

Cardiovascular manifestations of acute antibiotic toxicity 
during E coli endotoxin shock in anesthetized dogs. Adams 
HR, et al. Cire Shock 1979;6(4):391-404 

Effect of timing of cefuroxime dosage on its protection of 
rats against gentamicin nephrotoxicity. Capel-Edwards K, 
et al. Infection 1980;8(1):41-2 

Furosemide enhancement of experimental gentamicin 
nephrotoxicity: comparison of functional and 
morphological changes with activities of urinary enzy: 
Adelman RD, et al. J Infect Dis 1979 Sep;140(3): 342-52 52 

Quantitative Ss of gentamicin in nontoxic doses. 
Trolifors B, et al. J Infect Bis 1980 Mar;141(3):306-9 

Natural history of aminoglycoside nephrotoxicity in the dog. 
Cronin RE, et al. J Lab Clin Med 1980 Mar;95(3):463-74 

Nephrotoxicity with gentamicin or tobramycin [letter] Plaut 
ME, et al. Lancet 1979 Sep 8;2(8141):526-7 

Urinary enzyme assays as a quantitative evaluation of drug 
induced nephrotoxicity. Conzelman GM Jr, et al. 

Proc West Soc 1980;23:243-7 

Effect of sodium bicarbonate and ammonium chloride 
ingestion in experimental gentamicin nephrotoxicity in rats. 
Elliott WC, et al. Res Commun Chem Pathol Pharmacol 
1980 Jun;28(3):483-95 

Course of gentamicin nephrotoxicity. Kahn T, et al. 
Toxicology 1980;16(1):49-57 

Gentamicin nephrotoxicity in the dog: sequential light and 
electron microscopy. Spangler WL, et al. Vet Pathol 1980 
Mar;17(2):206-17 

[Experimental study on the renal compatibility of the 
aminoglycosides gentamicin B and 
O-2-amino-2-deoxy—6-C-methyl-alpha-D-glucopyranos 
greater than 4)- ine (G-418)] k H, et al. 
Arzneimittelforschung 1979:29(11):1695-700 (Eng. Abstr.) 

(Ger) 

[Animal test for evaluation of ototoxicity and safety of 
KW-1062 (author’s transl)] Akiyoshi M, et al. 

Jpn J Antibiot 1980 Feb;33(2): 219-26 (Eng. ry. 
(Jpn) 

[Studies on the safety of KW-1062 (fifth report). A 
comparative study on the renal toxicity of KW-1062 and 
gentamicin in rats by ligh and electron microscopies 
(author's transl)] Hara T, et al. Jpn J Antibiot 1980 Jan; 
33(1):1-9 (Eng. Abstr.) (Jpn) 

[Evaluation of nephrotoxic site in rat proximal tubule: 
intrarenal distributions of three enzymes and effects of 
mercuric chloride and gentamicin on their excretion into 
urine (author’s transl)] Koseki C, et al. 

Nippon Yakurigaku Zasshi 1980 Jan;76(1):59-69 (Eng. 
Abstr.) (Jpn) 

[Pharmacokinetic basis of the nephrotoxic action of 
sisomycin. The pharmacokinetics of sisomycin in single and 
multiple administrations to rats] Firsov AA, et al. 

1980 Mar;25(3):201-6 (Eng. Abstr.) (Rus) 

[Pharmacokinetic validation of the nephrotoxic action of 
sisomycin. The relationship between nephrotoxicity and 
sisomycin concentration in the blood serum of rats] Firsov 
AA, et al. Antibiotiki 1980 Apr;25(4):275-80 (Eng. Abstr.) 

(Rus) 


GENTAMYCIN see GENTAMICINS 
GENTIAN 


ANALYSIS 


[High-speed liquid chromatographic analysis of drugs. VI. 
Rapid estimation of gentiopicroside in Gentianae scabrae 
radix and Gentianae radix (author’s transl)] Akada Y, et 
al. Yakugaku Zasshi 1979 Oct;99(10):1047-50 (Eng. Abstr.) 


(Jpn) 
GENTIAN VIOLET 
A combined resorcin-crystal violet-periodic acid-Schiff 


CUMULATED INDEX MEDICUS 


stain. Cannon MS, et al. Am J Med Technol 1980 Feb; 
46(2):113-4 


ANALYSIS 


Determination of gentian violet in animal feed, human urine, 
and wastewater by high pressure liquid chromatography. 
Rushing LG, et al. J Chromatogr Sci 1980 May; 
18(5):224-32 


DIAGNOSTIC USE 


Staining of depolymerised DNA in mammalian ‘ee with 
pon violet 6B and crystal violet. Dutt M 
Folia Histochem Cytochem (Krakow) 1980;18(: 79-83 


GENTIOBIOSE see under DISACCHARIDES 
GENTISATES 


Gentisic acid: a new stabilizer for low tin skeletal imaging 
agents: concise communication. Tofe AJ, et ai. 
J Nucl Med 1980 Apr;21(4):366-70 


METABOLISM 


Patulin biosynthesis: the metabolism of phyllostine and 
isoepoxydon by cell-free preparations from Pencillium 
urticae. Sekiguchi J, et al. Can J Microbiol 1979 Aug; 
25(8):881-7 

Evidence for isofunctional enzymes used in m-cresol and 
2,5-xylenol de tion via the gentisate pathway in 
Pseudomonas alcaligenes. Poh CL, et al. J Bacteriol 1980 
Jul; 143(1):59-69 


URINE 


Simultaneous _liquid-chromatographic quantitation of 
salicylic acid, salicyluric acid, and gentisic acid in urine. 
Cham BE, et al. Clin Chem 1980 Jan;26(1):111-4 


GEOGRAPHIC TONGUE see GLOSSITIS, BENIGN 
MIGRATORY 


GEOGRAPHY 
see related 


MAPS 
The significance of the model of medical-geographic analysis 
in public health. Vargha GL. Geogr Med 1979;9:116-9 
The contribution of the geographer to medicine. Howe GM. 
Health Bull (Edinb) 1980 Jan;38(1):43-8 
The spatial autocorrelation of cancer mortality. Glick B. 
Soc Sci Med [Med Geogr] 1979 Jun;13 D(2):123-30 
Expanding North American perspectives on medical 
geography. Pyle GF. Soc Sci Med [Med Geogr] 1979 Dec; 
13D(4):205-7 
[The influence of orography and buildings on the distribution 
of air pollution concentration] Schneider B. 
Z Gesamte Hyg 1979;25(12):893-6 (Eng. Abstr.) 


GEOLOGY 

Environmental geochemistry and health. 
Philos Trans R Soc Lond [Biol] 1979 Dec 11; 
288(1026):1-216 


Geochemical provinces and the incidence of dental diseases 
in Sri Lanka. Dissanayake CB. Sci Total Environ 1979 Sep; 
13(1):47-53 

[Advances in space biology] Imshenetskii 
Izv Nauk SSSR {Biol 1979 Tul Aug): 485-97 Eng, 
Abstr. 


[Phagocytosis of lunar soil by pulmonary 
Kruglikov GG, et al. Izv Akad Nauk ay macronhage ‘Boo 
May-Jun;(3):460-4 (Eng. Abstr.) 
[Search for life on Mars] Imshenetskii AA, et al. 
1979 Nov-Dec:48(6):1075-81 { (Eng. Abstr.) 
(Rus) 


(Ger) 


[Distribution of thermophilic sulfate reducing bacteria in the 
oil-bearing strata of Apsheron and Western Siberia] 
Rozanova EP, et al. Mikrobiologiia 1979 Nov-Dec; 
48(6):1113-7 (Eng. Abstr.) (Rus) 


HISTORY 


Hunterian oration, 1979. Some controversial aspects of John 
Hunter’s life and work. Part 5 geology and palaeontology. 
Qvist G. Ann R Coll Surg Engl 1979 Sep;61(5):381-4 


GEOTRICHOSIS see under MYCOSES 
GEOTRICHUM see under MONILIALES 


GERANIUM 


ANALYSIS 


[Constituents of Geranium thunbergii Sieg. et Zucc. VIII. 
Transformations of geraniin upon decoction (author's 
transl)] Okuda T, et al. Yakugaku Zasshi 1979 May; 
99(5):505-9 (Eng. Abstr.) (Jpn) 

[Isolation of geraniin from plants of Geranium and 
Euphorbiaceae (author's transl)] Okuda T, et al. 
Yakugaku Zasshi 1979 May;99(5):543-5 (Eng. Abstr.) 


(Jpn) 


GERBILS 


GERBILS 


The effect of radiocalcium (Ca-45) on the thymus and spleen 
in Indian Desert (Meriones hurrianae, Jerdon). Pau! 
P, et al. J Radiat Res (Tokyo) 1979 Mar;20(1):95-105 

The pai of the Mongolian Gerbil (Meriones 
unguiculatus): a review. Vincent AL, et al. 
Lab Anim Sci 1979 Oct;29%5):645-51 (64 ref.) 

Dihydrostreptomycin toxicity in the M 
Meriones unguiculatus. Wightman SR, et 
Lab Anim Sci 1980 Feb;30(1):71-5 

Rats, mice, hamsters, and gerbils. Burke TJ. 
Vet Clin North Am [Small Anim Pract] 1979 Aug; 

9(3):473-86 

[Change in the population density and species 

sandflies (Phlebotomidae) as a an of 
great gerbils in zoontoic — = 

the Karshi Steppe] Dergacheva TI. 

Med Parazitol (Mosk) 1980 San Feb 49(1):40-5 oo. 

Abstr.) 


[Effectiveness of using carbon tetrachloride in ieasieaien 
gerbils in zoonotic cutaneous is foci 
Shcherbakova Ela, et al. Med Parazitol (Mosk) 1979 
Nov-Dec;48(6):73-4 (Rus) 


ANATOMY & EESTOLOGY 
The pineal gland of the , Meriones unguiculatus. II. 
Morphometric analysis over a "24-hour on Welsh MG, 
et al. Cell Tissue Res 1979;204(1):95-109 
The Le gland of the gerbil, Meriones unguiculatus. +" 


ian gerbil, 


sedication of the 


foci in 


ly denervated pineal gland. 
Welsh MG, et al ¢ Tissue Res 1979.204¢1). lll 
Location of the auditory cortex in the M gerbil as 
determined by click stimulation. Gillette RG. 
J Aud Res 1978 Jul;18(3):191-202 
The tight epithelium . the Mongolian age 
organ as revealed b' 
JIN 1979 A 


Effect of estradiol-17 al; 
cortex and anterior pituitary gland of the Mi 
Nickerson PA. Tissue Cell 1980;12(1):117-23 
bones 


(Waterhouse, 
musculus (Linné, 1758)] W: H, et al. 
Z Versuchstierkd IST) 163-75 (Eng. Abstr.) 


BLOOD 
[Hematologic and clinical chemical normal ranges 


the 
Mongolian gerbil (Mi a ] )] Gattermana R. 
Z Versuchstierkd 1979;21(5):273-S (Ger) 


METABOLISM 


—— food oat into aig “* ischaemic 
rom eWiea) 1980:51(3-4).247-52 

The oxidation—-reduction state of cytochrome o 
freeze trapped gerbil brains. Bashford CL, et a 
FEBS Lett 1980 Apr 21;113(1):78-80 

Changes in brain dopamine, and serotonin 
associated with convulsions ind “i ee in 
the gerbil. Philo R, et al. J Neural Transm 1979; 
46(3):239-52 

Alterations = putative neurotransmitters and enzymes duri 
isc in gerbil cerebral cortex. Mriulja BB, et al. 
J Neural Transm (Sepel] = 23-30" 

The interrelation PO2 and NADH 


oxidation reduction sate nee Mayevsky A, et 
J Neurosci Res i057 17 
ype & 


Myo-inoaital al 
composition of ini wo Ap nth roony Ss) 


J Nutr 1980 Jun;110(6):1217-23 
Quantitative and —— gg in phospholipid 


intestine of development of 
lipodystrophy. the ger and MN, et i J Nutr Dec; 
109(12): 2146-51 

Activation of 2-deoxy-D-glucose uptake into cerebral 
microvessels during seizure. Welch KM, et al. 
Trans Am Neurol Assoc 1978;103:47-9 

[Effect of different water metabolism conditions on 
eg get A ABER 
Natochin IuV, et al. Zh 1979 Sep;65(9):1329-34 
(Eng. Abstr.) (Rus) 


MICROBIOLOGY 
Prevatts oS rene seems, Wotan Sf ete ond 


mammals in Southern Pribalkhash’e' 


Drobishchenko 
et ee gs Parazitol (Mosk) 1980 Mar-Apr;49(2):27-9 (Ene 
Abstr 


PARASITOLOGY 


Helminths of birds and mammals of Israel. VIII.- 
Skrjabinocapillaria rodentium n. sp. 
Capillariidae) from gerbillid ts. Wi i 
G, et al. Ann Parasitol Hum Comp 1979 Jan-Feb;54(1):65-8 
Pathology of intratesticular Brugia in jirds. Vincent AL, et 
al. J Parasitol 1 1979 rege gen 
Experimental transmission of Syphacia muris among rats, 
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GERBILS 


mice, hamsters and . Ross CR, et al. 
Lab Anim Sci 1980 Feb;30(1):35-7 , 

[Study of virulence of the he Leishmania tropica major strains 

fi (Rhombomys opimus Licht.) under 

ition in Turkmenistan] Ponirovskii 

(Mosk) 1980 Mar-Apr;49(2):43-6 

(Eng. Abstr.) (Rus) 


[Characteristics of the relationshi Va — gerbils and 
Leishmania major] Strelkova M 
Med Parazitol (Mosk) 1980 bln 49(2): 35-42 (Eng. 
Abstr.) (Rus) 
[Parasitic contacts between the 1 Rove, ogy and midday 
erbils in the Muyun-Kum] Morozov 
Porazitologiia 1980 Mar-Apr;14(2): 130-3 (Eng. —_,, ‘ 


[Fertility of the flea, ey oo gerbilli Minax, that 
ee the great gerbil (Aphaniptera)] Zolotova SI, 4 
al. Parazitologiia 1975. eae 13(5):497-502 (Eng. . 


PHYSIOLOGY 


Effect of pre- versus postpubertal castration on aggression 
between male gerbils. Yahr P, et al. Behav Neural Biol 
1980 Apr;28(4):496-S00 

Effect of superior cervical ganglionectomy on monoamine 
content in the epithalamic area of the Mongolian gerbil 
(Meriones unguiculatus): a fluorescence histochemical 
study. Mgller M, et al. Cell Tissue Res 1979 Sep 2; 
201(1):1-9 

Antispermatogenic activity of cyclohexanol in gerbil 
(Meriones hurrianae Jerdon) & house rat (Rattus rattus 
rufescens). Tyagi A, et al. Indian J Exp Biol 1979 Dec; 
17(12):1305-7 

Vaginal opening in the Mongolian _ Meriones 
unguiculatus: normal data and the influence of social 

factors. Norris ML, et al. Lab Anim 1979 Apr;13(2):159-62 


GERIATRIC DENTISTRY 


Geriatric oral health [editorial] Epstein S. 
J Am Coll Dent 1979 Jul;46(3):148-9 

Geriatric nutrition: the role of taste and smell in appetite. 
Massler M. J Prosthet Dent 1980 Mar;43(3):247-50 

Dental state of the elderly seeking dental care. Comparison 
with inmates of old people’s homes. Makila E, et al. 

Finn Dent Soc 1979;75(4):63-8 

The dental needs of day-patients and in-patients at a London 
hospital. Gelbier S, et al. Public Health 1979 Nov; 
93(6):350-7 


EDUCATION 


Oral health status: im 
the aged. Beck JD, 
19(6):580-4 


GERIATRIC NURSING 


Counteracting sensory changes in the aging. Bozian MW, 
et al. Am J Nurs 1980 Mar;80(3):473-6 

Research in nursing te Hirschfeld MJ. 
J Adv Nurs 1979 Nov;4(6):621 

The role of the psychiatric nurse : ¥y~ in caring for the 
institutionalized aged. Jackson BS. J Psychiatr Nurs 1979 
Nov;17(11):21-3 

The psychology of rehabilitation. Wright WB. Lancet 1979 
Dec 1;2(8153):1179 

Minneapolis high rise nurse program: a study. Peterson DM. 
Minn Med 1980 Feb;63(2):131-3 

Symposium on ——- nursing. Nurs Clin North Am 
1949 Dec; 14(4):57 

Concentration a 7, a challenge for geriatric 
nursing. Cooper RH. Nurs Clin North Am 1979 Dec; 
14(4):621-8 

ee involvement in long-term care policy. Faber H. 
Nurs Clin North Am 1979 Dec;14(4):629-40 

Application of —- factors in Fp Dec fac nursing. Thomas 
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Cell Immunol 1979 Nov;48(1):52-8 

The structure of cucurbitin: subunit symmetry and 
organization in situ. Colman PM, et al. Eur J Biochem 1980 
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cortex. trom JP, et al. Brain Res 1980 May 12; 
189(2):524-9 
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J Physiol (Lond) 1979 Aug;293:69P 


ia ssomear yaar 


ee of focal cortical epileptiform discharge to the 
ganglia. Neafsey EJ, et al. Exp Neurol 1979 Oct; 
66(1):97-108 


RADIOGRAPHY 
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pregnancy in the rat [proceedings] Baylis C. 

Ph: (Lond) 1979 Oct;295:101P 

Factors influencing glomerular filtration rate in the fetal lamb 
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[Effect of saralasin infusion on glomerular filtration rate and 
sodium excretion in hypertensive patients (author’s trans!)] 
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Ogura Y, et al. Contrib Nephrol 1980;22:18-27 

Platelets, endothelium, and renal disease [editorial] Lancet 
1979 Oct 27;2(8148):890-1 
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[Extramembranous lomerulonephritis in rheumatoid 
arthritis. Possible role of diclofenac] Ducret F, et al. 
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‘chronic polyneuropathy with skin hyperpigmentation, 
hypertrichosis, edema and abnormal immunoglobulins’ 
= transl)] Terasaki T, et al. 
Nippon Jinzo Gakkai Shi i980 Feb;22(2):185-92 os. 
Abstr.) (Spn) 
[The onset and progression of eran A in 
childhood (author's transl)} Wada H. 
Nippon Jinzo Gakkai Shi 1979 Apr;21(4):381-6 (Jpn) 
[Experimental study on the origin of glomerular foam cells 
in glomerulonephritis (author's transl)] Watanabe T, et al. 
Nippon Jinzo Gakkai Shi 1980 Feb;22(2):163-74 (Eng. 
Abstr.) (Jpn) 
[Mesangial kidney cells: structure and function under normal 
and pathological conditions] Perov IuL, et al. 
Arkh Patol 1980;42(3):3-10 (68 ref.) (Eng. Abstr.) (Rus) 
[Viral and Mycoplasma-induced glomerulopathies in 
children) Val’kovich El. Arkh Patol 1980;42(3):10-5 (Eng. 
Abstr.) (Rus) 
[Clinical morphological characteristics of intravascular 
coagulation in glomerulonephritis] Varshavskii VA, et al. 
Arkh Patol 1980;42(2):12-8 (Eng. Abstr.) (Rus) 
[Histopathological changes in the kidneys of the progeny 
of rats with aloxan diabetes] Nasledova ID, et al 
Probl Endokrinol (Mosk) 1979 Nov-Dec;25(6):54-6 Eng. 
Abstr.) us) 
[Clinical morphological characteristics of focal secon 
glomerular hyalinosis as a variant of fibroplastic 
glomerulonephritis] Poliantseva LR, et al. 
Urol Nefrol (Mosk) 1980 May-Jun;(3):12-8 (Eng. —_) 
(Rus 


[Results of clinico-cytological comparisons _ in aan 
glomerulonephritis] Pluzhnik EG. Vrach Delo 1980 May; 
(5):73-4 (Eng. Abstr.) (Rus) 

[Idiopathic rapidly progressing glomerulonephritis. Clinical 
and morphological study] Montoliu J, et al. 

Rev Clin Esp 1979 May 31;153(4):287-91 (Eng. Abstr.) 
(Spa) 


[Quantitative study of renal interstitial tissue in various 
chronic glomerulonephrites] Suliman Jabari N, et al. 
Rev Clin Esp 1979 Jun 30;153(6):421-4 (Eng. Abstr.) 

¢ 


PHYSIOPATHOLOGY 


Participation of kallikrein, coagulation/fibrinolysis 
a in the development of glomerulonephritis. 
akamura K, et al. Adv Exp Med Biol 1979;120A:555-67 
A kinetic study of the degradation of human glomerular 
basement membrane by human _ polymorphonuclear 
leucocyte azurophil a supportive evidence for the 
involvement of ocytes in  glomerulonephritis 
Reoceoads Hughes KT, . al. Biochem Soc Trans 1979 
t;7( 

Structure of the sugar moiety in the nephritogenic 
ee from rat glomerular, basement membrane. 
hibata S, et al. Carbohydr Res 1980 Mar 15;81(2):345-8 
Correlation between endogenous creatinine clearance and 
relative interstitial volume of the renal cortex in patients 
with diffuse membranous glomerulonephritis having a 
normal serum creatinine concentration. Riemenschneider 

T, et al. Lab Invest 1980 Aug;43(2):145-9 
Gastrointestinal protein loss in the nephrotic _ 
studied with 51Cr-albumin. Schultze 6, et al. 
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1980;25(5):227-30 
Pressure-volume relationship and renal function in chronic 
lomerulonephritis patients. Sasaki Y, et al. 
‘ohoku J woke J Ee 1979 Aug;128(4): 305-12 
[Detection of the circulating immune complexes in SLE sera: 
renal and serological correlations (author's transl)] Miyaji 
H. Nippon Jinzo Gakkai Shi 1979 Oct;21(10):1113-23 Ca 
Abstr.) (Jpn) 
[Baroflex sensitivity in endstage chronic glomerulonephritis 
(author’s transl)] Tomiyama O. 
Nippon Jinzo ‘Shi 1979 Jun;21(6):609-22 a 
Abstr.) 


[Pathopbysiological factors influencing the 
lonephritis (author’s transl)] veitios , et al. 
ippon Jinzo Gakkai fos 1979 Apr;21(4): 413-8 7 
[Blood circulation in ac ee itis] Alekseev 
et al. Klin Med (Mosk) 1979 Aug;57(8):35-7 (Eng. Aint 


[Functional and morphological state of the kidneys in 4 
Pediatris 1980 Feb in children] Naumova VI, et a a 
) 


1980 Feb;(2):16-20 (Eng. Abstr.) 
[Microcirculation in acute and chronic diffuse 
ey oe ritis) Mishin VI, et al. Ter Arkh 1980; 
2(4):88-91 (Eng. Abstr.) (Rus) 
[Functional state of the myocardium and energy metabolism 
indices in glomerulonephritis and pyelonephritis in 
children] Zelii 


ins*ka OD. Pediatr Akush Ginekol 1979 
Jul-Aug;(4):28-30 (Ukr) 


PREVENTION & CONTROL 


Thiamphenicol and lupus nephritis. II. The effects of giving 
the drug from weaning to NZBxOUW F1 hybrid female 
mice. Sim os et al. Br J Exp Pathol 1979 Oct; 
60(5):493- 

[Prevention of streptococcal infections 4 


t-streptococcal lications 
ev Ig [Bacteriol] 1979 ul- Sep: marie 141-51 (Eng. a) 


[Results of the use, for a period of 3 years (1974-1977), i in 
pilot districts, of the complex program of measures for 
prevention of streptococcal infections and _ their 
complications] Mihalcu F, et al. Rev Ig [Bacteriol] 1979 
Jul-Sep;24(3):157-66 (Eng. Abstr.) (Rum) 

[Possibilities and difficulties of monitoring streptococcal 
infections and preventing their disabling complications] 
Teodorovici G, et al. Rev Ig Jul-Sep; 
24(3):153-5 (Rum) 

[State of the thrombin-plasmin system in nephrotoxic 
nephritis treated with heparin, urokinase, and a 
Monastyrskii VA, et al. Arkh Patol 1980;42(1):17-22 Eas. 
Abstr.) 


SURGERY 


[Thoracic lymphatic duct drainage in a female patient with 
exacerbated chronic glomerulonephritis] Briker VA, et al. 
Sov Med 1980;(4):116-7 (Rus) 


THERAPY 


Treatment of acute glomerular nephritis. de Wardener HE. 
Am Heart J 1979 Oct;98(4):523-5 

Plasma exchange in glomerulonephritis and _ related 
vasculitides. Lockwood CM, et al. Annu Rev Med 1980; 
31:167-79 (31 ref.) 

Acute proliferative glomerulonephritis with crescents and 
renal failure in pi + oom successfully managed by 
intermittent haemodialysis. Case report. Naik RB, et al. 

Obstet Gynaecol 1979 Oct;86(10):819-22 

P'cae Neghael in glomerulonephritis. McKenzie PE, et al. 
Clin 1979 Sep;12(3):97-108 

Extracorporeal immunoadsorption: initial experience in 

human systemic lupus erythematosus. Terman DS, et al. 
Lancet 1979 Oct 20;2(8147):824-7 

Treatment of membranous ge wy Cameron JS. 
N Engl J Med 1980 Mar 13;302(11 

Renal ae ange og! for focal pet ct REE 
Zimmerman CE. Transplantation 1980 Feb;29(2):172 

[Renal allograft rejection reaction and the interrelationship 
between immunologic and biochemical indices in the 
posttransplantation period] Drannik GN, et al. Fiziol Zh 
1979 Nov-Dec;25(6):693-8 (Eng. Abstr.) (Rus) 

[Medical aid planning for patients with glomerulonephritis 
at the my of chronic renal insufficiency in a large city] 
Poliakov IV, et al. Klin Med (Mosk) 1979 Nov;57(11):65-72 
(Eng. Abstr.) (Rus) 

[Pro oe daiiieamaas of nephrologic patients with 

icient renal function] Riabov SI, et al. Ter Arkh 1980; 
52(1): 64-8 (Eng. Abstr.) 

[Apropos of Prof. M. A. Dudcherko’s article, 
Sanatorium-Health Resort Treatment of 
Glomerulonephritis’] Pyrig LA. 

Vopr Kurortol Fizioter Lech Fiz Kult 1980 ett sie 


= oi 


(Rus) 
‘The 


[Treatment and prevention of primary snidieaiiane 
egy ag are in children (lecture)] Gnatiuk AI. 
opr Okhr Materin Det 1980 May;25(5):29-33 (Rus) 
pFiecnashapiia in the treatment of _ extracapillary 
glomerulonephritis (author’s transl)] Sanz Guajardo D, et 
al. Med Clin (Barc) 1980 May 10;74(9):337-41 (Eng. Abstr.) 
(Spa) 
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URINE 


ls in the urine [letter] Birch DF, et al. Lancet 1980 

Einteey Geovation anil Nieiesiioile Wt dinsechasi f 
ri excretion ynt of disacc' le units o 
the glemerdies basement membrane in Masugi's nephritis 


= Sternberg M, et al. 

Urol Nephrol (Paris) 1979 ‘Apr-May:85(-5 324 (Fre) 

[Study on sodium excretion in patients with 

lonephritis—-with special reference to postural 
change , gh transl)] Fujiwara Y. 
a Gakkai Shi 1979 Jun;21(6):623-35 (Eng. 
Abstr.) 

(Urinary excretion of plasmin and thvisidiinlonten 
degradation products in various types of glomerulonephritis 
(author’s transl)] Koyama A, et 

Nippon Jinzo Gakkai Shi 1979 Sop:21(9): 1037-46 ae. 
Abstr.) (Jpn) 


VETERINARY 


Spontaneous glomerular sclerosis in aging Sprague-Dawley 
rats. II. Ultrastructural studies. Bolton wk. et al. 
Am J Pathol 1980 Feb;98(2):339-56 
Polyvinyl alcohol toxicosis as a model of 
in Beagle dogs. Riviere JE, et al. Am J 
4104): 502-5 
Familial glomerulonephritis in Doberman 
Wilcock BP, et al. Can. Vet | J 1979 Sep; 
Age- and sex-related 2 
white mice. Kelley VE, et al 
Clin Immunol Immunopathol 
Mesangiocapillary glomerul hritis in Dorset-Finnish 
landrace cross lambs. Angus KW, et al. Vet Rec 1979 Nov 
17;105(20):471 
lomerulonephritis in a skunk. Thornburg LP. VM SAC 1979 
Dec;74(12):1806 


jomerulonephritis 
et Res 1980 Apr; 


inscher 
'9):244-9 
hritis in New 


1980 Jun; 16(2):142-50 


GLOMERULOSCLEROSIS, DIABETIC see DIABETIC 
NEPHROPATHIES 


GLOMERULOSCLEROSIS, FOCAL see under 
GLOMERULONEPHRITIS 


GLOMUS CAROTICUM see CAROTID BODY 


GLOMUS JUGULARE see under PARAGANGLIA, 
NONCHROMAFFIN 


GLOMUS JUGULARE TUMOR see under 
PARAGANGLIOMA, NONCHROMAFFIN 


GLOSSALGIA 


ETIOLOGY 
[Glossodynia] Perko M. SSO 1979 Feb;89(2):120-3 (Eng. 
Abstr.) Ger 


(Ger) 

[Role of local and general factors in the origin of certain 
forms of glossalgia] Budylina SM, et al. 

Stomatologiia (Mosk) 1980 Mar-Apr;59(2):59-60 (Eng. 

Abstr.) (Rus) 


PATHOLOGY 


[A contribution to the definition and gg of = 
concepts of prosthetic stomatitis, 
stomatodynia] Wagner IV. Stomatol 
29(9):679-83 (Eng. Abstr.) 


PHYSIOPATHOLOGY 


Relations between taste submodalities in healthy subjects and 
— with glossalgia. Zav’yalov AV, et al. 
um Physiol 1979 Jul- Aug:s(): 520-5 


GLOSSECTOMY 


The effects of glossectomy on intelligibility of speech and 
x: perceptual discrimination. Rentschler GJ, et al. 
J Oral Surg 1980 May;38(5):348-54 


METHODS 


Prosthodontic and speech rehabilitation after partial and 
complete glossectomy. Lauciello FR, et al. 
J Prosthet Dent 1980 Feb;43(2):204-11 

Surgical management of postradiation residual/recurrent 
cancer of the base of the tongue. Pradhan SA, et al. 
J Surg Oncol 1980;14(3):201-6 

[Primary functional reconstruction of the floor of the mouth 
following surgery for cancer (author’s transl)] Arnold W, 
et al. Laryngol Rhinol Otol (Stuttg) 1979 Aug;58(8):648-52 
(Eng. Abstr.) (Ger) 


GLOSSINA see TSETSE FLIES 


GLOSSITIS 


COMPLICATIONS 


Septicemia caused by Capnocytophaga in a granulocytopenic 
patient with glossitis. Gandola C, et al. 
Arch Intern Med 1980 Jun;140(6):851-2 
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PATHOLOGY 


[Median candidiasis of the tongue (glossitis mediana 
eet Lom: fel —— Grosshans E, et al. 
Ann Dermatol Venereol ar; 106(3):259-64 4 
Abstr.) 


GLOSSITIS AREATA EXFOLIATIVA see GLOSSITIS, 
BENIGN MIGRATORY 


GLOSSITIS, BENIGN MIGRATORY 


DRUG THERAPY 


The treatment of geographic tongue with topical Retin-A 
solution. Helfman RJ. Cutis 1979 Aug;24(2):179-80 


ETIOLOGY 


Geographic tongue--a manifestation of atopy. Marks R, et 
al. Br J Dermatol 1979 Aug;101(2):159-62 


PATHOLOGY 


Erythema circinata migrans—ectopic pent tongue. 
Hoexter DL. NY State Dent J 1980 Jun-Jul;46(6):350-1 


GLOSSODYNIA see GLOSSALGIA 


as cep rae: ange NERVE 


pharyngeal neuralgia patient. MacClelland DC. 
TAORN 3 J 1980 Mar;31(4):589-98 
mR - hho coagulation of the petrous ganglion in 
lossopharyngeal neuralgia. Lazorthes Y, et al. 
fepesvers 1979 Jun;4(6):512-6 
Aneurysm of the internal carotid artery at the base of the 
skull: an unusual cause of cranial neuropathies. Lane RJ, 
et al. Otolaryngol Head Neck Surg 1980 May-Jun; 
88(3):230-2 
[Acquired isolated velopalatine hemiparalysis in children] 
Auberge C, et al. Arch Fr Pediatr 1979 a 
re 


[Rare care of Ramsay Hunt syndrome associated with herpes 
zoster of the glossopharyngeal nerve] Bluma Z, et al. 
Neurol Neurochir Pol 1979 Jul-Aug;13(4):439-42 (Eng. 
Abstr.) (Pol) 


ANATOMY & HISTOLOGY 


Central origins of cranial nerve parasympathetic neurons in 
the rat. Contreras RJ, et al. J Comp Neurol 1980 Mar 15; 
190(2):373-94 

Central gustatory paths in the crucian carp, Carassius 
carassius. Morita Y, et al. J Comp Neurol 1980 May 1; 
191(1):119-32 

Distribution of carotid sinus nerve afferent fibers to solitary 
tract nuclei of the cat using transganglionic transport of 
horseradish peroxidase. Berger AJ. Neurosci Lett 1979 Oct; 
14(2-3):153-8 

Identification of the inferior salivatory nucleus in the cat as 
studied by HRP bathings of the transected 

jossopharyngeal nerve root. Satomi H, et al. 
eurosci Lett 1979 Mar;11(3):259-63 

[A macroscopical study of the nervus glossopharyngeus of 
shark (Mustelus manazo) (author’s trans!)] Tanaka S. 
Anat Anz 1979;146(5):456-69 (Eng. Abstr.) (Ger) 


PHYSIOLOGY 


— by theoretical model of dynamic and steady 
ments in frog gustatory response. Kashiwagura T, 
Am J Physiol 1980 May;238(5):G445-52 

adie that substance P is a neurotransmitter of baro- and 
chemoreceptor afferents in nucleus tractus solitarius. Gillis 
RA, et al. Brain Res 1980 Jan 13;181(2):476-81 

The effect of nerve stump length upon mammalian taste 
responses. Oakley B, et al. Brain Res 1980 Jul 21; 
194(1): 213-8 

Carotid body chemoreceptor activity as recorded from the 
petrosal ganglion in cats. Vidruk EH, et al. Brain Res 1980 
Jan 13;181(2):455-9 

Sinus nerve efferent activity survives suprapetrosal section 
[proceedings] McAllen RM, et al. J Physiol (Lond) 1979 
Oct;295:58P-59P 

Altered cardiovascular responses to glossopharyngeal nerve 
stimulation in the spontaneously hypertensive rat. Lee JY, 
et al. Res Commun Chem Pathol Pharmacol 1980 Jul; 
29(1):27-42 

Influences of hypoglossus and glossopharingeus nerves on 
Hal larynx resistance [letter] Gonzalez-Barén S, et al. 

Rev Esp Fisiol 1979 Jun;35(2):251-3 

Gustatory sensitivities in neurons of the hamster nucleus 
tractus solitarius. Travers JB, et al. Sens Processes 
Mar;3(1):1-26 


SURGERY 


Effectiveness of the CO2 laser in experimental tympanic 
neurectomy. Lima JA, et al. Laryngoscope 1980 Mar; 
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90(3):414-22 


GLOTTIS 


ey? — syndrome and supraglottic edema. Baker SR, 
Arch Otolaryngol 1980 Aug;106(8):486-91 
Pathologie uiz case 1. Naclerio RM. Arch Otolaryngol 1980 
Aug;106(8):514-6 
A vegetative foreign body of the subglottic region. Soni NK, 
et al. Indian Pediatr 1979 Jun; 16(6):553-4 
M ement of advanced glottic cancer. A 10 year review 
of the Toronto experience. Harwood AR, et al. 
Int J Radiat Oncol Biol Phys 1979 Jun;5(6):899-904 
Early glottic carcinoma: factors affecting radiation failure, 
results of treatment and sequelae. Mills EE. 
Int J Radiat Oncol Biol Phys 1979 Jun;5(6):811-7 
Moderate-dose radiotherapy for glottic cancer [news] 
JAMA 1979 Nov 30;242(22):2382 
Radiotherapy of early glottic cancer. Harwood AR, et al. 
Laryngoscope 1980 Mar;90(3):465-70 
Treatment of subglottic hemangioma with the carbon dioxide 
lealy GB, et al. Laryngoscope 1980 May;90(5 Pt 
1):809-13 
Experimental animal model of subglottic stenosis. Borowiecki 
B, et al. 1978 Mar-Apr;86(2):ORL284 
Christmas bow yn Buntain hg et al 
South Med J 1979 Nov;72(11):1471-2 


PATHOLOGY 


Case for diagnosis: subglottic hemangioma and cerebral 
edema. Gordon LP. it Med 1979 Oct;144(10):659, 664 
Spread and mode of metastases of ree Be laryngeal 
carcinoma. Meyer-Breiting E, et 1979; 
41(5):288-300 


PHYSIOLOGY 


Evaluation of voice therapy by means of photoglottography. 
Kitzing P, et al. Folia Phoniatr (Basel) 1979;31(2):103-9 


PHYSIOPATHOLOGY 


Relation between voice sound pressure and subglottal 
pressure as a diagnostic cue. Klingholz F. 
Auris Nasus Larynx 1979;6(1):39-45 


SURGERY 


Neoglottic reconstruction after total laryngectomy. Staffieri’s 
techniques: a report of 18 cases. Griffiths CM 
Arch Otolaryngol 1980 Feb;106(2):77-9 

Supraglottic surgery in vestibular cancer. Calearo C, et al. 
Arch Otorhinolaryngol 1979 Jul 26;224(3-4):207-20 

Excision of subglottic stenosis with the urethral resectoscope. 
Downing TP, et al. J Pediatr Surg 1979 Jun;14(3):252-7 

Epiglottic reconstruction of oe eal stenosis secondary to 
aa ieee” Kennedy TL. Laryngoscope 1980 Jul; 
90(7 Pt 1):1130-6 

tisdllervaanoleons for verrucous carcinoma of the glottis. 
Myers E, et al. Laryngoscope 1980 Apr;90(4):693-8 


Results of conservation surgery for cancers of the a 
and pyriform sinus. Ogura JH, et al. Laryngoscope 1980 
Apr;90(4):59 1-600 

Management of glottic stenosis. Montgomery WM. 
Otolaryngol Clin North Am 1979 Nov;12(4):841-7 


GLOVES, SURGICAL 


Surface powders on surgical gloves. Tolbert TW, et al. 
Arch Surg 1980 Jun;115(6):729-32 

Permeation of fingerprints through laboratory gloves. 
Willinski G. J Forensic Sci 1980 Jul;25(3):682-5 

Reaction of vinyl rubber gloves with radiographic emulsion. 
Cross DL. Oral Surg 1980 Jul;50(1):101 


ADVERSE EFFECTS 


Contact urticaria from latex surgical gloves. Férstrém L. 
Contact Dermatitis 1980 Jan;6(1):33-4 


STANDARDS 


Talc on surgeons’ gloves [letter] Henderson WJ, et al. 
Br J Surg 1979 Aug;66(8):599 


GLOXAZONE see under THIOSEMICARBAZONES 
GLUCAGON 


Helical conformation of glucagon in surfactant solutions. Wu 
CS, et al. Biochemistry 1980 May 13;19(10):2117-22 

The glucagon-like polypeptides - order out of chaos? Conlon 
JM. Diabetologia 1980;18(2):85-8 

Effects of glucose and amino acids on insulin, glucagon and 
zymogen granule size of foetal rat pancreas grown in organ 
culture. Milner GR, et al. 1979 Jul; 
82(1):179-89 


ADMINISTRATION & DOSAGE 


NAGD regimen for the coma of drug-related overdose. 
Rappolt RT Sr, et al. Ann Emerg Med 1980 Jul;9(7):357-63 
Glucagon 5 insulin oscillatory self-administration in rats. 
Jouhaneau J. Physiol Behav 1979 Jul;23(1):31-3 
Use of a portable syringe pump for glucagon administration 
in abdominal computed tomography. Kreel L, et al. 


GLUCAGON 


Radiology 1980 Aug;136(2):507-8 
The role of stress hormones in the catabolic metabolism of 


shock. Liddell MJ, et al. Surg Gynecol Obstet 1979 Dec; 
149(6):822-30 


ADVERSE EFFECTS 


Erythema multiforme secondary to intravenous glucagon. 
Edell SL. AJR 1980 Feb;134(2):385-6 
[Side effect of propranolol-glucagon test (author’s transl)] 
Okada Y, et al Horumon To Rinsho 1979 Jul;27(7):819-22 
(Spn) 
ANALOGS & DERIVATIVES 


(Des-histidine 1) (N_ epsilon-phenylthiocarbamoyllysine 
12)-glucagon: effects on glycogenolysis in perfused rat 
liver. Khan BA, et al. Biochem Biophys Res Commun 1980 
Apr 14;93(3):729-36 

Preparation and properties of glucagon analogs ey by 
semi-synthesis from CNBr-glucagon. Wright DE, et al. 
Biochim Biophys Acta 1980 Aug 1;631({1):49-58 

Immunogenicity and bioactivity of glucagon, modified at 
methionine-27. Nooijen WJ, et al. Horm Metab Res 1979 
Aug;11(8):459-63 


ANALYSIS 


Laser Raman spectra of glucagon. Jao TC, et al. 
Arch Biochem Biophys 1979 Oct 1;197(1):342-8 

Evidence that glicentin contains the entire sequence of 
glucagon. Holst JJ. Biochem J 1980 May 1;187(2):337-43 

Glucagon responses to hypoglycemia in type I diabetic men 
after 24-hour glucoregulation by glucose-controlled insulin 
infusion. Ensinck JW, et al. Diabetes Care 1980 Mar-Apr; 
3(2):285-9 

Gut-type glucagon immunoreactivity in nerves of the rat 
brain. Lorén I, et al. Histochemistry 1979 Jul 11; 
61(3):335-41 

Insulin and glucagon in human reatic exocrine fluid. 
Prinz RA, et al. Horm Metab 1980 Jan;12(1):38-9 

Glicentin: a precursor of — Ravazzola M, et al. 
Life Sei 1979 Jul 16;25(3):287-90 

Selection of a albumin preparations for use in the 
radioimmunoassay of glucagon. Flatt PR. Med Lab Sci 
1980 Mar;37(2):175-7 

[Insulin, C peptide and Siecagon i in amniotic fluid in normal 
and diabetic D, et al. 
Journ Annu Diabetol Hotel Dieu 19799301 (Fre) 


ANTAGONISTS & INHIBITORS 
Effect of alcohol on the plasma cAMP response to glucagon. 
French SW, et al. 


Res Commun Chem Pathol Pharmacol 
26(1):209-12 


BIOSYNTHESIS 


Biosynthesis of islet cell hormones. Tager HS, et al. 
Ann NY Acad Sci 1980;343:133-47 

Development of pancreatic endocrine cells in the rat fetus. 
Fujii S. Arch Jpn 1979 pe ge sd 

Specific detection of human and rabbit egy mRNA 
using a synthetic oligodeoxynucleotide. Tullis RH, et al. 
Biochem Biophys Res Commun 1980 Apr 14;93(3):941-7 

Pancreatic polypeptide (PP)- and glucagon cells in the 
pancreatic islet of Xipho; phorus helleri H. (Telecostei). 
Correlative i ry and electron 
microscopy. Klein C, et al. Cell Tissue Res 1980 Feb; 
205(2):187-98 

Glucagonomas, VIPomas and somatostatinomas. Bloom SR, 
et al. Endocrinol Metab 1980 Jul;9(2):285-97 (23 ref.) 

Glucagon precursors identified by immunoprecipitation of 
products of cell-free translation of messenger RNA. Lund 
PK, et al. Diabetes 1980 Jul;29(7):583-6 

Transformation of  glicentin-containing L-cells into 
ee cells by enzymatic digestion. 
Ravazzola M, et Diabetes 1980 Feb;29(2):156-8 

Endocrine pancreatic cells of postnatal ‘diabetes’ (db) mice 
in cell culture. Leiter EH, et al. In Vitro 1979 Jul; 
15(7):507-21 

Induction of glucagon synthesis in diabetic CBA mice bearing 
mammary aplastic carcinomas. Paveli¢ K. 
J Natl Cone Inst 1979 Oct;63(4):1005-8 

Identification and processing of proglucagon in pancreatic 
islets. Patzelt C, et al. Nature 1979 Nov;282(5736):260-6 


BLOOD 


Influence of poegnency on glucagon 
insulin-dependent diabetic women. Fallucca F, 
Acta Diabetol Lat 1979 Oct-Dec;16(4):359-64 

The effect of kind of carbohydrate in the diet and use of 
oral contraceptives on metabolism of young women. III. 
Serum glucose, insulin, and glucagon. Behall KM, et al. 
Am J Nutr 1980 May;33(5):1041-8 

Postprandial hormonal responses to different types of 
complex carbohydrate in individuals with impaired glucose 
tolerance. Crapo PA, et al. Am J Clin Nutr 1980 Aug; 
33(8):1723-8 

Type IV hyperlipoproteinemia: effects of a caloric restricted 
type IV diet versus physical traini: lus isocaloric type 
IV diet. Lampman RM, et al. Am J Clin Nutr 1980 Tate 
33(6):1233-43 

Isocaloric exchange of dietary starch and sucrose in humans. 
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GLUCAGON 


Il. Effect on fi blood insulin, glucose, and glucagon 
and on insulin lucose response to a sucrose load. 
Reiser S, et al. Am J Clin Nutr 1979 Nov;32(11):2206-16 

T tic hormone levels in the portacaval shunted 


eo Ny Daf. moe et al. Pim 3 Clin Nutr 1979 


lacus mnt dete th A] 
H onemia -adrenergic receptor in acu 
Co ten D etal Am J Phyl 1979 Nov 
woes 
——— pally Bay 
ter JB, et — 


Effect of sympathetic 
pancreatic islet function 
Am J Physiol 1980 ‘Aug:239(2): B150-5 

Role of glucagon in regulation o! production 
exercisin; Issekutz B Jr, et fy Am J Pagetal 1980 
Jan;238(1):E13-20 

Effect of alpha-adrenergic stimulation and its blockade on 
glucose turnover in man. Rizza , et al. 
Am J Physiol 1980 ey 238(5):E467-72 

Immunoreactive Fagg tl — ot ped in on after 
resection of — 
K4resen R, et al. Am im J Surg “1900 An Aug; 140(2):272-6 
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polypeptide, glucagon and insulin secretion from the 

i reas. Hermansen K, et al. 
12):1229-33 

Characterization of the inhibitory effect of somatostatin upon 
insulin and glucagon release in the isolated perfused canine 
pancreas: evidence for interaction with calcium. Iversen 
J, et al. Metabolism 1980 Feb;29(2):151-60 

Inhibition of glucagon and insulin secretion from the perfused 
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1980; 1:493-501 
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, et al. J Anim Sci 1979 Mar;48(3):570-7 





CUMULATED INDEX MEDICUS 


Studies of the C-21 and C-19 steroids and HLA genotyping 
in siblings and parents of patients with an: adrenal 
hyperplasia due to 21-hydroxylase deficiency. Lorenzen 
F, et al. J Clin Endocrinol Metab 1980 Mar60(3).572_7 

Adrenal response to adrenocorticotropin in Holstein heifers 
ex to a cool environment. Gwazdauskas FC, et al. 
J Sci 1979 Nov;62(11):1811-3 

Effect of intravenous infusions of corticosterone and 
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Acta Radiol Oncol Radiat Phys Biol 1979;18(3):218-24 

The pentose phosphate pathway in brain during development. 
Hakim AM, et al. Biol Neonate 1980;37(1-2):15-21 

Effect of temperature on the uptake of gluconate, 
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2(8188):226-9 
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in the presence of gluconate. Aull F. 
Biochim Biophys Acta 1979 Jul 5;554(2):538-40 
Activation of pyruvate kinase by 6-phosphogluconate. Smith 
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Jul;142(1):83-6 

Gel treatment for burns [letter] Tintinalli JE. JACEP 1979 
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Acta Acad Sci Hung 1979;54(4):363-8 

Effects of cations, sugars, detergents, ee compounds, 
and cryoprotective — on colorimetric 

tion of N- glucosamine by the method of 
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N-acetyl-beta-D-glucosaminidase isoenzymes 
indicator of tissue damage in disease. Tucker § SM. et a 
Clin Chim Acta 1980 Mar 14;102(1):29-40 

Distribution of acid hydrolases in the nephron of normal and 
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non-parenchymal rat liver cells. Ullrich x, et al. 

Biochem J 1979 Jul 15;182(1):245-7 

Partial purification, characterization and localization of the 
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galactose, mannose 6-phosphate and mannose. Ullrich K, 
et al. Biochem J 1979 May 15;180(2):413-9 

Lysosomal and brush border membrane enzymes in urine 
of patients with renal artery stenosis and with essential 
hypertension. Maruhn D, et al. Clin Biochem 1979 Dec; 
12(6):228-20 

The use of urinary N-acetyl-beta-glucosaminidase in human 
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Enhanced diffusivity of glucose in a matrix of hyaluronic 
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total parenteral nutrition. Askanazi J, et al. JAMA 1980 

r 11;243(14):1444-7 
onl therapy with glucose electrolyte solution [letter] 
Clements ML, et al. Lancet 1980 Jul 5;2(8184):34 

Diarrhoeal mortality in two Bangladeshi villages with and 
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29(2):105-7 
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Glucose-enriched dialysate and tolerance to maintenance 
hemodialysis. Leski M, et al. Nephron 1979. ;24(6):271-3 

tanmn-ententl fi infusions and intestinal necrosis in the rabbit: 
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[Zinc and —— content in the serum, pancreas and yon 
of zinc rats after glucose stimulation] Roth HP, 
et al. Z Tierphysiol 1979 Dec;42(6):277-86 (Eng. — 


( 
[Ratio of 3 major nutrients compounded in complete 
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Iatrogenic hyponatraemia in mother and infant. Burnell RH, 
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Chest 1980 Feb;77(2):242-3 
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Chest 1980 Feb;77(2):243-4 
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¢ 


[Choice of a procedure for glucose determination in the 
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Biotechnol Bioeng 1980 Jan;22(1):i- in 


ANALYSIS 
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maltase-glucoamylase in suckling rat intestine. Salvatore 
A, et al. Biochem Biophys Res Commun 1980 Mar 13; 
93(1):315-20 

Diagnosis of adult Gaucher disease: use of a new 
chromogenic substrate, 
2-hexadecanoylamino-4-nitrophenyl-beta-D-glucopyran 
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(Eng. Abstr.) (Spa) 


ANTAGONISTS & INHIBITORS 


Specific inactivation of lysosomal glycosidases in living 
fibroblasts by the corresponding 
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beta-~D-xylopyranosides by an induced beta-D-glucosidase 
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alpha-glucosidase synthesis in the yeast Pichia 


1980 


guilliermondii] Sibirnyi AA, et al. Biokhimiia 1979 Sep; 
44(9):1558-68 (Eng. Abstr.) (Rus) 
[Glucose t rt and catabolite repression in 
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beta-glucosidase activity in rat kidney. Hatakeyama K, et 
al. Enzyme 1980;25(1):37-43 
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specific for hydroxylysine-linked disaccharide of collagen. 
Hamazaki H, et al. J Biol Chem 1979 Oct 10;254(19):9682-7 
Studies on the catabolism of the hydroxylysine-linked 
disaccharide units of basement membranes and collagens. 
Isolation and characterization of a frat kidney 
alpha-glucosidase of high specificity. Sternberg M, et al. 
J Biol Chem 1979 Oct 25;254(20):10329-36 
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L-glutamic acid. Bojan O, et al. Anal Biochem 1980 Jan 
1;101(1):23-5 

Degradation of mutagens from pyrolysates of tryptophan, 
glutamic acid and globulin by myeloperoxidase. Yamada 
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acid and its derivatives. Zee-Cheng RK, et al. 
Biochem Biophys Res Commun 1980 Jun 30;94(4):1128-32 

Synthesis of gamma-carboxyglutamic acid and its derivatives 
via Mannich-base condensation. Juhasz A, et al 
Int J Pept Protein Res 1980 Feb;15(2):154-8 

Structural analogues of L-glutamic Acid 
gamma-(4-hydroxyanilide) and 
gamma-(3,4-dihydroxyanilde) as potential — — 
melanoma. Rsoswsky A, et al. J Med Chem 1979 Sep; 
22(9):1034-7 


DIAGNOSTIC USE 


99mTechnetium pyridoxylidene glutamate imaging in 
visceral heterotaxy (Ivemark’s syndrome). Pastakia B, et 
al. Gastroenterology 1979 Nov;77(5):1105-8 

Quantitative scanning of osteogenic sarcoma with 
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Biochim Biophys Acta 1980 Apr 11;612(2):384-94 

Biochemical studies of taste sensation. IX. Enhancement of 
L-[3H]glutamate binding to bovine taste papillae by 
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cortico-striatal tract. Rowlands GJ, et al. 
Exp Brain Res 1980;39(2):239-40 
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synaptic membranes: methodological aspects. Sharif NA, 
et al. J Neurochem 1980 Apr;34(4):779-84 
A model of high affinity glutamic acid transport by rat 
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Single glutamate channels in locust muscle membrane 
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Glutamate- and veratridine-elicited accumulations of cyclic 
AMP in brain slices: a role for factors which potentiate 
adenosine-responsive systems. Bruns RF, et al. 

Brain Res 1980 May 12;189(2):550-5 

Excitability of bulbar iratory neurones: a study using 
microiontophoretic applications of depolarizing agents 
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Agonist-dependent desensitization of glutamate receptors at 
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ivity and 
ACTH ete lipotrop 
Neuroendocrinology 1980 May;30(5): 280-4 
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Glutamatergic synapses and glutamate receptors on locust 
muscle. Usherwood PN, et al. J Physiol (Paris) 1979; 
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Models of neuroendocrine regulation: use of monosodium 
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Glutamate release in vitro from corticostriatal terminals. 
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experimental arrhythmias in rabbits] Kuprash LP, et al. 
Farmakol Toksikol 1979 Sep-Oct;42(5):497-9 (Eng. Abstr.) 
(Rus) 
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[Mechanism of the antisilicotic action of glutamic acid] 
Morozova KI. Gig Tr Prof Zabol 1980 Aug;(8):36-8 (Eng. 
Abstr.) (Rus) 
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Neurotoxic agents reduce retinal somatostatin. Lake N, et 
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t. Cooper P. Food Cosmet Toxicol 
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The distribution of soluble and membrane-bound forms of 
utaminase in pig brain. Nimmo GA, et al. 
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[Direct phenol-hypochlorite method i 
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utaminase activity] Magarlamov AG, 
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ISOLATION & PURIFICATION 
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GA, et al. Biochem Fessemeal 1980 Feb;29(3):359-67 


METABOLISM 


Regulation of glutaminase and its possible implication for 
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Regulation of the kidney xanthine dehydrogenase by 
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Substrate mediated regulation of phosphate-activated 
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Volume changes of rat kidney mitochondria, transport of 
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Effect of succinylated Acinetobacter 
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Hemoglobin G-San Jose (alpha 2 beta 2 7(A4)Glu replaced 

by Gly) in a Mexican family. Wulson JB, et al. 
Hemoglobin 1980;4(1):95-9 

Structural features of glutamine substrates for human plasma 
factor XIIIa (activated blood coagulation factor XIII). 
Gorman JJ, et al. J Biol Chem 1980 Jan 25;255(2):419-27 

Cross-linking of collagen and fibronectin by factor XIIIa. 
Localization of participating glutaminyl residues to a 
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J Biol Chem 1980 Feb 10;255(3):1181-8 
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Oral L-glutamine well tolerated [letter] Korein J. 
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Analysis of the ani effect of 
gamma-L-glutamyl-taurine on glucocorticoid and 
triiodoth . Csaba G, et al. Acta Anat (Basel) 1979; 
104(4):427-30 

Efficien' 


it treatment of gastric ulcer with proglumide (Milid) 
in outpatients (double blind trial). Miederer SE, et al. 
Acta pacar saardhe ye Poi — 2314-8 

Blood ure in relation to 
sosahieiagde Mss 9 and dopamine-beta-hydroxylase 
activity in rats pretreated with disulfiram, cyanamide and 
coprine. Tottmar O, et al. 
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Incorporation of radioactive shikimic acid into 

Sienedes A ee in Agaricus 
bisporus. Sasao! al. Biochim Biophys Acta 1980 Jun 
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L, et al. Endokrinologie 1979;74(3):363-8 
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bisporus. Boekelheide K, et al. J Biot Chem 1979 Dec 10; 
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lutamine in normal and adrenalectomized rats. Hughey 
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bacteria. Streicher SL, et al. J Bacteriol 1980 Apr; 
142(1):69-78 


7960 


CUMULATED INDEX MEDICUS 


METABOLISM 


Enzymic procedures for determining the average state of 
adenylylation of Escherichia coli glutamine synthetase. 
Stadtman ER, et al. Anal Biochem 1979 May;95(1):275-85 

Glutamine synthetase cascade: enrichment of 
uridylyltransferase in Escherichia coli carrying hybrid 
ColE1 plasmids. Garcia E, et al. Arch Biochem Biophys 
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triiodothyronine in the regulation of glutamine synthetase 
in primary cultures of rat hepatocytes. Gebhardt R, et al. 
Eur J Biochem 1979 Oct 15;100(2):519-25 

Relationship of adhesiveness of cells in culture with specific 
enzyme activity. Grodin M, et al. Exp Cell Res 1979 Aug; 
122(1):149-57 

Regulation and function of ammonia-assimilating enzymes 
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Yoch . Biochem J 1980 Apr 1;187(1):273-6 


GLUTAMYL T RNA SYNTHETASE see under AMINO 
ACYL T RNA SYNTHETASES 


GLUTAMYL TRANSPEPTIDASE 

Active-site amino acid residues in 
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Reed DJ, et al. Biochem Biophys Res Commun 1980 Jun 
30;94(4):1273-7 

Treatment of glutathione synthetase deficient fibroblasts by 
inhibiting anager transpeptidase activity with 
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S,5S)-alpha-amino-3-chloro-4, uae caramel 
= (AT-125; NSC-163501). Allen L, et al. 
Commun Chem Pathol 1980 Jan; 
an: 175-82 


BIOSYNTHESIS 
Influence of three inducers on rabbit 


a. Bagrel D, et al. 
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glutamyl-transpeptidase in malnutrition. a: ae I, et al. 
Acta Paediatr Belg 1980 Jan-Mar;33(1):9-15 
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to leucine, and gamma-glutamyl transpeptidase in 
nonalcoholics. Hilderbrand RL, et al. J Stud 1 1979 
Sep;40(9):902-5 

be . ee between serum gamma-glutamyl 
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Particle-bound glutathione-S-transferases. Kraus P, et al. 
Enzyme 1979;24(3):205-8 

The activity of glutathione-S-transferases in various organs 
of the rat. Kraus P, et al. Enzyme 1980;25(3):158-60 

Characterization of rat-liver microsomal glutathione 
S-transferase activity. Morgenstern R, et al. 
Eur J Biochem 1980 Feb;104(1):167-74 

Purification and properties of bovine lens glutathione 
S-transferase. Awasthi YC, et al. Exp Eye Res 1980 Jan; 
30(1):29-39 

The identification, solubilization, and characterization of 
microsome-associated glutathione S-transferases. 
Friedberg T, et al. J Biol Chem 1979 Dec 
254(23):. 2028-33 
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Bilirubin binding to human liver — (glutathione 
S-transferase). Simons PC, et al. J Chem 1980 May 
25;255(10):4740-4 

Propylthiouracil. A substrate the 

S-transferases that competes with glutathione. 
_ et al. J Biol Chem 1980 Apr ?—) 5(8):3508-13 
1 localization of hepatic legandin and 
Zz ‘protein utilizing frozen sections for light and electron 
ron F, et al. J Histochem Cytochem 1979 
Mayans o6l 


Intestinal organic anion transport, glutathione transferase and 
aryl hydrocarbon hydroxylase activity: effect of dioxin. 
Manis J, et al. Life Sci 1979 Apr 9:24(15): 1373-80 

Ligandin: review and update of a multifunctional protein. 
Arias IM. Med Biol 1979 Oct;57(5):328-34 (35 ref ) 

Benzo(a)pyrene oxidation, conjugation and disposition in the 
isolated fused rabbit lung: role of the glutathione 
S-transferases. Ball LM, et al. Med Biol 1979 Oct; 
57(5):298-305 

Xenobiotica-metabolizing enzymes in Drosophila 
melanogaster: activities of epoxide hydratase and 
glutathione S-transferase compared with similar activities 
in rat liver. Baars AJ, et al. Mutat Res 1979 Sep; 
62(2):279-91 

Glutathione and een) S-transferases in the Salmonella 

enicity test. Summer KH, et 
al. Mutat Res 1980 May:70( ):269-78 

Distribution of ligandin in normal and azocarcinogen-treated 
rat liver and liver tumors. 
Carruthers C, et al. Oncology 1979; ;36(6):265-70 

—— — S-transferase activity in lung and liver 
with sealbee dg Ss oxide as substrate. DePierre JW, et al. 

Res Commun 1979 May;11(5):421-31 

PR rnc * ra on activities in rat liver: effect of some 
factors influencing the metabolism of xenobiotics. Younes 
M, et al. Pharmacol Res Commun 1980 Feb;12(2):115-29 

Altered ontogeny of glutathione S-transferases by 
2,4,5-2’,4’,5’-hexachlorobiphenyl. Lamartiniere CA, et al. 
Toxicol Appl Pharmacol 1979 Nov, ;51(2):233-8 

{Liver glutathione and ligandin in carbon tetrachloride 
soning] Di Simplicio P, et al. 

Soc Ital Biol Sper 1978 Nov 30;54(22):2241-7 (Ita) 


PHARMACODYNAMICS 


The —. roles of the glutathione transferases (ligandins). 
Wolkoff AW, et al. Prog Liver Dis 1979;6:213-24 (57 ref.) 


PHYSIOLOGY 


The glutathione S-transferases: their role in the transport 
of organic anions from blood to bile. Wolkoff AW. 
Int Rev Physiol 1980;21:150-69 (59 ref.) 

Ligandin: an adventure in liverland. Arias IM, et al. 
Mol Cell Biochem 1980 Feb 8;29(2):71-80 (48 ref.) 


URINE 


Radioimmunoassay measurement of urinary ligandin 
excretion in nephrotoxin-treated rats. Bass NM, et al. 
Clin Sci 1979 May;56(5):419-26 


GLUTEAL REGION see BUTTOCKS 


GLUTEN 


Update on gluten-sensitive enteropathy. Falchuk ZM. 
Am J Med 1979 Dec;67(6):1085-96 (95 ref.) 

Coeliac disease: duration of gluten-free diet. McNeish AS. 
Arch Dis Child 1980 Feb;55(2):110-1 

Effects of dapsone and gluten-free diet on the immune 
complexes in the skin of patients with dermatitis 
herpetiformis [proceedings] van der Meer JB, et al. 
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Covalent attachment of lysine to wheat gluten for nutritional 
improvement. Li-Chan E, et al. J Agric Food Chem 1979 
Jul-Aug;27(4):877-82 

= Tesponse of mice and Tetrahymena pyriformis to 

d wheat gluten. Sternberg M, et 

a J Agric Food Chem 1979 Sep-Oct;27(5):1130-2 

Wheat gluten applications in food products. Kalin F. 
J Am Oil Chem Soc 1979 Mar-56(3):477-9 

Food uses of wheat gluten. Sarkki ML. 
J Am Oil Chem Soc 1979 Mar;56(3):443-6 

Wheat - asa Le Sars ingredient. Wookey N. 
J Am 1979 Mar;56(3):306-9 

nanan needling cells in jejunal mucosa of 
children with coeliac disease on a gluten-free diet and after 
tou Scott H, et al. Scand J Gastroenterol 1980; 

:81-8 

[Dermatitis herpetiformis in a little girl 6 years old. Annular 
erythema (Colcott-Fox). Controlled by gluten-free diet] 
Maleville J, et al. Ann Dermatol Venereol 1979 as 
106(8-9):707-9 

[Cellular sensitization against — in coeliac Fon 
(author's transl)] Stosie fr. 
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ADMINISTRATION & DOSAGE 
Patients’ view of a ase See & “ey Henry CL. 
J Hum Nutr 1980 Feb;34(1):50- 


Variable response to gluten inet [editorial] Lancet 1979 
Dec 1;2(8153):1169 


CUMULATED INDEX MEDICUS 


ADVERSE EFFECTS 


Gluten a—a—O luten Senge pe coeliac disease. 
1980 Feb; kas 143-5 


Dodge JA. Arch 
Schizophrenia: glutens and neuroleptics. Dohan FC. 
Biol Psychiatry 1979 Oct;14(5):851-5 
Gluten-sensitive enteropathy. Influence of histocompatibility 
type on gluten sensitivity in vitro. Falchuk ZM, et al. 
J Clin Invest 1980 Aug;66(2):227-33 
Diet (gluten) and schizophrenia. Ross-Smith P, et al. 
J Hum Nutr 1980 Apr; P34(2): 107-12 (30 ref.) 
The ‘gluten-free’ situation. Ward MR. J Hum Nutr 1980 Apr; 
34(2):149-50 
Gluten and autism [letter] Ashkenazi A, et al. Lancet 1980 
Jan 19;1(8160):157 
criteria for coeliac disease and transient gluten 
intolerance [letter] Dodge JA. Lancet 1980 May 24; 
1(8178):1130-1 
[Chronic inflammatory neuromyopathies in adults treated for 
gluten-sensitive enteropathy. A rt on three cases with 
microvascular nerve and muscle lesions (author's trans!)] 
Buge A, et al. Rev Neurol (Paris) 1979 Nov;135(10):719-31 
(Eng. Abstr.) (Fre) 
[Two cases of gluten intolerance by & as dwarfism 
(author’s t )] Leveque B, et Paris 1979 
Sep 18-25;55(31-32):1407-14 (Eng. Abstr.) (Fre) 


[Coeliac disease: an analysis of the clinical data in 176 patients 

mag 's transl)] Sacher M, et al. 
Wochenschr 1979" Nov 9;91(21):731-5 we, 
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ANALYSIS 


The amino acid composition and a quality of 
yt protein gluten bread. Abbassy 
Z Ernaehrungswiss 1979 Dec;18(4): Bory 


DIAGNOSTIC USE 


Reintroduction of gluten in adults and children with treated 
coeliac disease. Kumar PJ, et al. Gut 1979 Sep;20(9):743-9 

Diagnostic criteria for coeliac disease and transient gluten 
intolerance [letter] Walker-Smith JA. Lancet 1980 Apr 26; 
1(8174):926 

[Use of the cutaneous test with the Oxford fraction B2 in 
diagnosis of celiac disease. Results of the test in a group 
of 10 subjects of pediatric age and their relatives] Lazzari 
R, et al. Recenti Prog Med 1979 May;66(5):520-5 (Eng. 
Abstr.) (Ita) 


IMMUNOLOGY 


Immunologic reaction of  ¥% tients to fractions of 
gluten. kenazi A, et al Am JF Psychiatry 1979 Oct; 
136(10):1306-9 

Skin test for cea enteropathy using subfractions 
of gluten. Durve MJ, et al. Ann Allergy 1980 Jan;44(1):8-11 

Immunological assay for the diagnosis of coeliac disease: 
interaction between purified gluten fractions. Ashkenazi 
A, et al. Pediatr Res 1980 May;14(5):776-8 

[Antibodies against wheat gluten. Diagnostic significance of 
celiac disease and ‘idiopathic’ steatorrea] Jonsson J. 
Lakartidningen 1980 Mar 12;77(11):996-8 (Eng. wy 

(Swe) 


METABOLISM 


Opioid peptides and obesity [letter] Kather H, et al. 
Lancet 1979 Oct 27; ;2(8148):905 
[Mucous granules of the ‘goblet cells’ in patients with gluten 
intolerance. Electron microscopic study] Rusconi R, et al. 
Minerva Pediatr 1979 Oct 31;31(20):1453-7 (Eng. oa) 
(Ita) 


PHARMACODYNAMICS 


Effect of low protein diets on free amino acids in plasma 
of young men: effect of wheat gluten diet. Fujita Y, et 
al. J Nutr Sci Vitaminol (Tokyo) 1979;25(5):427-39 


TOXICITY 


Response of intestinal mucosa to gluten challenge in autistic 
subjects. McCarthy DM, et al. Lancet 1979 Oct 27; 
2(8148):877-8 


GLUTETHIMIDE 


Adsorption of selected biochemicals onto coated and 
uncoated charcoal. Skalsky M, et al. Artif Organs 1979 
Aug;3(3):258-64 


CHEMICAL SYNTHESIS 


Pro-drugs as drug delivery systems. V. Cyclization of methyl 
esters of succinamic and glutaramic acids to the 
corresponding imides (phensuximide and glutethimide) in 
aqueous solution. Bundgaard H, et al. Acta Pharm Suec 
1979; 16(5):309-18 


METABOLISM 


Quantitative and stereochemical —. of glutethimide 
metabolism in humans. Kennedy KA, 
Drug Metab Dispos 1979 Sep-Oct: 71(5): 319- 24 
Enhancement of hepatic drug metabolism by glutethimide 
in patients with liver disease. Farrell GC, et al. 


GLYCERALDEHYDEPHOSP 


Eur J Clin Pharmacol 1979 Sep;16(2):113-7 


PHARMACODYNAMICS 


Effect of glutethimide on serum lipids and li 
— a [p ton CH, et al. 
Br J Clin Pharmacol 1980 Mar;9(3):285P 
Enzyme induction and serum and lipoprotein lipids: a study 
of glutethimide in normal subjects. Bolton CH, et al. 
Clin Sci 1980 May;58(5):419-21 


[Reactivity to _—s drugs in rats with a | 
Czyzewska-S; H. Acta Pol Pharm 1979;36(S):625-7 
(Pol) 


POISONING 


Correlates of outcome followi acute glutethimide 
overdosage. Greenblatt DJ, et al. J Forensic Sci 1979 Jan; 
24(1):76-86 

Glutethimide overdose—clinical and kinetic observations of 
glutethimide and a metabolite. Rotschafer JC, et al. 
Minn Med 1980 Feb;63(2):145-7 

[Evaluation of the role of lymph drainage in igs with 
drugs poorly soluble in water] Bogusz 
Pol Tyg Lek 1979 Aug;34(32):1271-4 (Eng. abstr.) 


GLYBURIDE see GLIBENCLAMIDE 
GLYBUTAMIDE see CARBUTAMIDE 
GLYCANS see POLYSACCHARIDES 


GLYCERALDEHYDE 


Reactivity of the amino groups of carbonmonoxyhemoglobin 
= lyceraldehyde. Acharya AS, et al. 
‘ol Chem 1980 Feb 25;255(4): 1406-12 
Prt rearrangement of gly hyde 
Schiff base adducts. A new procedure for the determination 
of ketoamine adducts in proteins. Acharya AS, et al. 
J Biol Chem 1980 Aug 10;255(15):7218-24 


ANALOGS & DERIVATIVES 
In vitro formation of glucose-6-phosphate from 
glyceraldehyde-3-phosphate by liver cytosol from fed and 
starved rats. Effect of divalent cations on the conversion 
rate. MGérikofer-Zwez S, et al. 
Biochem Biophys Res Commun 1979 Dec 14;91(3):1182-9 


PHARMACODYNAMICS 


Selective release of gastric inhibitory polypeptide by some 
actively transported, structurally similar carbohydrates. 
Sirinek KR, et al. Surg Forum 1979;30:358-60 
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DEHYDROGENASE 


The development of 
SS’-polymethy! ) as 
reversible carne reagents for thiol groups and their 
use h ~— — "2 ly — ae 
within glyceraldehyde 3-p My8s5-66 
Bloxham DP, et al. Biochem J 1979 Aug 1;181(2):355-66 

Influence of coenzyme on the refolding and 


f gl caret 3 hyd: 

in vitro of gly yde-3-p! dehydrogenase 

from yeast. Krebs H, et al. a gg ry 1979 Oct 15; 
100(2):359-64 

Half-of-the-sites ee in immobilized hybrids of 
a Oe dehy art cee Muronetz 

. FEBS Lett 1979 1 Nov 15;107(2):277-80 

Le ag ‘of specific histidine resonances in the 360 MHz 
1H NMR spectrum of glyceraldehyde-3-phosphate 
dehydrogenase, a 145 000 molecular weight protein, by 
photo-CIDNP. Scheek RM, et al. FEBS Lett 1979 Nov 
15;107(2):288-90 

Structural comparison of two nontandemly poy yeast 
glyceraldehyde-3-phosphate dehydrogenase 
Holland JP, et al. J Biol Chem 1980 Mar 25; "255(6).25 2596-605 

Rate enhancement of reconstitution of 
glyceraldehyde-3-phosphate dehydro 
covalently bound coenzyme analog. 
Proc Natl Acad Sci USA 1980 rears 1966-9 


ANTAGONISTS & INHIBITORS 


Double inhibition of yp Neca gy Tey 
ere and lactate dehydrogenase. Lien al 
Acta Biochim Biophys Ace? Sci Hung 1979;14(1-2):11-7 

Inhibition of D-glyceraldehyde-3-phosphate dehydrogenase 
by ATP and quinaldate. Lien LV, et al. 

Acta Biochim Biophys Acad Sci Hung 1979;14(1-2):1-9 
pH and temperature dependence of the double inhibition of 

D-glyce: ee ee a dehydrogenase by ATP 
and quinaldate. Lien LV, et al. 

Acta Biochim Biophys Acad Sei Hung 1979;14(1-2):19-24 

The effects of platinum complexes on seven enzymes. Aull 
JL, et al. Biochim Biophys Acta 1979 Dec 7;571(2):352-8 
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GLYCERALDEHYDEPHOSP 


BIOSYNTHESIS 


The pas structure of a glyceraldehyde-3-phosphate 
dehydrogenase gene from Saccharomyces cerevisiae. 
Holland JP, et al. J Biol Chem 1979 Oct 10-254(19):9839-45 


GENETICS 


Identification of the origin of a 22p+ chromosome by triplex 
dosage effect of LDH B, GAPHD, TPI and ENO2. 
Dallapiccola B, et al. Ann Genet (Paris) 1980;23(2):111- aoe 

Cloning of yeast res coding for glycolytic enz 

Holland MJ, et 1979:68:408-1 ine 


ISOLATION & PURIFICATION 


Isolation and characterization of an alkali metal ion-sensitive 
NAD+ -dependent glyceraldehyde 3-phosphate 
dehydrogenase from germinating = gram (Phaseolus 
aurieus). Malhotra OP, et al. Arch Biochem Biophys 1979 
Oct 1;197(1):302-9 

Isolation & characterisation of different 
NAD-dependent glyceraldehyde-3-phosphate 
dehydrogenase from spinach leaf. lhotra OP, et al. 
Indian J Biochem Biophys 1979 Dec;16(6):362-9 


METABOLISM 


Interaction of the substrate phosphate substituent with 
lyceraldehyde-3-phosphate dehydrogenase. Kanchuger 
MS, et al. Biochemistry 1979 Oct 2;18(20):4373-9 
Study of the interaction of glyceraldehyde-3-phosphate 
dehydrogenase with DNA. Perucho M, et al. 
Biophys Acta 1980 Feb 29:606(2): 181-95 
Subunit interactions in rabbit-muscle 
glyceraldehyde-phosphate dehydrogenase, ee measured by 
NAD+ and NADH binding. Scheek RM 
Biochim Biophys Acta 1979 yA 15; -569(2): 134-34 
Heavy-atom effects associated with —~ panama 
binding to rabbit glyceraldehyde- Og oe 
dehydrogenase. Hershberger MV, et al. Biopolymers 1980 
Jul;19(7):1329-44 
The aldolase-substrate intermediates and their interaction 
with glyceraldehyde-3-phosphate dehydrogenase in a 
a glycolytic system. Grazi E, et al. 
Eur J Biochem 1980 Jun;107(2):369-73 
Glyceraldehyde-3- phosphate dehydrogenase of 
mus oObliquus. A kinetic analysis of the effects of 
nucleotide and dithiothreitol on the production of 
NADPH-dependent activity. Woodrow S, et al. 
Eur J Biochem 1979 Aug 1;98(2):425-30 
Selective and reversible modification of essential thiol groups 
of D-glyceraldehyde-3-phosphate dehydrogenase by 
isothiocyanates. Gemeiner P, et al. Experientia 1979 jul 
15;35(7):857-9 
Structure and mechanism of liver alcohol dehydrogenase, 
lactate dehydrogenase and glyceraldehyde-3-phosphate 
dehydrogenase. Brandén CI, et al. Experientia [Suppl] 1980; 
(36):40-84 (84 ref.) 
histochemical demonstration of glyceraldehyde 
phosphate dehydrogenase activity with a semipermeable 
membrane technique. de Vries CP, et al. Histochem J 1980 
Jan;12(1):119-22 
Glyceraldehyde-3-phosphate dehydrogenase-cataly zed 
chain of nicotinamide adenine 
dinucleotide by a 1 radicals. Chan PC, et al. 
J Biol Chem i980 Feb 10;255(3):874-6 
Association of glyceraldehyde-3-phosphate dehydrogenase 
with the human red cell membrane. A kinetic analysis. 
Kliman HJ, et al. J Biol Chem 1980 Jul 10;255(13): 6314-21 
On the physiological significance of positive and negative 
meg re in enzymes. Friedrich P. J Theor Biol 1979 
Dec 7;81(3):527-32 


PHARMACODYNAMICS 


[Study of the effect of various intermediate products and 
enzymes of carbohydrate metabolism on erythrocyte 
aggregation] Lakin KM, et al. Kardiologiia 1979 Aug; 
19(8):114-6 (Eng. Abstr.) (Rus) 


RADIATION EFFECTS 


Crystallization of a fluorescent derivative of 
Se dehydrogenase. Ho YS, et al. 
iochim Biophys Acta 1980;613(1):239-43 


GLYCERIC ACIDS 


Determination of magnesium and potassium binding constants 
to phosphoenolpyruvate, 2- and 3-phosphoglycerate and 
a number of other anions. Manchester kL 

Biophys Acta 1980 Jun 19;630(2): 225-31 


ANALYSIS 


A compound representing the D-glycerate terminus of the 
methylglucose-containing polysaccharide of 
Mycobacterium smegmatis. Hunter BK, et al. 

Biochemistry 1979 Oct 16;18(21):4458-65 


METABOLISM 
Regulation of se ofthe transport activities in Salmonella 
typhimurium: — the age oy transport system 


to energize so! Saier MH J 
J Bacteriol 1980 1 Feb; a1Q): 611-7 
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GLYCERIDES 


The biosynthesis of seanesttes tnd by acylation of 
1-acyl-sn- Biockinn Mieco Acts in rat * Holub BJ. 
ys Acta 


Interfacial structure snd lipase action 
taurodeoxycholate-didecanoylglycerol monolayers by 
hysical and kinetic methods. Momsen WE, et al. 
5 Biol Chem 1979 25;254(18):8855-60 
The in vitro lipolysis and biohydrogenation of 
liglyceride by whole rumen contents and 
S, et al. J Sci Food Agric 1979 Jun; 
30(6):603-12 


ADMINISTRATION & DOSAGE 


New synthetic pen for parenteral feeding. Birkhahn 
RH, et al. JPEN 1 eee ):346-9 

Dissolution of gallstones by perfusion with Capmul via a 
catheter introd uced endoscopically mt the ble duet 
[letter] Witzel L, et al. N J Med 1980 Aug 21; 
303(8):465 


ANALYSIS 


Use of diacylclycerol — s . Soowey +) eee levels 
of 1 a : 

Anal Biochem 1979 Sep T5981) wey 

Use of t-butyldi /imidazole t for 
identification of molecular species of phospholipids by 


liquid reser any mass 
* Biomed Mass Sepi6(9) 396-402. 
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, et al. Spectrom 1 

Changes in monogalactosyl diglyceride & 
phospholipids in developing & aging 
cerebellum. Singh KN, et al. 
1979 Dec;16(6):349-53 

Determination of dimeric glycerol in monoglycerides by 
HPLC. Aitzetmiiller K, et al. Z Lebensm Unters Forsch 
1979 Sep;169(3):155-8 

[Fatty acid composition of es, from potato leaves] 
Rodionov VS, et al. Biokhimiia 1979 Sep;44(9):1706-14 
(Eng. Abstr.) (Rus) 


BIOSYNTHESIS 


ps ig of glycerolipid synthesis in eukaryotes. Bell RM, 
et al. u Rev Biochem 1980;49:459-87 (289 ref.) 

The aneeies of oleic and linoleic acids and their 
desaturation products into the glycerolipids of maize leaves. 
Hawke te et al. Arch Biochem ys 1980 Aug; 
203(1):296- 

The incorporation of [14C]acetate into the constituent oy 
acids 9 a pry: gre es by isolated spinach 
chloroplasts. McKee JW, et al. Arch Biochem Biophys 1979 
Oct 1;197(1):322-32 

Lipolytic agents as regulators of fatty acid esterification in 
rat adipose tissue [proceedings] Grahn MF, et al. 
Biochem Soc Trans 1980 Jun;8(3):362-3 

Effect of even- and odd-numbered saturated fatty acids on 
glycerolipid synthesis in rat liver slices. Kobayashi K, et 
al. B Biophys Acta 1979 Dec 18;575(3): 550-7 

Phospholipids and acylglycerols biosynthesis and 14CO2 
production from [14C]glycerol in the bovine retina: the 
effects of incubation time, oxygen and glucose. Giusto NM, 
et al. Exp Eye Res 1979 Aug;29(2):155-68 

A rapidly meeaening pool | of phosphatidylglycerol as a 
precursor of p and diglyceride in 
Bacillus megaterium. Lombardi FJ, et al. J Bacteriol 1980 
Feb; 141(2):626-34 

Biosynthesis of acylglycerol fatty acids in dog arteries. Kupke 
IR. Paroi Arterielle 1979 Jul;5(2):77-83 


BLOOD 


Chiral 1,2-diacylglycerols in the haemolymph of the locust, 
Locusta migratoria. Lok CM, et al. 





Biochim Biophys Acta 1980 lar 18;618(1):80-7 
Permeability of fresh and stored human erthrocytes to 
a and its acylated derivatives. Yaeger Y, et al. 

1979 Dec 15;35(12):1673-4 

Indomethacin-induced accumulation of diglyceride in 
activated human platelets. The role of diglyceride lipase. 
Rittenhouse-Simmons S. J Biol Chem 1980 Mar 25; 
255(6):2259-62 

The relationship between Ca2+-mediated 
polyphosphoinositide phosphodiesterase activity, 1, 
2-diacylglycerol accumulation, and microvesiculation in 
= Allan D, et al. Prog Clin Biol Res 1979; 
30:523-9 


CHEMICAL SYNTHESIS 


Glycerides as prodrugs. 3. Synthesis and antiinflammatory 
activity of 
[1-(p-chlorobenzoyl)-5-methoxy-2-methylindole-3-acety 
poy glycerides). Paris GY, et al. 

J Med Chem 1980 Jan;23(1):9-13 


ISOLATION & PURIFICATION 


Purification of 1-monoacylglycerols containing 
a ha—branched-beta-hydroxylated fatty acids from lipids 
Corynebacterium pseudotuberculosis. Ioneda T, et al. 
Chem Phys Lipids 1979 Sep;25(1):85-91 
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METABOLISM 
Manipulation of alkylglycerolipid levels in cultured cells. 
Fetty alcohol versus alkylglycerol supplements. Cabot MC, 
et al. Biochim Acta 1980 Mar 21; ere 410-8 
1s sas Wels endiilion is Gs'he pomemans: Il. Effects of 
carbamylcholine and pancreozymin on the turnover of 
idylinositol: cue Poa and 
Calderon al 


idylcholines. 
28;574(3):404-22 


Biophys Acta ; 
Utilization of Se = for the synthesis 


of triacylgl Spy 
ycerol, 
r y pi partles from baker’ 
t (Saccharomyces any n K. : 
Acta 1979 28;574(3):448-60 
of ether lipids and — in relation 


to Geedl in cultured lis. Scott CC, et al. 
Sictae Biephre Acts I a 1979 Rov ais 21; 21;575(2):215-24 ; 
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DA, et al. J = Med 1979 Oct 1;150(4):1039-44 
interaction in lipid monolayers. III. A 

study of the variation of the lace concentration with 

Sopoes Barque JP, et al. J Lipid Res 1979 Jul; 
5):599-606 

Synthesis of molecular species of gly hospholipids from 
i ide-labeled brain Roberti R, et al. 

Res 1980 May;21(4):449-54 

Molecular structure of Lamy om in rats fed partially 
hydrogenated triacylglycerols. Reichwald-Hacker I, et al. 
J Nutr 1980 Jun;110(6):1122-9 


Biren oa | of monoacylglycerols and diacylglycerols of 
fatty es composition as substrates for the 

Bes s) of rat brain. Bishop HH, et al. 
1980 May. 130) 285-91 
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gestion and absorption of lipids in chicks fed triglycerides 
or free fatty acids: synthesis of monoglycerides in the 
intestine. Sklan D. Poult Sci 1979 Jul;5 a) 885-9 


PHARMACODYNAMICS 


Inhibition of proliferation of Ehrlich ascites carcinoma cells 
in vitro in vivo by halogeno analogues of long chain 
acyl- and alkylglycerols. Langen P, et al. 
Acta Biol Med Ger 1979; :38(7):965-74 

Activation of calcium and d d 
kinase by diacylglycerol, its possible relation to 
phosphatidylinositol turnover. Kishimoto A, et al. 

J Biol Chem 1980 Mar 25;255(6):2273-6 

Chemically induced fusion between ram spermatozoa and 
avian erythrocytes; an ultrastructural study. Holt WV, et 
al. J Ultrastruct Res 1980 Jun;71(3):311-20 


PHYSIOLOGY 


Unsaturated diacylglycerol as a possible messenger for the 
activation of calcium-activated, ——_ 
tein kinase system. Takai Y, et al 
Biochem Biophys Res Commun 1979 Dec 28; 391(4):1218-24 


THERAPEUTIC USE 
lonooctanoin, a dissolution agent for retained cholesterol 
bile duct stones: physical properties and clinical application. 
Thistle JL, et al. Gastroenterology 1980 May;78(5 Pt 
1):1016-22 


GLYCERIN 


Dichloran-glycerol medium for enumeration of xerophilic 
fungi from low-moisture foods. Hocking AD, et al. 
Environ Microbiol 1980 Mar;39(3):488-92 
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Investigations on glycerinated cardiac muscle fibres in 
relation to the problem of regulation of cardiac 
contractility—effects of Ca++ and c-AMP. Herzig JW, 
et al. Basic Res Cardiol 1980 Jan-Feb;75(1):26-33 


Tubulin does not bind glycerol irreversibly. Zabrecky JR, 

et al. ys Res Commun 1979 Dec 14; 

91(3):755-60 

Glycerol inhibition of otal Peme binding of ligands 

to roteins [proceedings] Foulston J, et al. 

Trans 1980 Feb;8(1):75-6 

Equilibrium and nonequilibrium phase transformations of 
quaternary solutions based on a physiologic support 
medium containing NaCl, dimethyl sulfoxide, and glycerol. 
Bickford HR, et al. 1979 Dec;16(6):569-77 

Maximum in the stability of the amo: phous state in the system 
water—glycerol—ethanol. Boutron P, et al. Cryobiology 
1979 Aug;16(4):372-89 

Effects of glutaraldehyde and glycerol on freeze-fractured 
Escherichia coli. Arancia G, et al. J Microsc 1980 Feb; 
118(2):161-76 

Intrarenal renin, angiotensin II, and plasma renin in rats with 
uranyl nitrate-induced and glycerol-induced acute renal 
failure. Mendelsohn FA, et al. Kidney Int 1980 Apr; 
17(4):465-72 

[Glycerin and tissue preservation] Leite JB, et al. 
Rev Paul Med 1979 Mar-Apr;93(3-4):81-3 (Eng. Abstr.) 

(Por) 


[Homologous bone preserved in om: the ae gms: study 
in guinea pigs] Marques A, Med 1980 





Jan-Feb;95(1-2):14-9 (Eng. Abstr.) (Por) 
[Glycerinized and several of their 
Zh SSSR 1979 Sep; 
(Rus) 


Gly models of enteroc: 
a peng Ugolev AM, et al. 
65(9):1359-63 (Eng. Abstr.) 


ADMINISTRATION & DOSAGE 


Hemodialysis with glycerol dialysate. Van Stone JC, et al. 
Trans Am Soc Artif Intern Organs 1979;25:354-6 


ADVERSE EFFECTS 


Sequential studies on the neeekeeney of 
ycerol-induced acute renal failure. Reineck HJ, et al. 
Lab Clin Med 1980 Aug;96(2):356-62 

A fertility study of male employees engaged in the 

manufacture of glycerine. Venable JR, et al. JOM 1980 
Bsn 87-91 

glycerol therapy of cerebral edema and its 

ypesible roo Tachibana H, et al. Keio J Med 1979 
un;28(1):19-26 

[Aca case of nonketotic hyperosmolar hyperglycemia followin; 

intravenous administration of glycerol (author's transl) 
Masuda J, et al. No To Shinkei 1980 Mar;32(3):293-7 Cas, 
Abstr.) 


ANALOGS & DERIVATIVES 


Action on various experimental tumour-host systems of 
methyoxy-substituted glycerol ethers incorporated into the 
feed. Boeryd B, et al. Acta Pathol Microbiol Scand [A] 

1980 Jan; an 11-8 

Synthesis and biosynthesis of alkoxylipids. Mangold HK. 
Angew Chem (Engl] 1979 Jul;18(7):493-503 (200 ref.) 

Suspected anaphylactic reaction to Cremophor EL. Dye D, 
et al. Br Med J 1980 Jun 7;280(6228):1353 


ANALYSIS 


Determination of free glycerol on human skin surface. 
Yoneya _ et al. Biomed Mass Spectrom 1979 May; 
6(5):191- 

The use of an immobilized glycerol dehydrogenase 
nylon-tube reactor in the determination of glycerol. Hinsch 
W, et al. Clin Chim Acta 1980 May 21;104(1):87-94 

Improved spectrophotometric determination of glycerol and 
its comparison with an enzymatic method. Sturgeon RJ, 
et al. J om Sci 1979 Aug;68(8):1064—-6 

yy ego analysis of glycerolipids of ¢ 

uail (Coturnix ana japonica). 

ro fal. Li i999 Aug; 14(8):707 

Determination of dimeric palate 4 in monoglycerides by 

Lebensm Unters Forsch 


yolk of 
uyama K, 


HPLC. Aitzetmiiller K, et al. Z 
1979 Sep;169(3):155-8 


ANTAGONISTS & INHIBITORS 


Inhibition by sodium Hyogo of 3H-glycerol incorporation 
into lipoteichoic acid in us mutans. Ciardi JE, 
et al. Caries Res 1980,14(1): 24-31 


BLOOD 


Plasma glucose, cholesterol, triglyceride, and glycerol 
concentrations in the postmature rabbit. Harlow AC, et 
al. Am J Obstet Gynecol 1980 Feb 15;136(4):500-4 

Metabolic ss during dopamine ne infusion in dogs. Hall 
GM, et al. 3 Ansa 1979 Nov;51(11):1021- ¥ 

Effects of nt oA. acid on blood glucose, plasma FFA, 
glycerol, 3-hydroxybutyrate, alanine, C-peptide, glucagon 
and wth hormone responses to arginine in 
insulin-d ent diabetics. Giugliano D, et al. 

Diabete Metab 1980 Mar;6(1):39-46 

Permeability of fresh and stored human erthrocytes to 

ycerol and its acylated derivatives. Yaeger Y, et al. 
nent 1979 Dec 15;35(12):1673-4 

Acute metabolic and circulatory effects of cigarette smoking 
in late pregnancy. Nylund L, et al. 

Gynecol Obstet acest 1979; 10(1):39-45 
Cryopreservation of platelets simplified: a modified 
ycerol-glucose method. Ridgway RL, et al. 
ransfusion 1980 Jul-Aug;20(4):427-32 

[Colorimetric method of determining the residual glycerin 
in thawed, ashed erythrocytes] Vinogradov VL, et al. 
Probl Gematol Pereliv Krovi 1980 Jan; 525(1): 47-9 (Rus) 


CHEMICAL SYNTHESIS 


Cyanamide mediated synthesis under plausible primitive earth 
conditions. VI. The synthesis of glycerol and 
glycerophosphates. Epps DE, et al. J Mol Evol 1979 Dec; 
14(4):235-41 


DIAGNOSTIC USE 


A critical evaluation of the glycerol test in Meniere’s disease 
Thomsen J, et al. Ady Otorhinolaryngol 1979;25:49-53 
The glyceryl [14C}tripalmitate breath test: a reassessment. 
Strange RC, et al. Clin Chim Acta 1980 May 9; 

103(3):317-23 
vo. test in the diagnosis of Méniére’s disease] Odehnal 
F. Cesk Otolaryngol 1979 Dec;28(6):336-42 (Eng. Abstr.) 
(Cze) 


[Value of detection of labyrinthine hydrops by means of 
glycerin. Audiological and biochemical parallels} Pal’chun 
VT, et al. Vestn Otorinolaringol 1979 Nov-Dec;(6):15-20 
(Eng. Abstr.) (Rus) 


CUMULATED INDEX MEDICUS 


[Glycerol test in the diagnosis of increased intralabyrinthine 
—— Limar Bla, et al. Zh Ushn Nos Gorl Bolezn 1979 
iov-Dec;(6):55-9 (Rus) 


IMMUNOLOGY 


Adjuvant activity of a novel metabolizable lipid emulsion 
with inactivated viral vaccines. Reynolds JA, et al. 
Infect Immun 1980 Jun;28(3):937-43 


METABOLISM 


Ledakrin effect on free fatty acid and glycerol mobilization 
from epididymal adipose tissue of rat in vitro. Popowicz 
U, et al. Acta Physiol Pol 1979 Sep-Dec;30(5-6):627-32 

in amniotic fluid glucose, beta-~hydroxy-butyrate, 
ycerol, and lactate concentration in diabetic +. 
AE, et al. Am J Obstet Gynecol 1979 
135(7):887-95 

A novel class of Schi yces pombe mutants, 
phenotypically unable to grow on glycerol, a respiratory 
substrate, but still able to oxidize glycerol aerobically 

] Vassarotti A, et al. 
Arch Int Physiol Biochim 1979 Aug;87(3):641-2 

Energy requirement for maintenance of the transmembrane 
potassium gradient in Klebsiella aerogenes NCTC 418: a 
continuous culture study. Hueting S, et al. 

Arch Microbiol 1979 Nov;123(2):183-8 

Alterations in lipid turnover in developing muscle. Sandra 
A, et al. Biochem Biophys Res Commun 1980 Apr 14; 
93(3):898-905 

The incorporation of radioactive fatty acids into the 

holipids of nerve-cell-body membranes in vivo. 
er RR, et al. Biochem J 1980 Apr 15;188(1):153-61 

Effect. of growth rate on lipid and lipoteichoic acid 
composition in Streptococcus faecium. Carson D, et al. 

Biophys Acta 1979 Nov 21;575(2):225-33 

In vivo glycerol metabolism in the pregnant rat. Chaves JM, 
et al. Neonate 1980;37(3-4):172-9 

An approach to measuring the in vivo transformation of 

ycerol to a very low density lipoprotein triglyceride. 
lai-Sanfagon MA, et al. Can J Biochem 1979 Jun; 
57(6):613-7 

Effects of indomethacin on the metabolism of glycerol by 
rat-kidney tubules: an alternative explanation for the 
enhancement of glycerol-induced acute renal failure by 
indomethacin. Craig E, et al. Clin Sci 1980 Apr; 
58(4):337-40 

Phospholipids and acylglycerols biosynthesis and 14CO2 
production from [14C]glycerol in the bovine retina: the 
effects of incubation time, oxygen and glucose. Giusto NM, 
et al. Exp Eye Res 1979 Aug;29(2):155-68 

Purification and properties of a nicotinamide adenine 
dinucleotide-linked dehydrogenase that serves an 
Escherichia coli mutant for glycerol catabolism. Tang CT, 

et al. J Bacteriol 1979 Oct;140(1):182-7 

Glycerol oxidation in rat brain: subcellular localization and 
kinetic characteristics. Tildon JT, et al. J Neurosci Res 
1980;5(1):7-17 

Conversion of (U-14C)-glycerol, (2- -3H)-glycerol and 
(1-14C)-palmitate into circulating lipoproteins in the rat. 
Carmaniu §, et al. Esp Fisiol 1979 Dec;35(4):461-6 

[Dehydrogenases reducing NAD + in the presence of D (-) 
3- phosphoglycerate in mycobacteria (BCG, H37Ra, M. 
phici)] Andrejew A. Biochimie 1979;61(4):573-5 Eng. 

) 

[Carbon dioxide evolution by bacteria of the genus 
Enterobacter that utilize glucose and glycerin] Kazanskaia 
TB, et al. 1980 Mar-Apr;49(2):240-3 (Eng. 
Abstr.) (Rus) 

[Glycerin metabolism in purple sulfur bacteria] Krasil’nikova 
EN, et al. Mikrobiologiia 1979 Jul-Aug;48(4):586-91 (Eng. 
Abstr.) (Rus) 





PHARMACODYNAMICS 


Reversal of radiation-dependent heat sensitization of 
Clostridium perfringens spores. Gomez RF, et al. 
Appl Environ Microbiol 1980 Mar;39(3):525-9 

Substrate stabilization of the imitoyl-coenzyme A 
hydrolase activity of rat submaxillary gland. Knauer TE, 
et al. Biochem J 1980 Apr 1;187(1):269-72 

Effects of glycerol on the redox properties of the electron 
acceptor complex in spinach photosystem I particles. Evans 
MC, et al. Biochim Biophys Acta 1980 Mar 7;590(1):89-96 

Effect of glycerol on carotenogenesis in the extreme 
halophile, Halobacterium cutirubrum. Kushwaha SC, et al. 
Can J Microbiol 1979 Nov;25(11):1288-91 

Effect of glycerol on viability and other properties of starved 
Mycobacterium fortuitum. Majtan V, et 
Can J Microbiol 1979 May;25(5):600-4 

Water compartments in living, ere and fixed skeletal 
muscles of the frog. Katona gE, et al. Cell Tissue Res 1979; 
203(2):331-8 

Intrarenal vascular resistance in glycerol-induced acute renal 
failure in the rat. Hsu CH, et al. Cire Res 1979 Nov; 
45(5):583-7 

Variations in myocardial CPK and Na+-K+ ATPase 
following normo- and hypothermic exposure to dimethyl 
sulfoxide and glycerol. Cox RF, et al. Cryobiology 1979 
Apr; 16(2):166-70 

Intracellular freezing of glycerolized red cells. Diller KR. 

Cryobiology 1979 Apr;16(2):125-31 
Effect of endocellular cryoprotectant upon 


GLYCEROLPHOSPHATE 


polymorphonuclear neutrophil function during storage a 
proce : ture. Yamashita T, et al. Cryebioleny 1979 , Aas 
16(2):112- 
Slow versus fast postthaw dilution for the recovery of 
lymphocytes in whole blood frozen in either dimethyl 
sulfoxide or glycerol. Weed RG, et al. Exp Cell Biol 1979; 
47(5):351-9 
Effect of glycerol treatment on sodium and potassium in 
isolated muscle fibres of the frog. Shvinka NE. 
Experientia 1980 Apr 15;36(4):433-4 
Metabolic studies in rats under glucose and glycerol loading, 
Om P, et al. Int J Vitam Nutr Res 1979;49(3):317-21 
Coupling of movement of cross-bridges with ATP splitting 
studied in terms of the acceleration of the ATPase activity 
of glycerol-treated muscle fibers on st . at — 
of repetitive stretch-release cycles. Arata 
J Biochem (Tokyo) 1979 Aug;86(2):525-42 
Factors affecting the transient tension chang 
~ wise length change to glycerol-treated muscle fibers. 
ects of temperature, divalent cations, and modification 
wae p-chl Arata T, et 
J Biochem (Tokyo) 1979 Aug;86(2):543-51 
The effect of sarcomere and 
of ATP splitting in glycerinated rabbit psoas musc! 
Tanaka H, et al. J Biochem (Tokyo) 1979 Nov;86(5): 1587-93 
Glycerol treatment in mammalian skeletal muscle. Davey 
DF, et al. J Membr Biol 1980;53(3):223-33 
The interactive effect of dietary = and oon oil on 
rat liver lipids, serum lipids and 
Narayan KA, et al. J Nutr 1979 Nov;109( ion): 18. 
Denervated muscle: rate of and effects of 
manganese ions and glycerol on fibrillatory activity 
of frog semitendinosus. Lépez E. Jpn J Physiol 1979; 
29(6): 3-38 
Tissue function-compatible cryoprotectants in 
pig age A and freeze fracturing. 
al. Mikroskopie 1979 Feb;35(1-2):23-30 
Production of thrombo: 





1980 a 333-47 
Effects of different anion solutions of varying osmotic 
pressure and viscosity on the gic nervous system 
of Dugesia . Palladini °G. et al. 
Riv Biol 19 as Jan- -71(1-4):41-61 (Eng, Ita) 
[Histological and studies of the effect of 
intravenous inj f hyperosmotic glycerol solution on 
the rat kidney Nowak hs et al. Patol Pol 1979 Jan-Mar; 
30(1):61-70 (Eng. Al (Pol) 
[Microscopic study of nthe kinetics of cell volume changes 
in hypertonic media] Kuleshova LG, et 
Probl Gematol Pereliv Krovi 1980 Apr:25(4): 32-5 Eng. 
Abstr.) 


[Effect of glycerin on DNA radiation dewstuten "te in 
solutions] Kondakova NV, et al. Radiobiologiia 1980 
May-Jun;20(3):429-32 (Eng. Abstr.) (Rus) 

SECRETION 

Dissociation by lithium of hormone-induced formation of 

cyclic AMP and release of glycerol in isolated rat fat cells. 


Thams P, et al. Acta Pharmacol Toxicol (Copenh) 1980 May; 
46(5):382-7 


THERAPEUTIC USE 
The antiedema y in stroke: a clinico-statistically 
a study on 172 i 
Acta Neurol (Napoli) 1979 
Association of glycerol to to dexamethasone i 
stroke patients. Albizzati MG, et al. Acta Neurol Scand 
1979 Aug;60(2):77-84 
Glycerol and methyl nisolone in con 
Just-Viera JO, et al. Am Surg 1980 “jan 4600) 33-7 
Treatment of cerebral infarcts with anti-oedema 
Guibert F, et al. J Neuroradiol 1979,6(1):65-76 ea 
) 
[Edema of cerebrovascular diseases. (5) Medical management 
of cerebral edema in patients with cerebrovascular disease 
(author’s transl)] Fukuuchi Y. Rinsho Shinkeigaku 1979 
Dec; 19(12):862-3 (Spn) 
[Effect of dehydration as low temperature —— 
itis (author’s 


activity in experimen sim 
transl) crenaiee 1. L. Me 1979 Nov;81(11):609-10 
(Pol) 


(Eng. Abstr.) 
TOXICITY 
Stimulation of kidney function in rats of og ages injured 


by nephrotoxic agents. Braunlich H, et al 
Exp Pathol (Jena) 1979;17(7-8):486-92 


GLYCEROL see GLYCERIN 


GLYCEROL KINASE see under 
PHOSPHOTRANSFERASES, ATP 


GLYCEROL PHOSPHOGLYCERIDES see 
PHOSPHATIDYLGLYCEROLS 


GLYCEROLPHOSPHATE ACYLTRANSFERASE _ see 
under ACYLTRANSFERASES 





GLYCEROLPHOSPHATE 


GLYCEROLPHOSPHATE 
DEHYDROGENASE 


Preliminary X-ray diffraction data for chicken muscie 
hate dehydrogenase. McPherson A, et al. 


cerol 3- 
“ha a Res Commun 1980 Mar 28;93(2):607-10 


Purification and structural analysis of soluble 
sn-glycerol-3-phosphate dehydrogenase isozymes in 
—o _meclanogastr. Niesel DW, et al. 

J Biol Chem 1980 May 10;255(9): 4073-80 


BIOSYNTHESIS 


Selective inhibition by sodium butyrate of the glucocorticoid 
induction of glycerol —- dehydrogenase in glial 
cultures. Weingarten D, et 
Biochem Biophys Res 2S 1980 Apr 29;93(4):1297-304 

Regulation of phospholipid biosynthesis in Escherichia coli. 
Cloning of the structural ome for the biosynthetic 
sn-glycerol-3-phosphate dehydrogenase. Clark D, et al. 
J Biol Chem 1980 Jan 25;255(2):714-7 

Genetic regulation of translatable mRNA levels for mouse 
sn-glycerol-3-phosphate dehydro; 4~7 during 
oa of the cerebellum. Kozak LP, et al. 

J Biol Chem 1980 Aug 25;255(16):7589-94 


BLOOD 


[Enzymatic status of leukocytes in pyo-inflammatory diseases 
of the soft tissues and their changes caused by pyrimidine 
derivatives] Bilich GL, et al. Vestn Khir 1979 Jul; 
123(7):21-6 (Eng. Abstr.) (Rus) 


DEFICIENCY 


Immunological and biochemical analysis of a null mutant of 
alpha-glycerolphosphate dehydrogenase from Drosophila 
melanogaster. ry CY, et al. Mol Cell Biochem 1980 Apr 
18;30(2):79-85 


GENETICS 


Analysis of 3 apt a. eg dehycrogenase mutants 
in Drosophila melanogaster: complementation for 
intracellular degradation of the mutant polypeptide. 
Bewley GC, et al. MGG 1980;178(2):301-8 


ISOLATION & PURIFICATION 


Localization of mitochondria showing 
alpha-glycerophosphate-ferricyanide oxidoreductase 
reaction in seminiferous epithelium of rat. Lukaszyk A. 
Acta Med Pol 1979;20(4):435-8 

Isolation and characterization of 
glyceraldehyde-3-phosphate dehydrogenase from human 
erythrocyte membranes. Eby D, et al. 

Arch Biochem Biophys 1979 Dec;198(2):608-13 

Isolation of a sn-glycerol 3-phosphate: NAD oxidoreductase 

—_ — leaves. Santora GT, et al. 
Biochem Biophys 1979 Sep;196(2):403-11 

opont 3-phosphate dehydrogenase isoenzymes in human 
tissues: evidence for a heart-specific form. McGinnis JF, 
et al. J Mol Cell Cardiol 1979 Aug;11(8):795-802 


METABOLISM 


NAD+ - specific glycerol 3-phosphate dehydrogenase from 
developing castor bean endosperm. Finlayson SA, et al. 
iochem Biophys 1980 Jan;199(1):179-85 
Tri-iodothyronine-induced increase in rat liver nuclear 
thyroid-hormone receptors associated with increased 
mitochondrial alpha-glycerophosphate dehydrogenase 
activity. Hamada S, et al. Biochem J 1979 Aug 15; 
182(2):371-5 
Sequential changes in rat liver nuclear tri-iodothyronine 
receptors and mitochondrial alpha-glycerophosphate 
dehydrogenase activity after administration of 
tri-iodothyronine. Nakamura H, et al. Biochem J 1979 Aug 
15;182(2):377-82 
Isoenzymic forms of NAD-linked glycerol-3-phosphate 
dehydrogenase from rabbit brain. Kornbluth R, et al. 
B Biophys Acta 1979 Jun 6;568(2):273-86 
Partial purification, substrate specificity and regulation of 
alpha-L-glycerolphosphate dehydrogenase from 
Saccharomyces carlsbergensis. Nader W, et al. 
Biochim Biophys Acta 1979 Dec 7;571(2):177-85 
Glycerol- dehydrogenase activity in the red cells 
of patients with thalassemia. Fessas P, et al. Blood 1980 
_ Apr; 55(4): 564-9 
rcytoc | localization of glycerol-3-phosphate 
dehydrogenase in rat oligodendrocytes. Leveille PJ, et al. 
Brain Res 1980 Sep 8;196(2):287-305 
Comparison of the response characteristics of four lipogenic 
enzymes to 3,5,3’-triiodothyronine administration: evidence 
for variable degrees of amplification of the nuclear 
3,5,3’-triiodothyronine signal. Mariash CN, et al. 
Endocrinology 1980 Jan;106(1):22-7 
Substrate-induced dissociation of glycerol-3-phosphate 
dehydrogenase and its complex formation with 
fructose-bisphosphate aldolase. Batke J, et al. 
Eur J Biochem 1980 Jun;107(2):389-94 
A histoenzymatic study of rat intrafusal muscle fibres. Khan 
MA, et al. 1979 Aug;62(2):179-89 
Biosynthesis in Escherichia coli of sn-glycerol-3-phosphate, 
a precursor of phospholipid. Further kinetic 
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characterization of wild type and feedback-resistant forms 
of the biosynthetic sn-glycerol-3- 
dehydrogenase. Edgar JR, et al. 
25;255(8):3492-7 

The interrelationshi 
in rat EDL musc 
J Histochem 


Biol Chem 1980 Apr 


of two systems of fiber classification 

[letter] Nemeth PM, et al. 

re 1980 savenee 

Glycerol phosphate — uced activity in 
multiple —, © confirms localization in 

HE, et al. J Neurochem 1980 Mar; 


masticatory muscles. 

Vignon C, et al. J Neurol Sci 1980 Mar;45(2-3):157-76 

The regulation of alpha-glycerolphosphate dehydrogenase 

(alpha~-GPDH) activity by hydrocortisone in rat 
Desh; 


mammary 
glands. N, et al. J Steroid Biochem 1979 Aug; 
11(2):1191-2 


A study of the adipose conversion of pee 3T3 cells 
by using gly doing 
differentiation marker. Pairaul 
Proc Natl Acad Sci USA 1979 Get: 76(10):5138-42 
[Combinations of enzyme-histochemical methods for 
differentiating of fibers types and evaluating the skeletal 
musculature (author’s transl)] = 
Acta Histochem (Jena) 1979;65(1):34-40 (Eng. — 


[Sequential changes in the nuclear trii 
and mitochondrial alpha-glycerophosphate pba ane 
activity after the administration of triiodothyronine 

Nippon N: 


(author’s transl)] Nakamura H 

jaibunpi Gakkai Zasshi 1979 Aug 20;55(8):963-70 
(Eng. Abstr.) (Jpn) 

[Increased liver nuclear Soares ame 
associated with mitochondrial alpha-glycerophosphate 
dehydrogenase activity in h yroid rats Len pred 

transl)} Nakamura H. Nippon Gakkai Zasshi 1979 
Aug 20;55(8):954-62 (Eng. Abstr.) (Jpn) 

[Importance of conversion of thyroxine to triiodothyronine 
for stimulation of mitochondrial aipha-glycerolphoephate 
dehydrogenase in rats with h ism] Nauman A, 
et al. Endokrynol Pol 1980 Mar-Apr;31(2):109-16 Eng 
Abstr.) 

[alpha-glycerolphosphate dehydrogenase activity in cabbie 
organs and tissues in various endocrine disorders] Ablaev 
NR, et al. Vopr Med Khim 1979 Nov-Dec;25(6):683-6 
(Eng. Abstr.) (Rus) 


GLYCEROPHOSPHATES 
Hydrolysis of phosphatidylethanolamine 
nominally synthetic lysophosphoglycerides: 
methodological implications. Lee FC, et al. 
Biochemistry 1980 Apr 29;19(9): 1934-7 
ANALYSIS 


Biosynthesis of glycosylated glycerolphos; warats ae ; 


Anat 











induced by 


Streptococcus sanguis. Mancuso DJ, et 
Nov; 140(2):547-54 


BIOSYNTHESIS 


Enzymes of Srcenetins synthesis in eukaryotes. Bell RM, 
et al. Annu Rev Biochem 1980;49:459-87 (289 ref.) 

The formation of L-3-phosphoglyceric acid by 
ribulose-1,5-bisphosphate carboxylase. Brandén R, et al. 
Biochem Biophys Res Commun 1980 Feb 27;92(4): 1297- 308 

Synthesis and content of ether-linked glycerop! ~ 2% 
in the harderian gland of rabbits. Radominska-Pyrek 
et al. Biochim Biophys Acta 1979 Aug 30;574(2): 248-57 

“ae of oe pe nea i-phosphonate on 

—— oglyce ride and lipoteichoic acid synthesis in Bacillus 
subti utsch RM, et al. J Biol Chem 1980 Feb 25; 
255(4): 1521-5 

Biosynthesis in Escherichia coli of oa 3-phosphate, 
a precursor of phospholipid. Further kinetic 
characterization of wild type and a forms 
of the biosynthetic ey -3-phospha' 
dehydrogenase. Edgar JR, et al. Biol Chem 1980 Apr 
25;255(8):3492-7 

[Kinetics of triphosphoglyceric acid formation in Chlorella 
pyrenoidosa (in vivo) during alternation of light and 
darkness] Rusev R, et al. 1980 May-Jun; 
25(3):446-50 (Eng. Abstr.) (Rus) 


BLOOD 


Cod-liver oil, platelet fatty acids, and bleeding time [letter] 
Sanders TA, et al. Lancet 1980 May 31;1(8179):1189 
[Some data regarding the ratio glycerophospholipids/free 
cholesterol in diabetes mellitus (author’s transl)] Casu 
et al. Pathologica 1978 Nov-Dec;70(1009-1010): 31-61 
(Eng. Abstr.) (Ita) 


CHEMICAL SYNTHESIS 


Cyanamide mediated synthesis under plausible primitive earth 
conditions. VI. The synthesis of glycerol and 
glycerophosphates. Epps DE, et al. J Mol Ev ‘ol 1979 Dec; 
14(4):235-41 


ISOLATION & PURIFICATION 
Studies on the relationship between 


glycerophosphoglycolipids and lipoteichoic acids. IV. 


1980 


pi eer ya a dag er a a Pa 


wit Fischer Wet at Biochim m Bloggs act 1979 Dee 


ys Acta 1979 Dec 
18;575(3):389-98 


METABOLISM 


Esterification of extracellular alpha-glycerophosphate and 
palmitoyl CoA by isolated white adipocytes of rat. 
Giacobino JP. Arch Biochem Biophys 1980 Jun; 
pa 101-5 


yceric acid, formed by 
ribulose-1,5-bisphosphate aii, is the primary 
substrate for p! iration: experimental test of a 
hypothesis. Brandén R, et al. 
Biochem Biophys pes Commun 1980 Feb 27;92(4):1306-12 
— vic-cyclic ere te in rat tissues. Clarke NG, et 
al. Biochem J 1980 Apr 1;187(1):253-5 
Phosphate uptake in chemostat cultures of Escherichia coli 
K-12 subjected to periodic | io dimen hate pulsing: 
—- for assaying alkaline hatase. Francis JC, et 
al. Can J Microbiol 1979 May.25() ):560-4 
Reconstitution of 
alpha-glycerophosphate shuttle aay in rat skeletal 
Hog mitochondria. Bookelman H, et al. 
Int J Biochem 1979;10(5):411-4 
par Bp es meh in Escherichia coli of a novel transport system 
or sn- 


ycerol a and outer He df 


AAS Kage Uh et etal. Bacteriol 198 1980 Julia 143(1): cay 30 


Uptake of glycerol 3-phosphate and some of its analogs by 
the hexose phosphate of Escherichia coli. 


transport system 
eae A, et al. J Bacteriol 1980 Jul;143(1):538-9 


ification and properties of the sn-; lycerol 

eTer <r protein of Esc hia coli. Argast 

M, et al. J Biol Chem 1979 Nov 10;254(21):10931-5 

Selective changes i in enzymes of | the sn- — 3-phosphate 
and dihydroxy pathw: ays of 
ny poem biosynthesis during differentiation of 
Ag pocytes. Coleman RA, et a. 

Biol Chem 1980 1980 Aug 25; fe ya: 7681- 

PR fy A Peer Blow ec phosphate 
metabolism in rats fed high-fat or high-sucrose diets. 
Molaparast-Shahidsaless F, et al. J Nutr 1979 Sep; 
109(9):1560-9 

Oxidation of sn-glycerol-3-phosphate and acetyl L-carnitine 
yf oe tpg Bye: es. Berman H, et 

J Reticuloendothel Soc 1979 Sep;26(3):249-58 

Reconstruction of rat skeletal muscle glycerophosphate 
shuttle. Scislowski PW, et al. Mol Cell Biochem 1979 Sep 
28;27(1):3-6 

[Incorporation of radioactively labelled phosphoglycerides 
into the retina after subcutaneous application (author's 
transl)] Ritzinger I, et al. Klin Monatsbl Augenheilkd 1979 
Jul;175(1):82-5 (Eng. Abstr.) (Ger) 


PHARMACODYNAMICS 


Use of high-performance liquid chromatography techniques 
to study the protection e eee | by fluoride and 
cerop! hate inst ineralization in vitro. Grenby 
fie 4 1980; 14(4):221-32 
The effect of mouthrinse containing calcium 
glycerophosphate on the chemical composition and 


development of plaque in humans. Wycoff SJ, et al. 
J Dent Res 1980 Jan;59(1):23-8 


THERAPEUTIC USE 


Effect of oral administration of ‘essential’ phospholipid, 
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Dtsch Med Wochenschr 1979 Sep 21;104(38):1330 (Ger) 


ANALYSIS 


Semiautomated method for analysis of Ce quae in 
sublingual tablets: collaborative study. Juhl 
J Assoc Off Anal Chem 1980 Jul; 6344): 696-701 
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Standardization method. Pugh WJ. J Pharm Pharmacol 
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Duration of action of pentaerythritol trinitrate and 
nitroglycerine: a comparison using exercise performance 
and odynamic alterations. Vohra J, et al. 
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An assessment of the clinical use of Fagg trinitrate in a 
hospital outpatient population. Maclean FK, et al. 

Aust NZ J Med 1980 Feb;10(1):12-4 

Inhibition of platelet function by organic nitrate vasodilators. 
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isolated rat a cells by 
Ei § Ss, ,35)aiphe-amino™ ic 
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ee amino acid in ramer U, 
Biochemistry 1980 Jun 24;19(13):3074-80 
Suicide inactivation of bacterial cystathionine 

meme ape and methionine cael gy during 
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glycinuria and 3-hydroxyisovaleric aciduria. Bartlett K, 
et al. Clin Chim Acta 1980 Jan 15;100(2):183-6 

=. the gas c’ Ih/mass spectrometric 
identification and interpretation of their spectra. Tjoa SS, 
et al. Clin Chim Acta 1979 Jul 2;95(1): 35-45 
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Metabolism 1979 Dec;28(12):1211-7 

The formation of serine from glycine and formaldehyde by 
cell free extracts of Clostridium acidi-urici. Hougland AE, 
et al. Microbios 1979;24(97-98). 151-7 
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from rat striatum: evidence Bs a possib elinergi 
mechanism. Kerwin R, et al. Biochem Pharmacol 1979 Jul 
15;28(14):2193-7 
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Hepatic handling of a gamma-emitting bile salt derivative, 
1231-cholyiglycylhistamine, in the dog. Grandjean EM, et 
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(Jpn) 


BLOOD 
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disease (CG, SLCG measured by a radioimmunoassay) 
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[Clinical significance of serum bile acid radioimmunoassay 
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chromatography. Touchstone JC, et al. J Chromatogr 1979 
Oct 31;178(2):566-70 


PHARMACODYNAMICS 
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of saline in rats: antagonism by manne + hen yo) 
ycocholate. Jansen MA, et al. Toxicol Appl Pharmacol 
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Ultrastructure, ao and changes induced by 
acidic treatment. Rybicka K 
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ycol group detection to the study of ric mucosa 
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, insulin 


Sacomeet’ Belewe D tr, et al. J Biol Chem 1980 May 
ha gp 

Synthesis of glycogen from fructose in the presence of 
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mammalian fast + skeletal muscle. in vitro 
coun of the t d glycogenolytic 

tman ML, et al. J Biol Chem 1980 Jul 10; 
55(13): 6245-52 
effect of selective monoamine oxidase inhibitors, 
clorgyline and deprenyl, u tissue glycogen stores and 
blood glucose levels. I alles a , et 
J Neural Transm [Suppl] 1978;(14): 143-52 

Mechanisms of cyclic AMP regulation in cerebral anoxia and 

their relationshi he oT Gross RA, et al. 

J Neurochem 1980 May;34(5):1309-18 
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mammalian fast twitch skeletal muscle. Proposed in vitro 
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A new variant of late-onset myo ery rylase deficiency. 
Kost GJ, et al. Muscle Nerve 1980 —_" 3(3):195-201 
Phosphorylase isoenzymes in normal and 
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evidence for the presence = two isozymes in 
elasmobranchs. Yonezawa §, et al. 
Arch Biochem Biophys 1979 Oct 1;197(1):149-57 

eneity of ~ glycogen p! horylase liver-type 
i . Sato T, et al. Biochim ys Acta 1980 Apr 
11;612(2):344-51 

Comparative studies on * 2 ee of the muscle of some 
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Acta Physiol Temmaodl Bulg 1979;5(3):59-66 
Participation of adrenergic mechanisms in brain acetylcholine 
release produced by centrophenoxine. Georgiev VP, et al. 
Acta Ph | Bulg 1979;5(4):21-6 
Oxalate excretion in rats injected with xylitol or glycollate: 
stimulation by phenobarbitone pre-treatment. Rofe AM, 
et al. Aust J Exp Biol Med Sci 1979 Apr;57(2):171-6 
Chemotactic responses of Vibrio alginolyticus to algal 
—— roducts. Sjoblad RD, et al. 
Microbiol 1979 Sep;25(9):964-7 
ae a. in anephric patients: effects on uric acid and 
——— Murray TG, et al. 
Clin Pharmacol Ther 1980 May;27(5):686-9 
inergic inhibition involved in the 
“a -naphthoxyacetic acid-induced jumping behavior in 
mice. Yamada K. 
63(4):321-6 
Effect of tienilic acid (Diflurex) on the binding of warfarin 
14C to human plasma proteins. Prandota J, et al. 
Int J Clin Pharmacol Ther Toxicol 1980 Apr;18(4):158-62 
Mechanism ae the lethal and mutagenic effects of 
pov oxyacetic acids in Saccharomyces cerevisiae. 
tterberg G. Mutat Res 1979 May;60(3): + 300 
Ticrynafen: a new thiazid-like but uricosuri 
antihypertensive diuretic. Frohlich ED. N Engl J Med 1979 
Dec 20;301(25):1378-82 
The alpha-naphthoxyacetic acid-elicited retching involves 
dopaminergic inhibition in mice. Furukawa T, et al. 
Pharmacol Biochem Behav 1980 May;12(5):735-8 
Tienilic acid: pharmacokinetics, salicylate interaction and 


7976 


, et al. Eur J Pharmacol 1980 May 16; 


CUMULATED INDEX MEDICUS 


creatinine secretion studies. Dubb JW, et al. 
Med J 1979;55 —— 3:47-57 
Tienilic acid—-summary. Lant A. Postgrad Med J 1979;55 
Suppl 3:133-5 
Renal pharmacology of tienilic acid. Maass AR, et al. 
Med J 1979. 55 Suppl 3:37-46 
Renal handling of “Postgrad Med 3 to the action of tienilic 
acid. Steele TH. P. Med J 1979;55 Suppl 3:32-6 
Tienilic acid, an unusual diuretic. S Afr Med J 1980 Jun 
28;57(26):1064 
[Effect of halofenate on triglyceride and uric acid levels, 
coagulation and platelet behaviour in patients with 
ar laa type IV and hyperuricemia (author’s 
ransl)] O, et al. Arzneim Forsch 1978; 
28(12):2349-52 (Eng. Abstr.) 
[Pharmacologic spectrum of bi 


(Ger) 
hlorphenoxy)acetic acid 
Gis ache Janowski K, et 


. Pharmazie 1979 May-Jun; 
(Ger) 


PE ats induction with oy acid and 

bis(p-chlorophenoxy)acetic acid (proceedings)] Zipper J, 
et al. Pharmazie 1979 May-Jun;34(5-6):366-7 (Ger) 

[Effect of glucose and lactose on the tic activity 
of toluside] Strel’tsova RM. Farmatsiia 1979 Jul-Aug; 
28(4):47-8 (Rus) 

[Late sequelae of the use of repellents. III. A study of the 
mutagenic properties of dimethylphthalate and 
Ea! muta N,N-diethylamide by means of dominant 
ethal mutations] Iurchenko VV, et al. 

Parazitol (Mosk) 1980 Jan-Feb; ;49(1):58-61 Eas. 

pf ) 


THERAPEUTIC USE 


Double blind clinical study of tienilic acid and 
hydrochlorothiazide in primary arterial hypertension. 
Dupont P, et al. Acta Clin Belg 1979;34(2):81-7 

Treatment of hypertension: state of the art in 1979. Freis 
ED. Clin Sci 1979 Dec;57 Suppl 5:349s-353s 

An evaluation of tienilic acid, a new diuretic uricosuric agent, 
in the therapy of arterial hypertension. Lechi A, et al. 
Clin Sci 1979 Dec;57 Suppl 5:367s-269s 

One year follow-up of hyperuricaemic h nsive patients 
treated with tienilic acid or a diuretic with or without uric 
acid-lowering drugs. Waal-Manning HJ, et al. Clin Sci 
1979 Dec;57 Suppl 5:379s-382s 

Multicentre comparative trial of tienilic acid and 
hydrochlorothiazide in hypertensive patients. Ponticelli C, 
et al. Eur J Clin Pharmacol 1979 Nov;16(5):319-22 

Evaluation of a new uricosuric diuretic--ticrynafen. Kosman 
ME. JAMA 1979 Dec 28;242(26):2876-8 

Expensive new drugs and the costs of avoiding a small risk 
fletter} Leonard A. N Engl J Med 1979 Nov 1;301(18):1008 

Relative costs of ticrynafen and thiazides [letter] Sherrard 
DJ. N Engl J Med 1979 Dec 13;301(24):1346 

Relative costs of ticrynafen and thiazides [letter] Singer K. 
N Engl J Med 1979 Dec 13;301(24):1346 

Hypertension:risk factors and recent advances in treatment 
with tienilic acid. Proceedings of a symposium held at the 
Royal College of Physicians, London, on 22 and 23 May 
1978. Postgrad Med J 1979;55 Suppl 3:1-135 

Tienilic acid in mild to moderate hypertension. Andersson 
O, et al. Postgrad Med J 1979;55 Suppl 3:110-4 

Double-blind assessment of tienilic acid in essential 
hypertension. Freis ED. Postgrad Med J 1979;55 Suppl 
3:92-7 

rie and renal effects of tienilic acid. Frohlich 
ED, et al. Postgrad Med J 1979;55 Suppl 3:98-102 

Uricosuric effect of tienilic acid in normo- and 
hyperuricaemic hypertensive patients. Lohmiller G, et al. 
Postgrad Med J 1979;55 Suppl 3:68-74 

The hypouricaemic effect of tienilic acid: experience in 
patients with hyperuricaemia. McMahon FG, et al. 
Postgrad Med J 1979;55 Suppl 3:75-80 

The use of tienilic acid in nephrotic syndrome: a clinical 
rena Morgan A, et al. Postgrad Med J 1979;55 Suppl 
3:63-7 

Long-term usage of tienilic acid in essential hypertension. 
Noble RE, et al. Pi Med J 1979;55 Suppl 3:120-6 

A double-blind study of tienilic acid with two year follow-up 
of patients with mild to moderate essential hypertension. 
Okun R, et al. Postgrad Med J 1979;55 Suppl 3:103-9 

Propranolol and tienilic acid in essential hypertension. 
Pearson RM, et al. Postgrad Med J 1979;55 Suppl 3:115-9 

Studies on tienilic acid in hypertensive hyperuricaemic 
patients in Dunedin, New Zealand. Waal-Manning HJ, et 
al. Postgrad Med J 1979;55 Suppl 3:85-91 

Tienilic acid, a uricosuric diuretic, in the treatment of heart 
poy Weber KT, et al. Postgrad Med J 1979;55 Suppl 

758-62 

Tienilic acid in hypertension with hyperuricaemia. Zacharias 
F. Postgrad Med J 1979;55 Suppl 3:81-4 

The treatment of mild to moderate essential hypertension 
with tienilic acid (ticrynafen). Rosendorff C. 

S Afr Med J 1980 Jun 28;57(26):1069-72 

Effectivity of Cavinton and Lucidri} in the treatment of 
hearing defects of different origin. Jasper A. Ther Hung 
1979;27(1):29-31 

[Tienilic acid in the treatment of arterial er and 
yy cardiac insufficiency] Fariello R, et al 

Ital Cardiol 1979;9(12):1338-44 (Eng. Abstr.) (Ita) 

[Short term and median-term effects of tienilic acid in 
hypertension] Pirani R, et al. G Ital Cardiol 1979; 
9(12):1345-SO0 (Eng. Abstr.) (Ita) 
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oe observations in a group of h 


rtensive 
its treated with tienilic acid (author’s 


)] Tomasi 


AM. Pr al. G Ital Cardiol 1979;9(12):1456-8 (Eng. an 
it 


TOXICITY 


Acute leukaemia exposure to a weed killer, 
2-methyl-4-chlorphenoxyacetic acid. Timonen TT, et al. 
Acta Haematol pen 1980;63(3):170-1 

Prenatal effects of 2,4,5-T,2,4,5-trichlorophenol, 
phenoxyacetic acid in mice. Hood RD, et al. 

J Environ Sci Health [C] 1979;13(3C):189-204 

Distribution of " 2-methyl-4-chlorophenoxyacetic acid and 
2,4-d in male rats: evidence for 
the involvement of the central nervous system in their 


toxicity. Elo HA, et al. Toxicol App! Pharmacol 1979 Dec; 
51(3):439-46 


GLYCOLIPIDS 


Structural a ob of gangliosides and other 

gyoocons aia aa Karlsson KA. 
ied Bid 1980; 125:47-61 

Taifluoroscetolysis, a new method for structural studies of 
glycolipids. Svensson S. Se Exp Med Biol 1980;125:71-6 

— ° galactose oxidase on olipids. Lingwood CA. 

Can J Biochem 1979 Sep;57(9):1138-43 

Phospholipid, glycolipid, and ion dependencies of 
concanavalin A- and Ricinus communis agglutinin 
I-induced utination of sad vesicles. Hampton RY, et 
al. J Biol 1980 Jul 25;255(14):6766-71 

Aminopropyl silica gel as a solid support for preparation of 
rey immunoadsorbent and purification of antibodies. 

undu SK, et al. J Lipid Res 1979 Sep;20(7):825-33 

The in vitro lipolysis and biohydrogenation of 
monogalactosyldiglyceride by whole rumen contents and 
its fractions. Singh S, et al. J Sci Food Agric 1979 Jun; 
30(6):603-12 

Threshold effects on the lectin-mediated aggregation of 
Pee glycolipid-containing liposomes. Rando RR, et 
al. J Supramol Struct 1979;11(3):295-309 


ADMINISTRATION & DOSAGE 


Intralesional immunotherapy of malignant melanoma with 
mycobacterium smegmatis cell wall skeleton combined 
with trehalose dimycolate (P3). Vosika GJ, et al 
Cancer 1979 Aug;44(2):495-503 


ANALYSIS 


Glycolipids and cell differentiation. Rebel G, et al. 
Adv Exp Med Biol 1980;125:159-66 

Use of endo- and exoglycosidases for structural studies of 
glycoconjugates. Kobata A. Anal Biochem 1979 Nov 15; 
100(1):1-14 (83 ref.) 

Protein, glycoprotein and glycolipid profiles of human 
arterial and venous tissues. Moore CR, et al. 
Atherosclerosis 1980 Mar;35(3):267-75 

Lipids in the Harder’s gland of certain rodents. III: 
Oe Bareggi R, et al. Basic Appl Histochem 1979; 

Further characterization of the putative glycolipid receptor 
for MIF: role of fucose associated with an acidic glycolipid. 
Higgins TJ, et al. Biochem Biophys Res Commun 1980 Apr 
29;93(4):1259-65 

Gangliosides and neutral glycolipids of human adrenal 
medulla. Ariga T, et al. Biochim Biophys Acta 1980 Jun 
23;618(3):480-5 

Lipid distribution in Acholeplasma laidlawii membrane. A 
study using the lactoperoxidase-mediated iodination. Gross 
Z, et al. Biochim Biophys Acta 1979 Aug 23;555(3):547-52 

Alk-l-enyl ether phospholipids (plasmalogens) and 
glycolipids of Treponema hyodysenteriae. Analysis of acyl 
and alk-l-enyl moieties. Matthews HM, et al. 

Biochim Biophys Acta 1980 May 28;618(2):273-81 

A novel sialoglycolipid from hepatopancreas of the starfish 
Patiria pectinifera. Smirnova GP, et al. 

Biochim Biophys Acta 1980 Jun 23;618(3):486-95 

Polar lipids of Pseudomonas vesicularis. — of a 
heptosyldiacylglycerol. Wilkinson SG, et al 
Biochim Biophys Acta 1979 Nov 21;575(2): 244-54 

Selected ion monitoring of glycospingolipid mixtures. 
Identification of soverdl blood group type glycolipids in 
the small intestine of an individual rabbit. Breimer ME, 
et al. Biomed Mass Spectrom 1979 Jun;6(6):231-41 

Glycolipids as markers of murine T and B lymphoblastoid 
tumour cell lines. Rosenfelder G, et al. FEBS Lett 1980 
Jun 2;114(2):213-8 

Possible relationship between tumour malignancy and the 
pattern of glycolipids as an important glycocalyx 
component. Smid F, et al. Folia Biol (Praha) 1979; 
25(6):427-8 

Changes in monogalactosyl diglyceride & other glyco & 
phospholipids in developing & aging chick cerebrum & 
cerebellum. Singh KN, et al. Indian J Biochem Biophys 
1979 Dec; 16(6):349-53 

Phospholipid composition of gliding bacteria: oral isolates 

of ae compared with Sporocytophaga. Holt 

Sc, Infect Immun 1979 Oct;26(1):305-10 

Brain Slycolipids of a wild Japanese adult bear. Sato S, et 
al. Jpn J Exp Med 1979 Apr;49(2):139-46 
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BIOSYNTHESIS 


Inhibition of lipid-linked saccharide synthesis: comparison 
of tunicamycin, streptovirudin, and antibiotic 24010. Elbein 
AD, et al. Arch Biochem Biophys 1979 Sep;196(2):311-8 

Incorporation of glucose into peter Mw saccharides in 
— and its inhibition by amphomycin. | MS, et al. 

Arch Biochem Biophys 1979 Nov;198(1):304-13 
=e incorporation of Unt into the constituent fatty 
of monogalactosyldiglyceride by isolated spinach 
rth &, McKee JW, et al. Arch Biochem Biophys 1979 
Oct 1;197(1):322-32 $ 

Inhibition by warfarin of prothrombin synthesis and of 
lipid-saccharide synthesis in rat liver. Meeks RG, et al. 
Biochim Biophys Acta 1980 Jun 19;630(2):238-45 

Galactolipid synthesis in Vicia faba leaves. V. Redistribution 
of 14C-labelling in the polar moieties and the 14C-labelling 
kinetics of the fatty acids of the molecular species of mono- 
and digalactosyl diacylglycerols. Williams JP. 

Biochim Biophys Acta 1980 Jun 23;618(3):461-72 

Alteration of the glycolipid biosynthesis in the sage wd 
dwarf mouse. Neskovic NM, et al. Brain Res 1 
24;184(2):523-8 

A method for the determination of the chemical structure 
of glycolipids biosynthesized in vitro and the specificity 
and activity of glycosyltransferases. Stoffyn P, et al. 
Carbohydr Res 1979 Sep;74:279-86 

Metabolic carbohydrate-labelling of -_ 6 from mouse 
splenocytes. Mitogen-stimulated and T cells show 
different labelling patterns. Rosenfelder G, et al. 

Eur J Biochem 1979 Jun;97(1):229-37 

Biphasic rate of synthesis of glycoconjugates, phospholipids 
and DNA _ in_ concanavalin A-stimulated mouse 
thymocytes. Involvement of cortisone-sensitive and 
-resistant subpopulations. van Eijk RV, et al. 

Eur J Immunol 1979 Jul;9(7):506-10 

Investigations on myelination in vitro. Regulation by thyroid 
hormone in cultures of dissociated brain cells from 
embryonic mice. Bhat NR, et al. J Biol Chem 1979 Oct 
10;254(19):9342-4 

The biosynthesis of the major + agency oligosaccharide 
of Chinese hamster ovary cells occurs by the ordered 
addition of mannose residues. Chapman A, et al. 

J Biol Chem te Oct 25;254(20): 0243-9 

A cc Chinese hamster ovary cell line 
is deficient *~ the synthesis of [3H]glucosyl 
oligosaccharide-lipid. Krag SS. J Biol Chem 1979 Sep 25; 
254(18):9167-77 

Inhibition of protein synthesis also inhibits synthesis of 
lipid-linked oligosaccharides. Schmitt JW, et al. 

J Biol Chem 1979 Dec 25;254(24):12291-4 

The biosynthesis of oligosaccharide-lipids. Formation of an 
alpha-1,2-mannosyl-mannose linkage. Schutzbach JS, et 
al. J Biol Chem 1980 May 10;255(9):4170-5 

Myelin-specific proteins and glycolipids in rat Schwann cells 
ry: Ay lendrocytes in culture. Mirsky R, et al. 

iol 1980 Mar;84(3):483-94 

[Biosynthesis of pulmonary glycoconjugates. III. 
Mannosylation of lipid and protein acceptors] Levrat C, 
et al. Can J Biochem 1979 Sep;57(9):1163-9 (Eng. Abstr.) 

(Fre) 





BLOOD 


Immunological properties of glycolipids including some 
glangliosides in mammalian erythroc membranes. 
Taketomi T, et al. Adv Exp Med Biol 1980;125:349-58 

Stability of plasma low density lipoprotein with abnormal 
glycolipid composition from patients with Fabry’s disease. 
Clarke JT, et al. Ai 1980 Feb;35(2):155-63 

Selective spin labeling of sialic acid residues of glycoproteins 
and glycolipids in erythrocyte membranes: a novel method 
to study cell surface interactions. Feix JB, et al. 

FEBS Lett 1980 Jun 30;115(2):185-8 

[Glycolipid pattern and glycosilated hemoglobin (HbA 1) 

in a group of arteriosclerotic subjects] Gragnoli G, et al. 
Boll Soc Ital Biol Sper 1979 Nov 15;55(21):2160-6 = 
Abstr.) (Ita) 

[Biochemistry of erythrocyte membrane _ glycolipids] 

Hamanaka §, et al. Nippon Rinsho 1979 Dec;37(12):3860-8 


(Jpn) 
CHEMICAL SYNTHESIS 


A facile permethylation of cord factor. Goren MB, et al. 
Biochim Biophys Acta 1979 Jul 27;574(1):64-9 

Synthesis of glycolipids. Gigg R. Chem Phys Lipids 1980 
Jun;26(4):287-404 (426 ref.) 

Pseudo cord factors: derivatives of 
alpha-D-glucopyranuronosyl (1-1) 
alpha-~D-glucopyranuronoside. Goren MB, et al. 

Chem Phys Lipids 1979 Oct;25(2):209-24 


IMMUNOLOGY 


Glycolipid changes associated with oncogenesis and 
ontogenesis, and the inhibition of the process of 
transformation by monovalent anti-glycolipid antibodies. 
Hakomori S. Adv Pathobiol 1980;7:270-81 

Glycolipid genetic markers on red blood cells and tissue cells 
in cancer and potential -- canened Levine P. 

Adv Pathobiol 1980;7:259-6 

A glycolipid on the ‘surface & mouse natural killer cells. 

Kasai M, et al. Eur J Immunol 1980 Mar;10(3):175-80 


CUMULATED INDEX MEDICUS 


Human blood group A-positive and -negative strains of rat. 
Chemical Sale 20 shown by fucolipids of small intestine. 
Breimer ME, et al. FEBS Lett 1980 May 19;114(1):51-6 

Activation of the alternative pathway of complement by 
mycobacteria and cord factor. D, et al. 
Infect Immun 1980 Jul;29(1):30-5 

Affinity chromatographic purification of anti-glycolipid 
antibodies and their application to the membrane studies. 
Anti-galact antibodies. Uchida T, et al. 

J Biochem (Tokyo) — Jun;87(6):1829-41 

Capping of exogenous Forssman glycolipid on cells. Stern 

Tm? et al. J Biol 1979 Sep;82(3):829-33 

tion of rabbit antiserum specific for mammalian 
a sulfogalacto; ne et ingwood CA, et al. 
J Immunol 1980 Feb;124(2):769-74 

The effect of Toxoplasma cell fractions and mycobacterial 
immunostimulants against virulent a gondii in 
mice. Masihi KN, et al. Zentralbl Bakteriol [Orig A] 1979; 
245(3):377-86 


ISOLATION & PURIFICATION 


Studies on the relationship between 
Nee wines hoglycolipids and lipoteichoic acids. IV. 
Trigalactony glycerophospho-acylkojibiosyldiacylglycerol 
Wer al from Streptococcus lactis Kiel 
D172 Fischer et al. Biochim Biophys Acta 1979 Dec 
18;575(3):389-98 


Cord factor (trehalose-6-6’-dimycolate) of in vivo-derived 
Mycobacterium lepraemurium. Goren MB, et al. 
Biochim Biophys Acta 1979 Jul 27;574(1):70-8 

The neutral glyceroglucolipids of alveolar lavage from rabbit. 
pone By iL, et al. Biochim Biophys Acta 1979 Sep 28; 

574(3):480-6 


An aldehydophosphoglycolipid from Acholeplasma 
ularum. Smith PF, et al. Biochim Biophys Acta 1980 
Mar 21;617(3):419-29 
Sulfonoglycolipid from 
pe oe A. A Kitagawa I, et al. 
Chem Pharm (Tokyo) 1979 Aug; 218): 1394-7 
Agee containing hopane isolated from the acidophilic, 
rmophilic Bacillus acidocaldarius, has a cholesterol-like 
function in membranes. Poralla K, et al. FEBS Lett 1980 
Apr 21;113(1):107-10 
Radiolabeling and isolation of Thy-1 active glycolipids from 
murine brain and lymphoma cell lines. Kato KP, et al. 
J Immunol 1979 Nov;123(5):1977-84 
ABO(H) blood group antigens of the human erythrocyte 
membrane: contribution of glycoprotein and oe. 
Mehta NG. J Membr Biol 1980 Jan 31;52(1):1 
Isolation of cholera toxin receptors hon a mouse fibroblast 
and lymphoid cell line by immune precipitation. Critchley 
DR, et al. J Supramol Struct 1979;12(2):273-91 
[Fatty acid composition of glycerolipids from potato leaves] 
Rodionov VS, et al. Biokhimiia 1979 Sep;44(9):1706-14 
(Eng. Abstr.) (Rus) 


METABOLISM 


Lipid carriers in the synthesis of high-mannose glycoproteins 

in Sen 58 Romero PA, et al. Biochim Biophys Acta 1979 
586(3):545-59 

The ahosiieler localization of testicular 
sulfogalactoglycerolipid. Klugerman A, et al. 
Can J Biochem 1980 Mar;58(3):225-9 

Putative inhibitory effects of chrysotile, crocidolite, and 
amosite mineral fibers on the more complex surface 
membrane glycolipids and glycoproteins. Newman HA, et 

Perspect 1980 Feb;34:103-11 

Formation of lipid-linked sugar compounds in Volvox carteri 
f. nagariensis lyengar. Bause E, et al. FEBS Lett 1979 Oct 
15;106(2):321-4 

Lipid-mediated glycosylation of endogenous proteins in 
isolated plasma membrane of Saccharomyces cerevisiae. 
Welten-Verstegen GW, et al. J Bacteriol 1980 Jan; 
141(1):342-9 

Effect of butyrate on glycolipid metabolism of two cell types 
of rat ascites hepatomas with different ganglioside 
biosynthesis. Taki T, et al. J Biochem (Tokyo) 1979 Nov; 
86(5):1395-402 

The biosynthesis of nascent membrane lipoteichoic acid of 
Streptococcus faecium (S. faecalis ATCC 9790) from 
phosphatidylkojibiosy! diacylglycerol and 
phosphatidylglycerol. Ganfield MC, et al. J Biol Chem 1980 
Jun 10;255(11):5164-9 

The effect of showdomycin on glycolipid formation. 
Inhibition of glucosyl-phosphoryl-dolichol in aorta and 
stimulation of glucosylceramide in yeast. Kang MS, et al. 

Biol Chem 1979 Oct 25;254(20):10037-43 

Effects of sodium butyrate on the membrane glycoconjugates 
of murine sarcoma virus-transformed rat cells. Via DP, 
et al. J Cell Biol 1980 Feb;84(2):225-34 

Glycolipids in human lung carcinoma of histologically 
different types. Yoda Y, et al. JNCI 1979 Nov; 
63(5):1153-60 

Photoreactive labeling of M13 coat protein in model 
membranes by use of a glycolipid probe. Hu VW, et al. 
Proc Natl Acad Sci USA 1979 Nov;76(11):5460-4 

Functional incorporation of synthetic glycolipids into cells. 
Rando RR, et al. Proc Natl Acad Sci USA 1980 May; 
77(5):2510-3 

Transfer of mannose from GDP-mannose to lipid-linked 
oligosaccharide by soluble mannosy! transferase. Spencer 


the sea peng Anthocidaris 


GLYCOLS 


JP, et al. Proc Natl Acad Sci USA 1980 vo normal an 
[The plasma membrane glycoconj and 
transformed cells (author’s transl) 


} 
Bull Cancer (Paris) 1979;66(4):353-72 (95 ref. yi (Eng. Abstr. me? 


[Synthesis and metabolism of the cell membrane in kites 
tubules] Ishizuka I. Nippon Rinsho 1979;37(7): 2720-4 (2h 
ref.) (Jpn) 

[Prostaglandins and glycolipid metabolism] Sneer A, et al. 
Rev Med Chir Soc Med Nat Iasi 1979 Apr-Jun; ey 
230 um) 


PHARMACODYNAMICS 


On the interferon-inducing p i of Salmonella 
minnesota Re glycolipid and its derivatives. Galabov AS, 

et al. Acta Biol Med Ger 1979;38(5-6):751-7 

The mitogenic activity of lipopolysaccharide for spleen cells 
from germfree, conventional, and gnotobiotic rats. Wells 
C, et al. Can J Microbiol 1979 Sep:25(9): 1087-93 

Stimulation of thymocyte mitogenic protein secretion and 
of cytostatic activity of mouse peritoneal macrophages by 
ey dimycolate and muramyldipeptide. Tenu JP, et 

Eur J Immunol 1980 Aug;10(8):647-53 

Role of sialic acid in the macrophage glycolipid receptor 
for MIF. Liu DY, et al. J Immunol 1980 Apr;124(4):2042-7 

Induction of resistance to Schistosoma mansoni by natural 

cord factor and synthetic lower homologues. Olds GR, 

et al. J Infect Dis 1980 Apr;141(4):473-8 


PHYSIOLOGY 


Inactivation of membrane-bound (Na+ +K+)-ATPase of 
Yoshida sarcoma cells and cobra venom pose complex 
with the tra com ts of the enzyme system. 
Mone MD, et al Cancer Biochem Bioph ys 1979. “4(1): 37-41 

[Cell adhesiveness by ycolipids Poerm. 's transl)] Taki 
et s Tanpakushitsu usan Koso 1979;24(8):985-98 (124 
ref.) (Jpn) 


THERAPEUTIC USE 


Induction of delayed-type sensitivity to Leishmania parasite 
in a case of leishmaniasis cutanea diffusa with BCG and 
cord-factor (Trehalose-6-6’ dimycolate). Cohen HA. 
Acta Derm Venereol (Stockh) 1979;59(6):547-9 

Histopathology of tumor regression by cord —— 
turpentine or endotoxin, dissociation of therapy and 
granuloma formation. Yarkoni E, et al. Eur J Sour 1979 
Nov;15(11):1401-7 

Regression of a murine fibrosarcoma after intralesional 
injection of a synthetic C39 glycolipid related to cord 
factor. Yarkoni E, et al. Infect Immun 1979 Nov;26(2):462-6 

Immunotherapy of an ascitic rat hepatoma with cord factor 
(trehalose-6, 6’"-dimycolate) and synthetic analogues. Pimm 
MY, et al. Int J Cancer 1979 Dec 15;24(6):780-5 

Regression of tumors in guinea pigs after treatment with 
synthetic muramyl dipeptides and trehalose dimycolate. 
McLaughlin CA, et al. Science 1980 Apr 25; 
208(4442):415-6 


URINE 


Isolation and partial identification of ome glycosyl 
pre ee from normal human urine. 
F. Biochem Med 1980 Feb;23(1):94-107 


GLYCOLS 


Utilization of a glycol-stabilized liquid NAD for the 
measurement of three enzymes on the GEMSAEC. Carter 
P, et al. Clin Biochem 1980 Feb;13(1):38-40 

Thermodynamics of dialysis equilibrium & excess hydration 
of proteins: Part I--Negative binding of glycols & alcohols. 
Chatterjee R, et al. Indian J Biochem ys 1979 Jun; 
16(3):158-64 


ADMINISTRATION & DOSAGE 


[Diols as potential sources of energy in parenteral nutrition] 
Kremer IuN, et al. Vestn Akad Med Nauk SSSR 1980; 
(2):14-24 (107 ref.) (Eng. Abstr.) (Rus) 


ANALYSIS 


Catecholamine metabolites in amniotic ye sg as indicators of 
intrauterine stress. Lagercrantz H, e' 
Am J Obstet Gynecol 1980 Apr is: 136(8): 1067-70 
Simultaneous determination of noradrenaline and 
3-methoxy-—4-hydroxyphenylethylen coal 
discrete brain regions of the rat. K 
Anal Biochem 1979 Sep 1;97(2):352-8 


BLOOD 


A radioenzymatic microassay for simultaneous measurement 
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et al. Arch Virol 1980;64(2):119-26 

The surface structure of Venezuelan equine 
encephalomyelitis virus. Grigoriev VB, et al. Arch Virol 
1980;63(2):165-9 
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Basu M, et al. Proc Natl Acad Sci USA 1979 Sep; 
76(9):4270-4 


BLOOD 


Le(b)-active glycolipid in human a measurement by 
radioimmunoassay. Rohr TE, et al 
Arch Biochem Biophys 1980 Jan; 199(1): ae 

Studies on the neutral glycosphingolipi of porcine plasma. 
Clarke JT, et al. Can J as hebhe Set 05 1229-36 

P blood group regulation of hingolipid levels in 
human hroc Fletcher Biol Chem 1979 
Nov 25;254(22):11196-8 

Isolation and chemical characterization of neutral 
sive _— of human neutrophils. Macher BA, et 

Chem 1980 Mar 10;255(5):2092-6 

nehiien and characterization of a heptaglycosylceramide 
from bovine erythrocyte membranes. Chien JL, et al. 
J Lipid Res 1979 Jul;20(5):669-73 

Asialo GM1 as a cell-surface marker detected in acute 
lymphoblastic leukemia. Nakahara K, et al. 

N Engl J Med 1980 Mar 20;302(12):674-7 


IMMUNOLOGY 


Cell surface seme phingolipids of normal and leukemic 
human » Saw ytes. Schwarting GK, et al. 
Clin Immunol Immunopathol 1979 Sep; 14(1): 121-9 
Liposome pe ne and liposomal membrane 
immune-damage assays for the characterization of 
antibodies to glycosphingolipids. Uemura K, et al. 
J Biochem (Tokyo) 1980 Jun;87(6):1641-8 
Gangliotetraosylceramide is a T cell differentiation antigen 
associated with natural cell-mediated cytotoxicity. 
Schwarting GA, et al. J Immunol 1980 Apr;124(4):1691-4 
Identification of ganglio-N-tetraosylceramide as a new cell 
surface marker for murine natural killer (NK) cells. Young 
WwW Jr, et al. J Immunol 1980 Jan;124(1):199-201 
Anti-asialo-GM1 antibody in sera from patients with Graves’ 
disease and Hashimoto's thyroiditis [letter] Sawada K, et 
al. Lancet 1980 Jul 26;2(8187):198 


ISOLATION & PURIFICATION 


The structure of canine intestinal trihexosylceramide. Sun 
SS, et al. Biochim Biophys Acta 1979 Nov 21;575(2):295-98 

A novel sphingophosphonoglycolipid ——s 
pts ys oo ged isolated from the skin of the marine 
gastropod Aplysia kurodai. Araki S, et al. 
J Biochem “okyo) 1980 Feb;87(2): 303- 10 

DEAE-silica gel and DEAE-controlled porous glass as ion 
exchangers for isolation of gl: colipids. Kundu SK, et al. 
J Chromatogr 1979 Feb 11;170(1):65-72 

An improved technique for separation of neutral 
glycosphingolipids by high-performance liquid 
rer ll Suzuki A, et al. J Lipid Res 1980 May; 
21(4):4 


METABOLISM 


Enzymatic sulfation of galactosyl- and lactosylceramides in 
cell lines derived from renal tubules. Tadano K, et al. 
Biochim Biophys Acta 1979 Dec 18;575(3):421-30 

Cell surface sialylation of glycoproteins and 
payee gmat in cultured metastatic variant 

NA-virus transformed non-producer BALB/c 3T3 cell 
lines. Yogeeswaran G, et al. Int J Cancer 1979 Aug; 
24(2):193-202 

Alterations in glycosphingolipid patterns in a line of African 
ee monkey kidney cells infected with herpesvirus. 

hroder EW, et al. J Virol 1979 Dec;32(3):734-40 

Possible relationship between glycosphingolipids and the 
formation of metastasis in certain human experimental 
tumors. Skipski VP, et al. JNCI 1980 Aug;65(2):249-56 


PHARMACODYNAMICS 


Specific inhibition of macrophage migration inhibition factor 
by fucosylated glycolipid RM. Miura T, et al. 
J Biochem (Tokyo) 1979 Sep;86(3):773-6 


GLYCOSURIA 


Renal threshold for glucose in diabetic children [letter] 
Dorchy Fi, et al. Acta Paediatr Belg 1979 Apr-Jun; 
32(2):145-6 

Simultaneous testing for glucose and total substances in 
oe urinalysis letter] Potter JL. Clin Chem 1980 Jan; 
6(1):172-3 





Set al 


1980 


The multilayered film analyzer: glucose in serum, plasma, 
cerebrospinal fluid, and urine; and urea nitrogen in serum 
and plasma. Warren K, et’ al. Clin Chem 1980 Jan; 
26(1): 133-7 

Stability of glucose in urine [letter] Worth RD, et al. 
Clin Chem 1980 May;26(6):789 

Relationship of Corr with glycosuria in diabetes 
mellitus. et al. Indian J Exp Biol 1980 Mar; 
18(3):258-60 

{Glycosuria and phosphaturia as a manifestation of hereditary 
disorders of kidney tubules] Zofkova I, et al. Vnitr Lek 
1979 Jul;25(7):718-22 (Eng. Abstr.) (Cze) 


CHEMICALLY INDUCED 


A study of the relationship between cadmium concentrations 
in urine and renal effects of cadmium. Nogawa K, et al. 
Environ Health Perspect 1979 Feb;28:161- 


DIAGNOSIS 
Self-control with urinalysis in juvenile diabetes. Ludvi 
J, et al. Acta Scand 1979 Nov;68(6):887-91 
Use of Clinitest urine test for indirect estimation of blood 
glucose levels in the critically ill. Angaran DM, et al. 
Am J Hosp Pharm 1980 Jul;37(7):950-6 
Effect of methy’ on urine ew test methods. Ives 
TJ, et al. Am J Pharm 1980 May;37(5):683-7 
ical problems with the Clinitest [letter] Elliott BA. 
Br Med J 1979 Oct 13;2(6195):938- 
Single-voided vs. double-voided urine testing. 
et al. Diabetes Care 1979 May-Jun;2(3):269-71 
Ghetats in children with diabetes: a of the 
2-drop Clinitest method. Winter RJ, et al 
Care 1979 te ee 349-52 
[Urine glucose camou ascorbic acid] Kristensen HH. 
Ugeskr Laeger 1979 sh 142(1):22-3 (Eng. Abstr.) 


[The interference of vitamin C with 1 '? tests for 
— in urine and blood) Daae LN 
Nor 1980 May 30,160(15): 1017-8 (eng. 


tr.) 
is of glycosuria and diabetes] Berg B, et Ftd 
1980 Apr 9;77(15):1409-11 (Swe) 


Guthrie DW, 


ETIOLOGY 


Glucosuria in children with diabetes: advantages of the 
2-drop Clinitest method. Winter RJ, et al 
Diabetes Care 1979 Jul-Aug;2(4):349-52 
METABOLISM 


Gycosuria as an indication for glucose tolerance testing 
during pregnancy. Jackson WP, et al. S Afr Med J 1979 
Nov 24;56(22):921-3 

URINE 


Influence of insulin on the non-diffusible urinary 
sugar-peptide fraction in non-diabetic rats. Guzdek A, et 
al. Folia Biol (Krakow) 1979;27(2):125-8 


GLYCOSURIA, RENAL 


COMPLICATIONS 
[A case of renal diabetes with tubular proteinuria] David 
S. Minerva Med 1979 Oct 13;70(44):3084 (Ita) 
ETIOLOGY 


[Mechanism of renal glycosuria in the nephrotic syndrome] 
Seiler A, et al. J Urol Nephrol (Paris) 1979 Sep;85(9):573-8 
(Fre) 


FAMILIAL & GENETIC 


[Renal diabetes. Apropos of 103 cases in children] Lestradet 


H, et al. Arch Fr Pediatr 1979 Sep-Oct;36(8):760-6 (Eng. 
Abstr.) (Fre) 


GLYCYL T RNA SYNTHETASE see under AMINO ACYL 
T RNA SYNTHETASES 


GLYCYLGLYCINE see under DIPEPTIDES 
GLYCYRRHETIC ACID see GLYCYRRHETINIC ACID 


GLYCYRRHETINIC ACID 


ADVERSE EFFECTS 


[Rhabdomyolysis and acute renal insufficiency. Role of 
=" depletion induced by a liquorice overdose] 
ourad G, et al. J Urol Nephrol (Paris) 1979 Apr-May; 
85(4-5):315-9 (Fre) 


ANALOGS & DERIVATIVES 


Gastric antiulcer and antisecretory effects of carbenoxolone, 
aldosterone and desoxycorticosterone in rats. Dajani EZ, 
et al. Arch Int Pharmacodyn Ther 1979 Nov;242(1):128-38 

Effects of glycyrrhetinic acid and its derivatives on delta 
4-5 alpha- and 5 beta-reductase in rat liver. Tamura Y, 
et al. Arzneim Forsch 1979;29(4):647-9 

Rapid estimation of glycyrrhizin and glycyrrhetinic acid in 





1980 


rr b liquid chromato, hy. Sakiya 
: : ha tee Bull I irokse) 1979 tay 273) 1s-3° 


dined on for oesophagitis. Drug Ther 1979 Aug 3; 
17(16):63-4 

Prolonged pseudoaldosteronism induced by — 
Takeda R, et al. Endocrinol Jpn 1979 Oct. 5):541-7 

Antiviral activity of glycyrrhizic acid. Pompei R, et al. 
Experientia 1980 Mar 15;36(3):304 

Effect of carbenoxolone on lipolysis in chicken adipose tissue. 
Fernandez-Fernandez JM, et al. Horm Metab Res 1980 
May;12(5):221-2 

New and simple methylene blue colorimetric assay for 

——- in pharmaceuticals. Habib AA, et al. 
Pharm Sci 1979 Oct;68(10):1221-3 

Pirenzepine and carbenozolone in gastric ulcer. Preliminary 
results of a multicentre double-blind controlled clinical 
trial. Barbara L, et al. Scand J Gastroenterol [Suppl] 1979; 
14(57):21-4 

Drugs for peptic ulcer [letter] Jones FA, et al. 
World J Surg 1979 Sep 20;3(5):659-60 


[Treatment of peptic ulcer with Biogastrone (carbenoxolone)]} 
Brailski Kh, et al. Vutr Boles 1979; 18(5):37-44 (Eng. ~—- 
(Bul) 


[Treatment of cimetidine-resistant gastric ulcer with 
carbenoxolone-sodium (author’s transl)] Simon B, et al. 
Med Klin 1979 Aug 31;74(35):1250-3 (Eng. Abstr.) 


) 
[Carbenoxolone in the treatment of duodenal ulcer] Kadish 
U, et al. Harefuah 1979 Sep;97(5-6):111-2 (Eng. > 


[Peptic ulcer: a social and therapeutic problem still current] 
Visconti GP, et al. Recenti Med 1979 Nov; 
67(5):530-45 (Eng. Abstr.) (Ita) 

[The suppressive effect of glycyrrhizin on TSH secretion 
(author’s transl)}] Matsui J, et al. Horumon To Rinsho 1980 
Jan;28(1):57-61 (Jpn) 

{A case of ventricular flutter and fibrillation due to 

lycyrrhizin induced psendoaldosteronism (author’s transl)] 
oshiai M, et al. Kokyu To Junkan 1980 Feb;28(2):169-72 
(Eng. Abstr.) (Jpn) 

[Value of biogastrone and duodenal biogastrone in the 
treatment of peptic ulcer] Stadnicki A. Pol Tyg Lek 1979 
Jun 25;34(26):1029-31 (Eng. Abstr.) (Pol) 


BLOOD 


Rapid estimation of glycyrrhizin and glycyrrhetinic acid in 
plasma by high-speed liquid chromatography. Sakiya Y, 
et al. Chem feo Bull (Tokyo) 1979 May;27(5):1125-9 


PHARMACODYNAMICS 


Effects of glycyrrhetinic acid and its derivatives on delta 
4-5 alpha- and 5 beta-reductase in rat liver. Tamura Y, 
et al. Arzneim Forsch 1979;29(4):647-9 


THERAPEUTIC USE 


[Dynamics of the histomorphological skin changes in guinea 
pigs with contact dermatitis under glycyrrhetic acid and 
as oa se treatment] Mel’nikova VS, et al. 

estn Dermatol Venerol 1980 Mar;(3):24-7 (Eng. Abstr.) 
(Rus) 


GLYCYRRHIZA 


Aspirin-induced gastric mucosal damage in rats: cimetidine 
and deglycyrrhizinated liquorice together give greater 
protection than low doses of either drug alone. Bennett 
A, et al. J Pharm Pharmacol 1980 Feb;32(2):151 

Tobacco chewer’s hypokalemia: licorice revisited. Blachley 
JD, et al. N Engl J Med 1980 Apr 3;302(14):784-5 

Licorice, snuff, and hypokalemia [letter] Lai F, et al. 

N Engl J Med 1980 Aug 21;303(8):463 
The treatment of gastric ulcer: a comparative trial of four 
preparations. Gutz HJ, et al. Practitioner 1979 Jun; 
$99(1332). 849-53 

Effect of deglycyrrhizinated liquorice on gastric mucosal 
damage by aspirin. Rees WD, et al. 
Scand J Gastroenterol 1979;14(5):605-7 

[Case of contact dermatitis caused by licorice] Nugmanova 
ML, et al. Vestn Dermatol Venerol 1979 Nov;(11):62-4 


(Rus) 
ANALYSIS 


Antimicrobial agents from higher plants. Antimicrobial 
isoflavanoids and related substances from Glycyrrhiza 
labra L. var. typica. Mitscher LA, et al. J Nat Prod 1980 
ar-Apr;43(2):259-69 
Effect of FM 100, a fraction of licorice root, on exocrine 
secretion from the rat pancreas. Ishii Y, et al 
Jpn J Pharmacol 1979 Aug;29(4):664-6 


GLYMIDINE see under SULFONAMIDES 
GLYOXAL see under ALDEHYDES 


GLYOXYLATES 


BLOOD 


Transport of oxalic acid, glycollic acid, lyoxylic acid and 
benzoic acid by resealed erythrocyte ‘ghosts’ prepared by 
a dialysis technique [proceedings] Hubbard AR, et al. 


CUMULATED INDEX MEDICUS 


Biochem Soc Trans 1979 Oct;7(5):958-60 


METABOLISM 


The disproportionation of ary by lactai 
dehydrogenase. Duncan Biochem Biophys 1980 
Apr 15;201(1):128-36 

Occurrence and operation of the glycollate—glyoxylate 
shuttle in mitochondria of Euglena gracilis Z. Yokota A, 

et al. Biochem J 1979 Oct 15 184(1):189-92 

pvidene suggesting that the NADPH/NADP ratio 
modulates the splitting of the isocitrate flux between the 

lyoxylic and tricarboxylic acid cycles, in Escherichia coli. 
Boutista J, et al. FEBS Lett 1979 Sep 15;105(2):333-6 

Embryogenesis and the glyoxylate cycle. Kahn FR, et al. 
FEBS Lett 1980 Jun 30;115(2):312-4 

Reaction between re and glyoxylate as a possible 
source of CO2 durin, otorespiration in wheat leaves. 
Naik MS, et al. FEBS Bet 19 Mar 10;111(2):277-80 

Glyoxylate cycle in toad urinary bladder: possible stimulation 
by aldosterone. Goodman DB, 

Proc Natl Acad Sci USA 1980 Man 71(3): 1521-5 


PHARMACODYNAMICS 


Effect of pyridoxine, glyoxylic acid and pyridoxylate on 
oxidative metabolism in vitro and phosphorylated 
energy-rich compounds studied in rat brains during acute 
hypoxia and ischaemia. Joanny P, et al. Resuscitation 1979; 
7(2):135-44 


URINE 


The time course of mandelic and phenylglyoxylic acid 
excretion in workers exposed to styrene under model 
conditions. Wilson HK, et al. Br J Ind Med 1979 Aug; 
36(3):235-7 

Human exposure to styrene. III. Elimination kinetics of 
urinary mandelic and phenylglyoxylic —- after single 
experimental exposure. Guillemin MP, et al 
Int Arch Occup Environ Health 1979 Nov; -44(4): 249-63 


G(M1) GANGLIOSIDE see under GANGLIOSIDES 
G(M2) GANGLIOSIDE see under GANGLIOSIDES 
G(M3) GANGLIOSIDE see under GANGLIOSIDES 
GNATHOSTOMA see under SPIRUROIDEA 
GNOTOBIOTICS see GERM-FREE LIFE 


GOALS 


Information requirements of the public. Epstein SS. 
Hyg Assoc J 1979 Dec;40(12):1152-8 

How medical students use objectives. Mast TA, et al. 
Annu Conf Res Med Educ 1979 Nov;18:159-64 

Defining goals and assessing change in brief psychotherapy: 
a pilot study using target ratings and the dyad grid. Ryle 
A. Br J Med Psychol 1979 Sep;52(3):223-33 

Goal setting with pregnant teen-agers. Enos R, et al. 
Child Wi 1979 Sep-Oct;58(8):541-52 

The efficacy of diagnostic reports as individualized guides 
to prescriptive goal planning. Bagnato SJ. Except Child 
1980 Apr;46(7):554-7 

Goal attainment scaling as a useful tool for evaluating 
progress in special education. Carr RA. Except Child 1979 
Oct;46(2):88-95 

The closing phase of the psychoanalytic treatment of adults 
and the goals of psychoanalysis "The myth of perfectibility’. 
Gaskill HS. Int J Psychoanal 1980;61(1):11-23 

The closing phase of the psychoanalytic treatment of adults 
and the goals of psychoanalysis "The search for truth about 
one’s self. Grinberg L. Int J Psychoanal 1980;61(1):25-37 

Goal-guided learning from text: inferring a descriptive 
processing model from inspection times and eye 
movements. Rothkopf EZ, et al. J Educ Psychol 1979 Jun; 
71(3):310-27 

Mastery of performance objectives 9 Aeeryinad training: 
faculty vs resident ratings. Russell M 
J Fam Pract 1980 Feb;10(2):323-5 

Standard — goals. Zuck D, et al. Phys Ther 1980 
Jun;60(6):793-5 

Effects of hia setting on achievement in archery. Barnett 
ML, et al. Res Q 1979 Oct;50(3):328-32 

[Goals and intentions of the International Year of the Child 
1979] Kleinschmidt G. 
Prax Kinderpsychol Kinderpsychiatr 1979 Nov-Dec; 
28(8):308-15 (Ger) 

ene of goal-directed behavior and the associative 
systems of the brain] Batuev AS. Fiziol Zh SSSR 1980 May; 
66(5):629-41 (35 a! ) (Eng. Abstr.) (Rus) 

{Programs and goal planning in a hygiene] Izmerov 
NF, et al. Gig Sanit 1979 Sep;(9):31-4 (Rus) 

[Experimental psychology study of certain aspects of reduced 
activity among schizophrenic patients] Kurek NS. 
Zh Nevropatol Psikhiatr 1979;79(12):1728-32 (Eng. Abstr.) 

(Rus) 


GOATS 


Post-mortem examination in the diagnosis of Johne’s disease 
in goats. Fodstad FH, et al. Acta Vet Scand 1979; 


GOATS 


20(2):157-67 

An evaluation of a continuous tissue pH monitor in the fetal 
and neonatal goat. Kellner KR, et al. 
Am J Obstet Gynecol 1979 Oct 15;135(4):507-10 

A pathogenetic study of the early connective tissue lesions 
of viral caprine arthritis-encephalitis. Adams DS, et al. 
Am J Pathol 1980 May;99(2):257-78 

Experimentally induced acute aflatoxicosis in goats treated 
with ethyl maleate, glutathione precursors, or thiosulfate. 
Hatch RC, et al. Am J Vet Res 1979 Apr;40(4):505-11 

Influence of progestin upon hemodynamics in castrated male 
pygmy goats. Hoversland AS, et al. Am J Vet Res 1979 
Apr;40(4):559-63 

Pharmacokinetic evaluation and mammary excretion of 
tamethicillin in the healthy goat. Lazaro A, et al. 
Am J Vet Res 1979 Aug;40(8):1173-6 

Control of blood flow in a large surface wound. Aulick LH, 
et al. Ann Surg 1980 Feb;191(2):249-58 

The natural occurrence in a goat of an or, 
Eperythrozoon ovis [letter] Daddow K 
Dec;55(12):605-6 

The transmission of a sheep strain of Eperythrozoon ovis 
to goats and the development of a carrier state in the goats 
[letter] Daddow KN. Aust Vet J 1979 Dec;55(12):605 

Feral goats and infectious disease: an abattoir survey [letter] 
McKenzie RA, et al. Aust Vet J 1979 Sep;55(9):441-2 

Toxoplasmosis as a cause of — death in goats. Munday 
BL, et al. Aust Vet J 1979 Oct;55(10):485-7 

Observations on ringworm in goats caused by Trichophyton 
verrucosum. Pandey VS, et al. Br Vet J 1980 Mar-Apr; 
136(2):198-9 

Coenurosis in goats in the Sudan. Abbas B. 
Bull Anim Health Prod Afr 1978 Dec;26(4):363-4 

+ outbreak of contagious caprine pleuropneumonia-like 
disease. Masiga WN, et al. Bull Anim Health Prod Afr 1979 
Dec;27(4):287-8 

Pathology of acute intestinal coccidiosis in young goats. 
Opoku-Pare GA, et al. Bull Anim Health Prod Afr 1979 
Dec;27(4):269-73 

Case report: cystic dilatation of the parotid duct of a goat. 
Slocombe RF. Can Vet J 1980 Apr;21(4):130-2 

Brucellosis in sheep and goats in Cyprus. Polydorou K. 
Comp Immunol Microbiol Infect Dis 1979;2(1):99-106 

Mycoplasma mycoides subspecies —— as a cause of 
polyarthritis in goats. Rosendal S, e 
J Am Vet Med Assoc 1979 Aug 15, 8: 378-80 

PT ey pe in a. Smith 
J Am Vet Med Assoc 1979 Jun 15; n7a(3) 1328-32 

Haematological studies on Trypanosoma vivax infection of 
goats and intact and splenectomized sheep. Anosa VO, et 
1. J Comp Pathol 1980 Jan;90(1):155-68 

Disease syndromes in sheep and goats naturally infected with 
Trypanosoma congolense. Griffin L, et al 
J Comp Pathol 1979 Oct;89(4):457-64 

Trace element deficiencies and fertility in ruminants: a 
review. Hidiroglou M. J Sci 1979 Aug; 
62(8):1195-206 (10 ref.) 

Scanning electron microscope studies of some normal and 
diseased conditions of mammalian skin as revealed in 
leather manufacture. Dempsey M. J Pathol 1979 Jul; 
128(3):151-7 

Attempted cross-transmission of coccidia between sheep and 
goats and description of Eimeria ovinoidalis sp. n. 
McDougald LR. J Protozool 1979 Feb;26(1):109-13 

Paratuberculosis (Johne’s disease) in bighorn sheep and a 
Rocky Mountain goat in Colorado. Williams ES, et al. 
J Wildl Dis 1979 Apr;15(2):221-7 

Outbreak of Q fever hetter] Buckley B. Med J Aust 1979 
Jun 30;1(13):624 

Practical parasite control. Guss SB. Mod Vet Pract 1980 Jun; 
61(6):517-20 

Termination of pregnancy in goats using cloprostenol. Day 
AM, et al. Vet J 1979 Oct;27(10):207-8 

A veterinary group for goats? [letter] Verkerk G, et al. 
NZ Vet J 1979 pe 27(4):84 

be ig studies on shape discrimination in goats. Baldwin 
BA. Physiol Behav 1979 Sep;23(3):455-9 

Tonisity « of vp cher curcas in sheep and goats. Ahmed OM, 
et al. Res Vet Sci 1979 Jul;27(1):89-96 

Observations on the course and pathology of Trypanosoma 
vivax in Red Sokoto goats. Saror DI. Res Vet Sci 1980 
Jan;28(1):36-8 

Protection of goats against peste-des-petits-ruminants with 
attenuated rinderpest virus. Taylor WP. Res Vet Sci 1979 
Nov;27(3):321-4 

Milk cell count in machine milked dairy goats. Grootenhuis 
G. T Diergeneeskd 1980 Apr 15;105(8):suppl 2:121-3 

The economic effects of trypanosomiasis in sheep and goats 
at a — research station in Kenya. Griffin L, et al. 
Trop Anim Health Prod 1979 Aug; 1G): 127-32 

Studies on the epidemiology of trypanosomiasis in sheep and 
goats in Kenya. Griffin L, et al. 
Trop Anim Health Prod 1979 Aug;11(3):133-42 

The prevalence of brucellosis among sheep and goats in 
northern I Karim MA, et al. 
Trop Anim jealth Prod 1979 Aug;11(3):186-8 

Psoroptic mange in goats in Fiji. Munro R, et al 
Trop Anim Health Prod 1980 Feb;12(1):1-5 

A simple technique for the collection of brain samples for 
the diagnosis of heartwater. Schreuder BE. 
Trop Anim Health Prod 1980 Feb;12(1):25-9 

Preliminary characterisation of the Sersenk strain of goat pox 


ism resembling 
. Aust Vet J 1979 


7993 





GOATS 


virus. Tantawi HH, et al. Trop Anim Health Prod 1980 
yeaa 

Virologic neurohistologic findings in goats 

with natural . Hadlow WI, et al. Vet Pathol 1980 
Bp nae abe. 187-99 


Leiomyosarcoma of the uterus in a goat. Ryan MJ. 

Vet es May;17(3):389-90 
ny &. in t’s milk: an early 
rth RJ, et al. Vet Rec 1979 Dec 


sedation of goats with li ine and 
Pivlszine “Nelson DR. etal. Vet Rec 1 Sep 22; 
105(12): 278-80 
Infectious keratoconjuctivitis in goats Lowy 
Osuagwuh AI, et al. Vet Rec “1979 Aug 1 ros 185-6 
A survey of caseous lym itis and its etio 
in the United States. laq MK, et al. VM c 4979 
Aug;74(8):1161-5 
Prevention and control of mastitis in dairy goa‘ 
RJ, et al. VM SAC a See 
Differential diagnosis 
Williams Cs VM | vM SAC 1580 1 1980 Nu 
we - 5A of the 
ee fw 


affected 


oats. Farnsworth 


vy the goat. 
75(7):1165— 
my: yooides of of Mycoplasma 


eriol [Ortg A} 1979 Oct 
Zentralbl Bakteriol [Orig A] 19 eu245( 1a) 168-70 (36 
ref.) 

Milk rr content and in goats. 
Jain GC, et al. Zentralbl 1980 jen 
27(2):103-8 

Abomasal ulceration in goats and (amen with the 


gnancy di 
eterinaermed nr 
presence of nematodes. M: 
Zentralbl Veterinaermed (B] 1979 Jul;26(5):353-7 
[Caprine oa by M cea (author's Ae, 
Pe res 


Perreau P, et al 
2(1):87-97 (Eng. Abstr.) 

kids in 
1979 Jul; 
(Ger) 


[Granulomatous Se of 
Switzerland] Fatzer 
121(7):329-39 (Eng. Abstr.) 


ANATOMY & HISTOLOGY 


Sarcoplasmic reticulum in Purkinje cells of the goat heart. 
At -~dimensional reconstruction. Niéfiez-Duran H. 
Acta Anat (Basel) 1980; 107(2):177-87 

Anatomic arrangement of the hepatic veins in the goat. Brikas 
P, et al. Am J Vet Res 1980 May;41(5):796-7 

Micromorphology and histochemistry of polysaccharides in 
the goat ibular salivary gland. El-Shafey SM, et al. 
Anat Anz 1980;147(1):33-41 

ee of the arteries oo the testis o etal rs (Capra 

grus). Dhingra LD. Anat Histol 1979 Sep; 


ry ):193-9 
Conservation of nucleolus organizer regions during evolution 
M, et al. 


in sheep, goat, cattle and aoudad. Henderson 
Can J Genet Cytol 1979 Mar;21(1):1-8 
The ultrastructure of the sweat glands of the ox, sheep and 
goat during sweating and recovery. Jenkinson DM, et al. 
Anat 1979 Aug;129(1):117-40 
[Differential species diagnosis on carcasses and offal of sheep 


and goats in tropical West Africa] Cuq P, et al. 
Rev Med Vet Pays Trop 1978; “31(4)-4 401-9 (Eng. Abstr.) 
(Fre) 


[Light and electron microscope study of the cerebellar cortex 
in the cow, s' and goat] Steinbach W, et al. 

[Capill Anz 1980;147(4):354-70 (Eng. Abstr.) (Ger) 
ar some convolutions of the omy pleura of the goat 
oy aegagrus hircus)] Blahse: et al. 

t Histol Embryol 1979 Decr8(a) S31- 9 (Eng. ae) 
(Ger 


BLOOD 


Inhibition of erythropoiesis hy plasma component(s) from 
sheep, goats, and rabbits. Neal WA, et al. 
Am J Vet Res 1979 Apr;40(4):493-7 
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Com retentive two cast 
techniques. Chan KC, et ago 9 199 Nowe 
42(5):527-9 
i i restorations. 


alloy to embedded precision attachment 
suka T, et al. J Prosthet Dent 1979 Sep; 
42(3):262-70 
Observatons on gold-; ium-silver and 
alloys. Vermilyea , et al. J Prosthet 
44(3):294-9 
Distortion in dental soldering as affected by distance. 
Willis a et al. J Prosthet Dent 1980 Mar;43(3):272-8 


[Elect ted gold. Means of ceramics onto 
nickel-chromium alloy] Landez C, et 
Odontostomatol 


[Inspection of 1 to S-year-old 
gold fillings] Hammer B, et al. 
Abstr. 


composite, and cast 

1979 Apr;89(4):301-14 

‘ & (Ger) 

[Fracture mechanics _ a gold soldered joints 
(author’s transl)] 

Swed Dent J [Suppl] 1980S). 162 (Bag. Abstr.) (Swe) 

ADVERSE EFFECTS 
itt. 


prosthesis ]) Aleksandrov AA. 
Sromasslogia, Cheek) 1979 Jul-Aug;58(4):76-7 


ANALYSIS 


Analysis of gold removal by acid and electrochemical 
stripping. Cherberg JW, et al. J Prosthet Dent 1979 Dec; 
42(6):638-44 


STANDARDS 
Status report on low. sous ee Os Sat 
Council on Dental Instruments, i t. 
Gettleman L. J Am Dent Assoc 1980 Fete 0000 :237-40 


7999 


(Rus) 





GOLD ALLOYS 


A quantitative and subjective characterization of tarnishing 
? low-gold alloys. Lubovich RP, et al. 

Dent 1979 Nov;42(5): ap on a 

a study of ae, eing process in Ag- u-Au 

‘ 5) anisothermal pave method —s transl)] 

Zasshi 1979 Oct; 

20(52) 228-32 (Jpn) 

[Studies on Au-Ag-Pd-Cu alloys. (Part 1) Effects of Au 

component on some ne net ef of alloys (author’s transl)] 

Okazaki K. Shika Zasshi 1979 Oct;20(52): oon 


THERAPEUTIC USE 


[Pharmacokinetics of gold after ny yy of 
aurokeratinate (author's ——= Herrli afosciya 
Dtsch Med Wochenschr 1980 Jan 4; 05(1):22-7 “Eng. 
Abstr.) (Ger) 


GOLD COLLOID, RADIOACTIVE 


[Effect of colloidal 198Au on cell cultures of human tumors 
(author’s transl)] Rauthe G, et al. Strahlentherapie 1980 Jan; 
156(1):65-8 (Eng. Abstr.) (Ger) 


ADVERSE EFFECTS 


[Local lesions after the interstitial zdministration of colloidal 
198Au] Kizhaev EV, et al. Med Radiol (Mosk) 1980 Feb; 
25(2):38-42 (Eng. Abstr.) (Rus) 


DIAGNOSTIC USE 


Inhalation of a radioactively labeled monodisperse aerosol 
in rats for the assessment of regi deposition aad 
clearance. Bianco A, et al. Am Ind Hyg Assoc J 1980 Aug; 
41(8):563-7 

X-ray microanalysis of colloidal-gold-labelled lysosomes in 
rat liver sinusoidal cells after incubation for acid 
phosphatase activity. de Bruijn WC, et al 

istochemistry 1980;66(2):137-48 

[Significance of splenic presentation by means of liver 
scintigraphy with radioactive colloidal gold] Liitgemeier 
J, et al. Med Welt 1979 Dec 14;30(50):1896-900 (Ger) 

[Determination of hepatic fractional clearance of radioactive 
gold colloids for a measure of effective tic blood flow 
(author’s transl)} Fujii M. Kaku u 1979 Aug; 
16(5):667-75 (Eng. Abstr.) (Jpn) 

(Evaluation of the subtraction scintigram in simultaneous 
study of the double isotope (author’s transl)] Kawai T, et 
al. Kaku Igaku 1979 Aug;16(5):735-45 (Eng. aes 

(Jpn) 

[Complex radioisotope and ultrasonic scanning in liver 
diseases] Rizaev MN, et al. Khirurgiia (Mosk) 1980 Jun; 
(6):75-8 (Eng. Abstr.) (Rus) 

[Indirect isotope —_ raphy in pulmonary tuberculosis] 
Taranenko MI, et Tuberk 1980;(8):51-4 (Eng. 
Abstr.) (Rus) 


METABOLISM 


(Distribution, absorption and excretion of 198Au-colloid and 
Na251CrO4 in the chicken (author’s transl)] Shibata H, et 
al. Radioisotopes 1979 Oct 15;28(10):618-23 (Eng. Abstr.) 

(Jpn) 
THERAPEUTIC USE 


[The use of 198Au colloid in the treatment of chronic 
synovial exudates of the knee. Experience of a district 
hospital (author’s transl)] Bufil J, et al. Cas Lek Cesk 1979 
Aug 3;118(31):982-3 (Eng. Abstr.) (Cze) 

[Radiosynovectomy of the knee joint using 198Au-colloid, 
90Y-ferric hydoride colloid and 186Re-sulfide colloid] 
Deckart H, et al. Radiobiol (Berl) 1979 Jun; 
20(3):363-70 (Eng. Abstr.) (Ger) 


GOLD RADIOISOTOPES 


ADMINISTRATION & DOSAGE 


Ablation of the hypophysis by radioactive gold in metastatic 
mammary carcinoma. Piotrowski W. 
Recent Results Cancer Res 1980;71:118-21 
Endolymphatic radionuclide therapy. Kubiéek J, et al. 
Sb Ved Pr Lek Fak Univ Karlovy 1979;22(2):101-14 
[Paravascular puncture of lymph-node metastases in the 
small Ivis_ with radiogold seeds (preliminary 
communication) (author’s transl)] Ronnebur, Bp, et al. 
Radiobiol Radiother (Berl) 1979 Jun;20(3): $13- 83 (Eng. 
Abstr.) (Ger) 


DIAGNOSTIC USE 


Determination of hepatic fractional clearance of radioactive 
= colloids for a measure of effective hepatic blood flow. 
ujii M, et al. Int J Nucl Med Biol 1979;6(1):1-7 
[Use of an indirect lymphographic method with 198Au in 
the diagnosis of actinomycosis of the lymph nodes] Minsker 
B, et al. (Mosk) 1980 Mar-Apr;59(2):43-6 
(Eng. Abstr.) 


(Rus) 
IMMUNOLOGY 


Comparative study of the immediate action of 
L-2,3,5 \6-tetrahydrophenylimido(2, 1b)-azothiazol 


CUMULATED INDEX MEDICUS 


(Levamisole) and its dextroisomer on the phagocytosis of 
radiogold colloids. Astorri NL, et al. 
Int J Nucl Med Biol 1979;6(2):124-5 


THERAPEUTIC USE 


Intracystic 198 Au in therapy of craniopharyngi 
with special reference to the cerebral salt wT aiisene 
in the early postoperative stage. Matsukado 

Acta Neurochir [Suppl] | (Wien) oe 452-3 
eserves with radioactive gold in hemophiliacs. 

Clinical and radiological idlow-ap. Ahlberg A, et al. 

Acta Scand 1979 Oct;50(5):513-7 

study _ fadioactive synoviorthesis for 
haemophilic haemarthrosis. Fernandez-Palazzi F, et al. 

Int Orthop 1979;3(2):159-64 

Increased incidence of micronuclei in Ehrlich ascites tumour 
cells irradiated with radioactive gold (198Au). Olinici CD, 
et al. (Bucur) 1979 Jul-Sep;25(3):249-52 

Radiocolloids in the treatment of ovarian cancer. Rosenshein 
= et al. Obstet Gynecol Surv 1979 Sep;34(9):708-20 (76 


ieeitints B amy implantation of radio-gold in the 
treatment of severe diabetic retinopathy. Long term results 
(author’s transl)] Mirouze J, et al. Nouv Presse Med 1980 
Mar 1;9(10):687-91 (Eng. Abstr.) (Fre) 
[The behavior of tumor cells of female genital carcinomas 
in vitro under irradiation with —. activities of 


radiogold (author’s transl)] Rauthe G, 
Strableatheraple 1980 May;156(5):361-4 “Ene. Abstr) ' 


{Intra-articular therapy with radionuclides] Tanner E, et al. 
Z Gesamte Inn Med 1979 Nov 1;34(21):636-40 ct ret) 
(Eng. Abstr.) 

[Clinical evaluation of short-life radioactive source Anis 

in——the use in ear Tg for tumors of oral cavity 
Guthor transl)] Horiuchi J, 
u Hoshasen Gakkai Zasshi 1980;40(2):124-30 

fe Abstr.) (Jpn) 


GOLD THIOGLUCOSE see under GOLD 


GOLD THIOMALATE 


ADVERSE EFFECTS 


Pneumonitis caused by gold salt therapy: evidence for the 
role of cell-mediated immunity in its pathogenesis. 
McCormick J, et al. Am Rev Respir 19 
122(1):145-52 

Pulmonary see bony nM ae oe — TE, et al. 
Arthritis Rheum ar;23(3):34 

Lung injury due x, yr * treatment. ‘Saath W, et al. 
Arthritis Rheum 1980 Mar;23(3):351-4 

Adverse reactions to D-penicillamine after gold toxicity. 
Dodd MJ, et al. Br Med J 1980 Jun 21; 280(6330): 1498-500 

Inhibition of —— function by gold and its 
relation to postinjection reactions. Williams BD, et al. 
Br Med J 1979 Jul 28;2(6184):235-8 

HLA-DR antigens and toxic reaction to sodium 
aurothiomalate and ey in patients with 
rheumatoid arthritis. Wooley PH, et al. N Engl J Med 1980 
Aug 7;303(6):300-2 

Cholestatic hepatitis induced by gold. Griffin AJ. 
Rheumatol Rehabil 1979 Aug;18(3):174-6 

e associated with gold Saw. A report 

erho EO, et al. Scand J Respir Dis 1979 


Pulmonary dama; 
of two cases. 
Dec;60(6):345-9 

Granulomatous glomerulonephritis 
rheumatoid arthritis treated with gold salts. Skrifvars B, 
et al. Scand J Rheumatol 1979;8(4):234-40 

[Reactions against sodium-auro-thiomalate in the treatment 
of rheumatoid arthritis] Cruz Filho A, et al. 
Z Rheumatol 1979 Sep-Oct;38(9-10):381-4 (Eng. = 


in a patient with 


[Study of experimental corneal Fn og (author’s tronsh}] 
Kameyama K, et al. Nippon Ganka Gakkai Zasshi 19 
84(3):233-9 (Eng. Abstr.) 


BLOOD 


Distribution of gold among plasma fractions in rheumatoid 
patients undergoing chrysotherapy compared with its 
distribution in plasma incubated with aurothiomalate in 
vitro. Danpure CJ, et al. Ann Rheum Dis 1979 Aug; 
38(4):364-70 


METABOLISM 


Fate of the gold and the thiomalate part after intramuscular 
administration of aurothiomalate to mice. Jellum E, et al. 
Ann Rheum Dis 1980 Apr;39(2):155-8 

Metabolism of gold in the rat following a single 
administration of sodium aurothiomalate: mathematical 
analysis of serum and organ concentrations. Mason R, et 

al. Biochem Pharmacol 1979 Dec 15;28(24):3637-41 


PHARMACODYNAMICS 


Gold does not alter the arthritic, humoral, or cellular 
responses in rats with type II collagen-induced arthritis. 
McCune WJ, et al. Arthritis Rheum 1980 Aug;23(8):932-6 

In ae mroher Nor al Asan competition for protein-bound gold(I). 

N, et al. Arthritis Rheum 1980 Feb;23(2):165-71 

Gold induced changes in the morphology and functional 


(Jpn) 


1980 


capabilities of human monoc ty 
Rheum 1979 Dees 12:13 2-60" 
= aa of gold sodium thiomalate [letter] Waller ES, 
al. Arthritis Rheum 1979 Dec;22(12):1418-9 


tissue culture. Goldner RL, et al. Biochem 
Mar 15:29(6):869-76 
Effect of gold sodium on murine ae 


on mononuclear 





administra 
a3 H, et al. pat Forsch 1978: malas wr 
(Ger) 


thiomalate 
functions. Jennings JJ, et al. Clin Exp Immunol 1979 May; 
mB .. 260-5 
— metabolism in the fetoplacental = and neonatal livers 
ing lactation: effect of gold sodium te. Eiseman 
i a al. J Pharmacol Exp Ther 1980 Aug;214(2):250-6 
In vivo and in vitro effects of gold salts on lymphocyte 
transformation responses and antibody dependent 
cell-mediated cytotoxicity. Davis P, et al. J Rheumatol 
1979 Sep-Oct;6(5):527-33 
Effect of gold salts on adherent mononuclear cells in tissue 
culture. Davis P, et al. J Rheumatol [Suppl] 1979; 
6(5):98-102 
Inhibition of Lp cos by Fg modulation by 
= of -— a —— dose. Harth M, et al. 
(Sepp 9 197: 63):103 =p 
Inhibitory effects 
cell responses: a 
J Rheumatol (Suppl) campus vretoetan 112-6 
Alterations in human structure and function 
induced by incubation with gold gold sodium thiomalate. Lipsky 
PE, et al. J Rheumatol [Suppl] 1979;6(5):130-6 
Effect of gold sodium thiomalate on fibrinolysis. Moroz LA. 
Rheumatol [Suppl] 1979;6(5):149-53 
mitogen-induced immunoglobulin 
old compounds. Rosenberg SA, 
19795643) 107-11 
| auranofin and gold sodium 
Barn ona effects ¢ on humoral immunity. Walz DT, et al. 
J Rheumatol [Suppl] 1979;6(5):74-81 
Effects of sodium aurothiomalate on hyaluronic acid 
synthesis in normal and rheumatoid synovial fibroblast 
cultures. Vuorio E, et al. Scand J Rheumatol 1979; 
8(3):173-6 
[Studies on cellular protein synthesis in ge fluid 
tran) Bel intraarticular gold (author's 
transl)] 
(Eng. Abstr. 
POISONING 
Acute toxicity from an overdose of gold. Wilson DB, et al. 
J Rheumatol 1979 May-Jun;6(3):359-61 
[Local infiltration of BAL after a toxic dose of gold] Shilo 
A, et al. Harefuah 1978 Dec 15;95(12):431-3 (Eng. “tun 
) 


THERAPEUTIC USE 


Acquired epidermolysis bullosa treated with a gold 
compound. Livden JK, et al. 
Acta Derm Venereol (Stockh) 1979;59(4):378-9 
Gold ong in the management of juvenile rheumatoid 
arthritis. Brewer EJ Jr, et al. Arthritis Rheum 1980 Apr; 
23(4):404-11 
Black synovium. A consequence of intraarticular gold 
therapy. Pritzker KP, et al. Arthritis Rheum 1980 Apr; 
23(4):496-504 
Remission-inducing drugs in rheumatoid arthritis. 
Anastassiades TP. Can Med Assoc J 1980 Feb 23; 
122(4):405-15 (122 ref.) 
Liposomes: a new approach to _ seyrwe 4 Cleland LG, 
et al. J Rheumatol [Suppl] 1975 1979;6(5):154-6 
Trace elements and acute phase reactants in gold treated 
rheumatoid arthritis patients. Menard HA, et al. 
J Rheumatol [Suppl] 1979;6(5):143-8 
Sequential observations of in vitro responses of lymphocytes 
to phytohemagglutinin in patients receiving gold therapy 
for rheumatoid arthritis. Percy JS, et al. 
J Rheumatol [Suppl] 1979; -6(5). 117-9 
Action of gold salts on the inflammatory response and 
pcan | cell function. Vernon-Roberts B. 
J Rheumatol [Suppl] 1979;6(5):120-9 
[Appraisal of long-term therapy of inflammatory rheumatic 
with tauredon, ona tae brufen and volon] 
Banciu M, et al. Rev Med Interna [Med Interna] 1979 
Nov-Dec;31(6):541-8 (Rum) 


GOLDENHAR SYNDROME see under 
MANDIBULOFACIAL DYSOSTOSIS 


GOLDFISH see under CYPRINIDAE 
GOLF see under SPORTS 


GOLGI APPARATUS 


ANALYSIS 


The staining of Golgi membranes with Ricinus communis 
agglutinin-horseradish peroxidase conjugate in mice tissue 
cells. Yokoyama M, et al. Exp Cell Res 1980 Jan; 
125(1):47-53 

Subcellular li n of saccharide moieties in 
cultured normal and one cells. Virtanen I, et al. 








1980 


J Cell Biol 1980 May;85(2):429-34 ‘ 
Interaction of lectins with proteins of the endoplasmic 
reticulum and Golgi system of rat liver. Winqvist L, et 
al. J Celi Sci 1979 Oct; 39:101- 16° 
Isolation and characterization of hepatic Golgi lipoproteins 
from hypercholesterolemic rats. Swift LL, et al. 
J Clin eos 1980 Sep;66(3):415-25 
[Studies on Golgi tus usin; seen polymer 
two-phase system (author’s transl)] 
Tanpak Kakusan Koso 1979 Jul. 2): 1128-38 ‘ 
(Jpn) 


DRUG EFFECTS 


The effect of turpentine-induced inflammation on rat liver 
lycosyltransferases and Golgi complex ultrastructure. 
mbart C, et al. Biochim Biophys Acta 1980 Apr 17; 
629(1):1-12 
Short-term action of streptozotocin on biochemical activity 
and morphology of the rat liver golgi apparatus. 
Kordowiak A, et al. 
Folia Histochem Cytochem (Krakow) 1980;18(1):3-11 
Effects of ethanol on liver microtubules and Golgi srpernees. 
Possible role in altered hepatic secretion of plasma proteins 
Matsuda Y, et al. Lab Invest 1979 Nov; 4105): 2455-63 
Effect of cadmium on Golgi complex of freshwater teleost 
(Pimelodus maculatus) hepatocytes. Ferri S. 
1980; 103(1):99-103 


ENZYMOLOGY 


Is thiamine pyrophosphatase a reliable marker of the neuronal 
Golgi apparatus? A critical analysis. Luppa H, et al 
Basic Appl Histochem 1979;23(1):1-8 

Effects of phlorrhizin and thiol reagents on the 
galactosyltransferase activity of Golgi membrane vesicles 
of lactating rat mammary gland. Kuhn NJ, et al. 
Biochem J 1980 May 15;188(2):503-7 

Characterization of UDP-galactosyl:asialo-mucin transferase 
activity in the Golgi system of rat liver. Andersson GN, 
et al. Biochim Biophys Acta 1979 Oct 11;570(2):239-47 

Golgi fractions from livers of control and ethanol-intoxicated 
rats. Enzymic and morphologic properties following rapid 
isolation. Bergeron JJ. Stock Biophys Acta 1979 Aug 
23;555(3):493-503 

The effect of wheat germ _m on sialyl and 
galactosyltransferases of rat liver Golgi membranes. 
Mitranic MM, et al. Can J Biochem 1979 Jul: ;57(7):1008-13 

Properties of galactosyltransferase-enriched vesicles of me 
membranes from lactating-rat mammary gland. Kuhn NJ, 
et al. Eur J Biochem 1980 Jan;103(2):377-85 

The Golgi body and thiamine pyrophosphatase localization 
in embryonic cells in culture. Sanders EJ. Exp Cell Res 
1980 Apr;126(2):458-61 

Comparison of NADH-linked cytochrome C reductases of 
endoplasmic reticulum, golgi . and plasma 
membrane. Huang CM, et Biochem 1979; 
10(8):723-31 

Control of glycoprotein synthesis. Processing of 
asparagine-linked oligosaccharides by one or more rat liver 
Golgi alpha-~-D-mannosidases dependent on the prior action 
of UDP-N-acetylglucosamine: alpha-D-mannoside beta 
2-N-acetylglucosaminyltransferase I. Harpaz N, et al. 

J Biol Chem 1980 May 25;255(10):4894-902 

Purification and characterization of a rat liver Golgi 
alpha—mannosidase capable of processing as} ine-linked 
oligosaccharides. Tabas I, et al. J Biol 1979 Nov 
25;254(22):11655-63 

Distribution of terminal glycosyltransferases in hepatic Golgi 
__ fractions. Bretz R, et al. J Cell Biol 1980 Jan;84(1):87-101 

ue ytochemical localization of amylase and 
chymotrypsinogen in the exocrine reatic cell with 
special attention to the Golgi complex. Geuze JJ, et al. 
J Cell Biol 1979 Sep;82(3):697-707 

Selective localization of a Golgi apparatus acid phosphatase 
isoenzyme . bone using pyridoxal-5’ toe a hate. Coleman 
RA, et al. J Histochem Cytochem 1980 Feb;28(2):115-23 

The secretory process as Saune | by the localization of 
endogenous peroxidase. Herzog V. 

J Histochem Cytochem 1979 Oct;27(10):1360-2 

Ultrastructural localization of nicotinamide adenine 
dinucleotide Lee myer (NADPase) activity to the 
intermediate saccules of the Golgi apparatus in rat incisor 
ameioblasts. Smith CE. J Cytochem 1980 Jan; 
28(1):16-26 


IMMUNOLOGY 


[Electron microscopic and cytochemical study of the primary 
response of lysosomes and Golgi complex to the action 
of small doses of specific antibodies] Barchenko LI. 
Fiziol Zh 1979 Nov-Dec;25(6):715-23 (Eng. Abstr.) 

(Rus) 





METABOLISM 


way of gangliosides in tissues. Basu S, et al. 
Med Biol 1980;125:213-26 (49 ref.) 

Rena Ba of calcium ions by a Golgi-rich fraction from 

lactating rat mammary tissue [proceedings] West DW. 
iochem Soc Trans 1980 Jun;8(3):337-8 

Effects of vitamin A deficiency on the levels and distribution 
of retinol-binding protein and marker enzymes in 
homogenates and Golgi-rich fractions of rat liver. Harrison 


CUMULATED INDEX MEDICUS 


EH, et al. Biochim Biophys Acta 1980 Apr 3;628(4):489-97 

The involvement of the aa ee in the biosynthesis 
and secretion of and polysaccharides. 
Northcote DH. . Bodaaiaenes 15 1979;10:51-76 (139 ref.) 

In vivo uptake of wheat germ jutinin-horseradish 

roxidase conjugates into neuronal GERL and lysosomes. 

Harper CG, et al. Brain Res 1980 Apr 28;188(2):465-72 

125I-Insulin is preferentially internalized in regions of the 
hepatocytes rich in lysosomal and Golgi structures. 
Carpentier JL, et al. Experientia 1979 Jul 15;35(7):904-6 

Biphasic recovery of vitamin D-dependent Ca2+ uptake by 
rat intestinal Golgi membranes. MacLaughlin JA, et al. 

1980 Feb;78(2):325-32 

Intracellular polypeptide hormone receptors. 
Characterization and induction of lactogen receptors in the 
Golgi a) tus of rat liver. Posner BI, et al. 
J Bot 1979 Dec 25;254(24):12494-9 

Uptake of insulin by plasmalemma and Golgi subcellular 
fractions of rat liver. Posner BI, et al. J Biol Chem 1980 
Jan 25;255(2):735-41 

Immunoelectron-microscopic studies of endoplasmic 
reticulum-Golgi Psp sod in the intracellular transport 
process of ote rotein particles in rat hepatocytes. Matsuura 
S, et al. J Sci 1979 Oct;39:273-90 

Initiation of fast axonal transport: involvement of calcium 
during A apseed of proteins from Golgi apparatus to the 
transpo: on. Mieeeding R, et al. Neuroscience 
1979; ne): 1195-201 

The site of benzyl eam accumulation in Penicillium 
chrysogenum. Kurylowicz W, et al. 

Zentralbl Bakteriol Bakteriol [Naturwiss] “1979. ; 134(8):721-32 


PHYSIOLOGY 


Different aspects of membrane differentiation at the inner 
side (GERL) of the Golgi apparatus in rabbit luteal cells. 
Quatacker JR. Histochem J 1979 Jul;11(4):399-416 

The Golgi apparatus, the plasma membrane, and functional 
integration. Whaley WG, et al. Int Rev Cytol 1979; 
58: 199-245 (305 ref: ) 

Membrane interactions in secretory cell systems. Borgese N, 
et al. Symp Soc Exp Biol 1979,33:117-44 (90 ref) 

Meuniins retrieval in secretory cells. Morphological 
evidence for gto yee of Golgi cisternae in 
internalization of plasma membrane following stimulated 
exocytosis. erady V, et al. Symp Soc Exp Biol 1979; 
33:101-16 (45 ref.) 

[Polyfunctional role of the alveolar brush cells in the rat 
lung] Romanova LK. Biull Eksp Biol Med 1979 Oct; 
88(10):485-9 (Eng. Abstr.) (Rus) 


ULTRASTRUCTURE 


On the morphology of the Golgi apparatus and its relation 
to glucose-6-phosphate dehydrogenase in neurosecretory 
nuclei of rats under normal and thirsting conditions 
(application of karyometry). lijima K. 

Acta Histochem (Jena) 1979;64(2):262-81 

The influence of dopamine on coated vesicles in prolactin 
cells. Warchol JB, et al. Acta Med Pol 1979;20(4):463-6 

Three-dimensional architecture of the cortical region of the 
Golgi apparatus in rat spermatids. Hermo L, et al. 

Am J Anat 1980 Apr;157(4):357-73 

Unipolarity of fibroblasts in rodent periodontal ligament. 
Beertsen W, et al. Anat Rec 1979 Nov;195(3):535-44 

A three-dimensional study of organelle interrelationships in 
regenerating rat liver. 3. Organelles related to bile. Jaeken 
L, et al. Cell Biol Int Rep 1979 Aug;3(5):453-62 

Study on lamellar bodies in neonatal rats. Scheuermann DW, 

Folia Morphol (Praha) 1980;28(1):99-103 

Cytochemical localization of lectin labeled vesicles in GERL 
region of hepatoma ascites cells. Moller PC, et al 
Hist 1979 Aug;62(3):289-97 


Cytochemical differentiation of the Golgi apparatus from 
listochem 


GERL. Hand AR. J Hi 1980 Jan; 
28(1):82-6 

Computer a of golgi impregnated neurons. Woolsey 
TA, et al. J Histochem Cytochem 1979 Nov;27(11): 1538 

Intrinsic organization of snake dorsomedial cortex: an 
electron microscopic and golgi study. Ulinski PS. 

J Morphol 1979 Aug;161(2):185-210 

Membrane differentiation within Golgi ag ry rat 
hepatocytes. Morré DJ, et al. J Ultrastruct Res 1979 Sep; 
68(3):317-24 

Quantitative changes in the endoplasmic reticulum, ribosomes 
and GERL in the hepatocytes during postnatal 
Prete ove of male rats. David H. Pathol Res Pract 1980; 
166(2-3):381-99 

Stereological study of endoplasmic reticulum, Golgi complex 
and secretory granules in 5 4 a of normal and 
alloxan-treated mice. Boquist L, 

Virchows Arch [Cell Pathol] 1979, SIG 235-41 

[Cilia-centriole-Golgi apparatus _relationshi eo the 
glandular cells of the anterior pituitary of t! of OP 
(Erinaceus europaeus L)] Girod C, et al. 
ye s Sci [D] (Paris) 1980 Mar 17; "290(11): 711-4 Eng. 

tr. 

[Development of Golgi apparatus ultrastructure Pr so 
meiosis and spermiogenesis in the hamster (Mesocricetus 
auratus)} Urena F, et al. Rev Biol Trop 1978 Dec; 

(Spa) 


Cytochem 


)) 
26(2):371-83 (Eng. Abstr.) 
GOLGI-MAZZONI CORPUSCLES see under 


GONADAL DYSGENESIS 
MECHANORECEPTORS 


GONADAL DYSGENESIS 


The dysgenetic gonad: aberrant testicular differentiation. 
Wachtel SS. Biol Reprod 1980 Feb;22(1):1-8 (44 ref.) 
[Gonadal dysgenesis with XY seavetune in patients with 
female phenotype. Risk of neoplastic degeneration of the 
gonads] Campagnoli C, et al. Minerva Ginecol 1980 ram 

32(5):436-43 


BLOOD 


Correlation of luteinizing hormone-releasing factor-induced 
luteinizing hormone and follicle-stimulating hormone 
release from infancy to 19 years with the changing pattern 
of gonadotropin secretion in agonadal patients: relation to 
the restraint of puberty. Conte FA, et al. 

J Clin Endocrinol Met~b 1980 Jan; ‘50(1). 163-8 

Plasma glycoprotein hormone alpha-subunit in the synd 
of gonadal dysgenesis: the effect of estrogen replacement 
in hypergonadotropic hypogonadism. Styne DM, et al. 
J Clin Endocrinol Metab 1980 Jun;50(6): wich dy 

[Hormonal and cytogenetic parallel in gonadal dysgenesis] 
Maleeva A. Akush Ginekol (Sofiia) 1979;18(5): 350-8 eg 
Abstr.) 





COMPLICATIONS 

A case of dysgerminoma-gonadoblastoma in pure gonadal 
dysgenesis. Here | J, et al. 
Aust NZ J Obstet Gynaecol 1979 4 19(1):52-5 

Endometrial carcinoma - a with and 
without estrogen tter] icon AA 
Gynecol Oncol 1979 Dee:8(3): 384-5 

46,XX gonadal dysgenesis associated with congenital nerve 
deafness. Granat I M, et al. Int J Gynaecol Obstet 1979 
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epidemiology and mechanisms. Weinstein RA, et al. 
J Infect 1980 Mar;141(3):338-45 

Plasmids and antibiotic resistance in gram-negative bacteria. 
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[Culture of aerobic gram-negative bacteria on Endo 
and McConkey agar (author’s transl)] Kalich R, et al. 
Z Erkr Atmungsorgane 1979 Apr;153(1):139-41 (Eng. 
Abstr.) (Ger) 
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bacteria. a SM. Rev Infect Dis 1979 Mar-Apr; 
1(2):248-53 (23 ref.) 


DRUG EFFECTS 


7 ae AFB: yes or no? Stead WW. Chest 1980 Apr; 

Prediction and significance of synergy between antibiotics 
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Biochim Biophys Acta 1980 Feb 15;596(1):137-40 
Molecular perspectives of monovalent cation selective 
transmembrane channels. Urry DW. Int Rev Neurobiol 
1979;21:311-34 (80 ref.) 
Analysis of membranes photolabeled with lipid analogues. 
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magnetic resonance spectrum of the decapeptide gramicidin 
S using difference scalar decoupling and biosynthesis of 
specifically deuterated analogs. Kuo M, et al. 
J Biol Chem 1979 Oct 25;254(20):10301-6 
The malonyl gramicidin channel: NMR-derived rate 
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et al. Scand J Plast Reconstr Surg 1979;13(2):241-50 

[Relationship between the intensity of protein synthesis in 
fibroblasts and the width of the — of the cytoplasmic 
network] Kolokol’chikova EG, e' 

Biull Eksp Biol Med 1980 May; 53): 617-20 (Eng. - 
(Rus 


MICROBIOLOGY 


tos bacteriological examination of wounds] Jethon 
. Pol Przegl Chir 1979 Aug;51(8):737-41 (Eng. Abstr.) 
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Acta Pathol Microbiol Scand [A] 1979 Sep;87A(5):367-74 
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and defibrinogenated rabbits. An experimental model and 
histological study. Brandstedt S, et al. Eur Surg Res 1980; 
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Effects of high-G on ventilation/perfusion in the domestic 
fowl. Walgenbach SC, et al. Physiologist 1979 Dec; 
22(6):S59-60 
Gravity and light-sensing guidance systems in primary roots 
and shoots. Wilkins MB. Symp Soc Exp Biol 1977; 
31:275-335 
[Effects of gravitational forces on the nervous system] Felici 
C. Minerva Med 1979 Oct 27;70(46):3167-74 (Eng. Abstr.) 
(Ita) 


[Biochemical and functional data obtained from space-flight 
candidates subjected to tests of muscular exertion and of 
acceleration according to body axis plus Gz] Paolucci G, 
et al. Riv Med Aeronaut Spaz 1978 Apr-Jun;41(2):293-307 
(Eng. Abstr.) (Ita) 

{Changes in RNA concentration in neurons and perineuronal 
glia of the caudal nucleus of the vagus nerve after a single 
maximal overload] Pashchenko PS. 

Arkh Anat Gistol Embriol 1980 Jun;78(6):42-7 (Eng. Abstr.) 
(Rus) 


[Several morphologic changes in the blood vessels of the 
rabbit medulla oblongata arising under the influence 
successive ex) re to avitational overloading and 
es 
Arkh 


Abstr.) us) 
yy? nystagmus with increased weight] Sidel’nikov IA. 
Izy Akad Nauk SSSR [Biol] 1979 Jul-Aug;(4):498-504 
(Eng. Abstr.) (Rus) 
[Effect of g-loads on the initial period of radiation lesion 
in animals] Antipov VV, et al. 
Kosm Biol Aviakosm Med 1979 Nov-Dec;13(6):76-7 
(Rus) 
of Nf re +Gz loads on human work capacity] 
et al. Kosm Biol Aviakosm Med 1980 May-Jun; 
140. 37-40 (Eng. Abstr.) (Rus) 
[Neurochemical eesantaciation of rats during flight on the 
Kosmos-~782 artificial satellite and after returning to earth] 
Gazenko OG, et al. Kosm Biol Aviakosm Med 1979 
Nov-Dec; 13(6): 22-6 (Eng. Abstr.) (Rus) 
[Effect of small gravitational loads on human water-salt 
metabolism and kidney function during prolonged 
immersion] Grigor’ev Al, et al. 
— ‘pe Aviakosm Med i979 Nov-Dec; 13(6):27-31 Eng. 
r 
[Effect of weightlessness and an artificial gravitational _ 
on the ion-regulating function of the kidney in rats] Il’in 


8079 


razhi IN. 
Anat Gistol Embriol 1979 Jul;77(7):17-22 (Eng. 


CUMULATED INDEX MEDICUS 


EA, et al. 
(EM ney 21 5 


Kosm Biol Aviakosm Med 1980 May-Jun; 

Abstr.) (Rus 

training on the resistance of white rats to 

cookinel exposure to thy wn. and ve G-forces] 

Kolesov MA. Kosm Biol 1980 Mar-Apr; 

14(2):85-6 (Rus) 

(Effect of transverse G loads on  —aaeae muscle 
Konm Biol Aviskoow Med 1980 May-3 

Kosm Biol ) Med seo May Jun 14(3)44-8 eng. 

Abstr. 

[Cardiovascular system reaction to periodic ae... 
G-force effects on a short-radius centrifuge] Vil’-Vil’iams 
IF, et al. Kosm Biol Aviakosm Med 1980 Jan-Feb; 
14(1):27-31 (Eng. Abstr.) (Rus) 

[Use of a short-radius =e to prevent the per the Herein 
during immersion in (according to — 
Zborovskaia VI. Kosm Biol A 
13(5):78-9 at 

GRAVITY SUITS see G SUITS 


GREEN FROG see RANA ESCULENTA 


GRIEF 


Spontaneous abortion and mae ig. Stack JM. 
Am Fam Physician 1980 May:21(5):99-102 
Grief intervention and sudden infant death syndrome. 
Lowman J. Am J Community Psychol 1979 Dec;7(6):665-77 
Divorcees and widows: similarities and differences. Kitson 
GC, et al. Am J Orthopsychiatry 1980 Apr;50(2):291-301 
The sequelae and uelae of conjugal bereavement. 
Clayton PJ. Am J Psychiatry 1979 — ;136(12):1530-4 
Unresolved grief presenting as chronic lymphedema of the 
hand. Dopson C. Am Psychiatry 1979 Ook 136(10):1333-4 
we grief reactions [letter] Kirkpatrick B. 
Psychiatry 1980 Feb; 137(2):256 
The resurrection-of-the-dead s syndrome. David CJ. 
Am J Psychother 1980 Jan;34(1): 119-26 
Grief-resolution therapy: reliving, revising, and revisiting. 
Melges FT, et al. Am J Psychother 1980 Jan;34(1):51-61 
Parent-child communication in widowed families. Silverman 
SM, et al. Am J Psychother 1979 Jul;33(3):428-41 
Mourning by the family after a stillbirth or neonatal death 
[letter] Currie JM, et al. Arch Dis Child 1979 Nov; 
54(11):905 
Depression and loss: a theme in Robert Burton’s ‘Anatomy 
of melancholy’ (1621). Brink A. Can J Psychiatry 1979 
Dec;24(8):767-72 
Disturbed maternal bereavement following infant death. 
Drotar D, et al. Child Care Health Dev 1979 Jul-Aug; 
5(4):239-47 
It doesn’t end with death. Grieving and genetic counselin 
Adler R. Clin Pediatr (Phila) 1979 Dee: 18(12):767-8 
A time to live, a time to grieve: patterns and processes of 
mourning among the Yolngu of Australia. Reid J. 
Cult Med Psychiatry 1979 Dec;3(4):319-46 
Patient suicide: model for medical student teaching and 
mourning. Krueger DW. Gen Hosp Psychiatry 1979 Sep; 
1(3):229-33 
Patient suicide: model for medical student teaching and 
mourning. Krueger DW. Gen Hosp Psychiatry 1979 Sep; 
1(3):229-33 
Recollected grief. ‘I, not remembering how I cried out then, 
will cry it o’er again’. Kahn J. J Adolesc 1978 Mar; 
1(1):61-79 
be Pony management of grief. Jacobs S, et al. 
Am Geriatr Soc 1980 Jul;28(7):331-5 (26 ref.) 
Family practice grand rounds. Neonatal death: the family 
is the patient. Adolf A, et al. J Fam Pract 1980 Feb. 
10(2):317-21 
Groups for bereaved parents—how they can help. Lindamood 
MM, et al. J Fam Pract 1979 Dec;9(6):1027-33 
Repeated trauma as the | gm, symptom of a pathological 
grief reaction. Ruane TJ. J Fam Pract 1980 Feb; 10(2):327-8 
Grief and the performing arts: a brief experiment in 
humanizing medical education. Stokes J 3d. 
J Med Educ 1980 Mar;55(3):215 
Effects of ethnic, age, and bereavement on complete denture 
patients. Lowental U, et al. J Prosthet Dent 1980 Aug; 
4402): 133-6 
The grieving process of adoption: an application of principles 
and techniques. Lamperelli P, et al. J Psychiatr Nurs 1979 
Oct;17(10):24-9 
Counselling parents who have lost an infant. Limerick L. 
Physicians Lond 1979 Oct;13(4):242-5 
Ritual mourning in anorexia nervosa [letter] McAil RK, et 
al. Lancet 1980 Aug 16;2(8190):368 
Atypical grief: anniversary reactions. Hammett EB, et al. 
Milit Med 1979 May;144(5):320-1 
Do parents utilize physician follow-up after death of their 
newborn? Clyman RI, et al. Pediatrics 1979 Nov; 
64(5):665-7 
Observations of paternal response to sudden unanticipated 
infant death. Mandell F, et al. Pediatrics 1980 Feb; 
65(2):221-5 
Clinical aspects of grief and bereavement. DeVaul RA, et 
al. Primary Care 979 Jun;6(2):39 1-402 
The search for the mother: narcissistic regression 
pathway of mourning in childhood. Perman JM. 
Psychoanal Q 1979 Jul;48(3):448-64 
Memory, reconstruction, and mourning in the analysis of a 


1980 


4-year-old child: maternal bereavement in the second year 
of life. Lopez T, et al. Psychoanal Study Child 1979; 
34:235-71 
Bereavement as an antecedent factor in thyrotoxicosis of 
childhood: four case studies with survey of possible 
metabolic pathways. Morillo E, et al. Psychosom Med 1979 
Nov; re ae 5 (56 ref.) 

the principal theme —— Alexy WD. 

Lit 19 1980 Mar-Aprtl(3-4):66-71 
Clinical i ts into normal grief. Clayton PJ. RI Med J 
1980 Apr;63(4):107-9 
grief] Hengeveld MW, et al. 


As case of ‘impotence due to 
Ned Tijdschr Geneeskd 1980 sven} = -_ (Dut) 
Ans Med Psychol (Paris sychol (Paris) 1979 p> 1371-2) 153-9 
(Fre) 


in children 
Peres hysteria] Hanus M. 
Ann Med Psychol (Paris) 1979 Mar-Apr;137(3-4):297-300 
(Fre) 
[Pathological mourning in children] Dugas M, et al. 
Enfance SS 1979 Apr-May; 
a ee pf (Eng. Abstr ) 
[Death and damnation. Unexpected interferences of the ‘labor 
of mourning’ of a chaplain and ‘death fantasies’ 
of a neurotic, mentally-deficient child] Kohler C. 
Neuropsychiatr Enfance Adolesc 1979 Apr-May; 
27(4-5):197-9 (Eng. Abstr.) (Fre) 
dey of mourning] Mitscherlich-Nielsen M. 
Psyche (Stuttg) 1979 Nov;33(11):981-90 (Eng. Abstr.) 


(Ger) 
[Misery of individuals in geriatric rehabilitation] Kobbé U. 
Z Gerontol 1979 Sep-Dec;12(5-6):417-25, (Ger) 
Sr so Ley athe in stagnating grief] Kéndgen R. 
page oom ta ied Psychoanal 1980 Apr_Jun;26(2):158-67 
(Eng. Al Ger) 
[Sudden — morbidity and reactions of close relatives] 
Lundin T. Lakartidningen 1979 Aug 22;76(34):2775-8 (Eng. 
Abstr.) (Swe) 
[Early death of children and concealed grief] Wretmark AA. 
Laxartidningen 1979 Dec 12;76(50):4636-9 (Swe) 


GRIPPE see INFLUENZA 
GRISEOFULVIN 


Mi 1 mixed-function oxidase and activities of some 
related enzymes in hyperplastic nodules induced by 
long-term griseofulvin administration in mouse liver. Denk 
H, et al. Res 1980 Jul;40(7):2568-73 

Griseofulvin-induced cholestasis in Swiss albino mice. Yokoo 
H, et al. 1979 Nov;77(5):1082-7 

Fatty oy! ‘{; of griseofulvin [proceedings] Abougela 
IK, et al. J Pharm 1979 Dec;31 Suppl:491 

Increased _ alkaline phosphatase ctivity—a positive 
histochemical marker for griseofulvin-induced mouse 
hepatocellular nodules. Goldfarb S, et al. JNCI 1980 Jun; 

64(6):1427-33 


ADMINISTRATION & DOSAGE 


{Curing of patients with zooanthroponotic trichophytosis 
on the causative agent of and on 
the daily dosage of griseofulvin] Pesterev PN, et al. 
Vestn Dermatol Venerol 1979 Jul;(7):71-3 (Eng. ber = 
us) 





ANALOGS & DERIVATIVES 


Isolation of 6-demethylgriseofulvin from urine [letter] 
Wagner RS, et al. Clin Chem 1980 Feb;26(2):363 

TLC determination of griseofulvin in plasma and 
6-demethylgriseofulvin in urine. Garceau Y, et al. 
J Pharm Sei 1980 May;69(5):561-3 


ANALYSIS 


High-performance liquid chromatographic analysis of 
griseofulvin in drug substance and solid dosage forms: 
separation of impurities and metabolites. Townley E, et 
al. J Pharm Sci 1980 May;69(5):523-6 


BLOOD 


Simultaneous determination of griseofulvin and 

vin in plasma by electron-capture gas 

pacer Kamimura H, et al. J Chromatogr 1979 

Jul 21;163(3): 211-9 
Determi 





in rat plasma by 
hy 
formance t! or civeameagmaatty. Kreuzig F. 
J i coamatog | ae Jul 2; ;163(3):322-6 — 
of 


b= 1 
J Pharm Sai 1980 May;69(5):561- 3 

High-pressure liquid chromatographic assay for griseofulvin 
coy iiz?_30 Meyer MC, et al. J Pharm Sci 1979 Sep; 


METABOLISM 


Use of rabbits for GI drug absorption studies: relationship 
between dissolution rate and bioavailability of griseofulvin 
tablets. Maeda T, et al. J Pharm Sci 1979 Oct;68(10): 1286-9 





1980 


PHARMACODYNAMICS 


Hepatocyte mitochondrial alterations in griseofulvin fed 
wae ace. eos SH, et al. Ann Clin Lab Sci 1980 Jan-Feb; 
10(1): on 


Drug-induced conversion of liver haem into —_- 
rphyrins. Evidence for two classes of yy rae 

Mattex F, et al. Biochem J 1980 ao 1;18 H1).285-8 

CHO mutants resistant to colchicine, or 
griseofulvin have an altered beta-tubulin. Cabral a F et al. 
Cell 1980 May;20(1):29-36 

The role of spindle microtubule assembly in the control of 
mitotic timing in Physarum. Induction of a novel type of 
tubular structure by oop aes treatment. Hebert CD, 
et al. Exp Cell Res 1980 Mar;126(1):1-13 

Griseofulvin resistance. Greenberg JH. Int J Dermatol 1979 
Nov;18(9):701 

Mutagenicity tests with griseofulvin. Léonard A, et al. 
Mutat Res 1979 Nov;68(3):225-34 

Griseofulvin and viruses [letter] Joubert JJ, et al. 
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Identification of griseofulvic acid as a urine metabolite of 
griseofulvin in humans. Zia H, et al. J Pharm Sci 1979 
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Grooming and consort partner selection in a troop of 
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‘boundary-shift’? Cohen JA, et al. Behav Neural Biol 1979 
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Stress induced grooming in the rat--an endorphin mediated 
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Naloxone and haloperidol reduce grooming occurring as an 
aftereffect of novelty. Green EJ, et al. 
Behav Neural Biol 1979 Dec;27(4):546-51 

Modulation of ACTH-induced grooming by 
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physicians [letter] Handschin R. N Engl J Med 1979 Dec 
13;301(24):1350 

[Old age pension in group practices] von Haxthausen 
Dtsch Med Wochenschr 1980 Jan 11;105(2):44-5 (Gen) 

ECONOMICS 
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Impact of the organization of practice on 
and physician productivity. Roos NP. Med 
18(4):347-59 


uality of care 
1980 Apr; 


GROUP PROCESSES 


Aihedef! L- Mt Staal J Mad (NY). 1999" Nov-Dec 


46(6):592-6 
TRENDS 


Medical group practice in the United States: patterns of 
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J aed pon 1979 Onistd)5 
traumatization social support. Da 
Res 1979;23(6): Sa sesntiliiie 
Multi-media 


procdohenet aia, MaeCen Ale 3 3 Seb Health 1980 Mar 
50(3):156-9 
Group process-success in one graduate nursing program. 
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Alpha-fetoprotein molecular heterogeneity. Physiologic 
correlations with normal growth, carcinogenesis and tumor 
growth. Smith CJ, et al. Biochim Biophys Acta 1980 Mar 
12;605(1):1-32 (149 ref.) 
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to problem-oriented research in developmental 
psychobiology. Walsh RN. Dev Psychobiol 1980 Mar; 
13(2):239-231 

A study of infant growth in relation to the type of feeding. 
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in patients with growth hormone deficiency. Romshe CA, 

et al. J Pediatr 1980 Jan;96(1):127-31 
Effect of growth hormone and oxandrolone singly and 
together on growth rate in girls with X chromosome 
abnormalities. Rudman D, et al. J Pediatr 1980 Jan; 
Emo de aa 
ect of arginine aspartate on height and weight deficit 
in children (letter)] Mariggid A. Minerva Pediatr 1979 Oct 
31;31(20):1489 (Ita) 


ETIOLOGY 


A prospective study of the effects of clinically severe 
protein-energy malnutrition on growth. Scholl TO, et al. 
Acta Paediatr Scand 1980 May;69(3):331- -5 

Anemia and growth retardation in totally rectomized 
swine. Petri S, et al. Acta Vet Scand 1980521(2):197_208 

Isolated growth hormone deficiency and cystic fibrosis: a 
report of two cases. Hubbard VS, et al. 

Am J Dis Child 1980 Mar;134(3):317-9 

Somatomedin activity in — > fibrosis and orc hang pang Tg rats: 

— hg ek for — retardation. Lee JA, et al. 
Sci 1980 May-Jun; 10(3): 227-33 

[Neonatal nutritional deprivation and cerebral development: 
morphological, behavioral and _ electrophysiolo 
aspects] Salas M. Bol Estud Med Biol 1978 Oct ;30(4):111-24 

Genetic and ethanol-related differences in maternal behavior 
and offspring viability in mice. Swanberg KM, et al. 
Dev Psychobiol 1979 Jan;12(1):61-6 

Mauriac syndrome: three cases with retinal angiofluorescein 
study. Dorchy H, et al. Diabete Metab 1979 Sep; 
5(3):195-200 

Growth hormone deficiency—current problems. Preece MA. 
Eur J Pediatr 1979; “132(4).215-9 

A curious failure to thrive. Eichenwald HF. Hosp Pract 1979 
Dec;14(12):12 

ye chondrodysplasia, Schmid ‘7. A defect of 

ultrastructural metabolism: case report. Wasylenko MJ, et 
al. J Bone Joint Surg [Am] — 660-3 

Growth retardation in Cushing disease [letter] McArthur 
RG, et al. J Pediatr 1980 Apr;96(4):783-4 

Varietal variation in the anti-nutritive effects of field beans 
(Vicia faba) when fed to rats. Moseley G, et al. 

J Sci Food Agric 1979 Angee 772-8 

Failure to thrive and metabolic alkalosis. Adverse effect. of 
a chloride-deficient formula in two infants. Wolfsdorf JI, 
et al. JAMA 1980 Mar 14;243(10):1068-70 

Non-organic failure to thrive. Stephenson CW. 

Nurse Pract 1980 May-Jun;5(3):16,18-9, 22-3 
Chronic renal failure in children. Effect of biochemical 
oo on growth and therapeutic rationale. Ellis 
State J Med 1979 Oct;79(11):1719-25 

PB} in boys and posterior urethral valves. Primary valve 
resection vs upper tract diversion. Krueger RP, et al. 
Urol Clin North Am 1980 Jun;7(2):265-72 

[Growth disturbance of the forearm in multiple exostosis and 
dyschondroplasia (author’s transl)] Finidori G, et al. 
Chir Pediatr 1979;20(2):143-8 (Eng. Abstr.) (Fre) 

[Children who are too small (news)}] Dupard F. 

Nouv Presse Med 1980 Apr 19;9(18):1268 (Fre) 

[Quantification of environmentally influenced differences in 


in 36 





physical and mental development of infants by a 


{4 of the body 
wth into ‘author’s transl)}] Helwin 
ye Seaeand 18 Feb;70(1):6-20 (Eng. —) 


fol > 

"gown evs ae pol injury * 
[Retardation 9 f pubert Schambach H, 
a) toa brreratry a ) 


Z Gesamte i Med 1979 
Abstr.) 

[Injuries to the facial portion of the skull and their late effects 
in children and juveniles - a 10-year analysis (author's 
transl)] Selle A, et al. Zahn Mund Kieferheilkd 
67(4):377-85 (Eng. Abstr.) 

[Anemia, hypoproteinemia, edema: a’ onset of c 
fibrosis. Descigtion of a case in an infant] Marianelli 
et al. Minerva Pediatr 1979 Dec 31;31(24):1787-90 ng. 
Abstr.) 

[Development of infants born after p y sonaiictadh 
by diabetes mellitus] Biczysko R, et a i Ginekol Pol 1979; 
Suppl:40-1 (Eng. Abstr.) (Pol) 

[Various aspects of the influence of infection on growth and 
development] Bonesana N, et al. 

Bol Med Hosp Infant Mex 1979 Nov-Dec;36(6):973-85 
(Eng. Abstr.) (Spa) 


FAMILIAL & GENETIC 


Alexander’s disease. A clinical study with computerized 
tomographic scans of the first two Italian cases. Barbieri 
F, et al. Acta Neurol (Napoli) 1980 Feb;35(1):1-9 

The syndrome of ring chromosome 12. Scribanu N, et al. 
Am J Med Genet 1980;5(2):165-70 

Cytogenetic findings in Roberts-SC phocomelia syndrome(s). 
Tomkins D, et al. Am J Med Genet 1979;4(1):17-26 

An abnormal dicentric X chromosome in a patient with short 


— and lysgenesis. Smith A, et al. 
Genet (Paris) Sri ISTE 2(3):143-7 


Ring. bal 15: phenotype, Ag-NOR analysis, 
secondary aneuploidy, and associated chromosome 
instability. Ledbetter DH, et al. Cytogenet Cell Genet 1980; 
27(2-3):111-22 

Corneal clouding, subvalvular aortic stenosis, and midfacial 
hypoplasia associated with mental deficiency and growth 
retardation——a new syndrome? Fryns JP, et al 
Eur J Pediatr 1979 Jun 28;131(3):179-83 

Ring chromosome 6: case rt and review of literature. 
Kini KR, et al. Hum Genet 1979;50(2):145-9 

Tricho-rhino-phalangeal syndrome type II: Langer-Giedion 
syndrome in a 2.5 years-old boy. Fryns JP, et al. 

J Genet Hum 1980 Mar;28(1):53-6 

The syndromes of Marshall and Weaver. Fitch N. 
J Med Genet 1980 Jun;17(3):174-8 

Partial trisomy of the short arm of chromosome 8 resulting 
from balanced maternal translocation. Jones LA, et al. 
J Med Genet 1980 Jun;17(3):232-5 

A digitopalatal syndrome with associated anomalies of the 

, face, and skeleton. Stevenson RE, et al. 
J Med Genet 1980 Jun;17(3):238-42 

X-linked hypogammaglobulinemia and _ isolated T= 
hormone deficiency. Fleisher TA, et al. N Engl J Med 
1980 Jun 26; :302(26): 1429-34 


METABOLISM 


Metabolic clearance rate of growth hormone during 
experimental-growth arrest and subsequent recovery in 
rats. Mosier HD Jr, et al. Endocrinology 1980 Sep; 
107(3):744-8 

Effect of growth hormone administration: reciprocal changes 
in serum 1 alpha,25-dihydroxyvitamin D and intestinal 
calcium absorption. Chipman JJ, et al. 

J Clin Endocrinol M 1980 Aug;51(2):321-4 

Serum and urine polyamines in normal and in short children. 
Rudman D, et al. J Clin Invest 1979 Dec;64(6):1661-8 

Serum and pituitary concentrations of growth hormone and 
prolactin in pygmy mice. Sinha YN, et al. 

Proc Soc Exp Biol Med 1979 Oct;162(1):221-3 

Circadian rhythm in gonadotropin secretion in children with 
constitutional stature delay. Murri L, et al. 

Waking Sleeping 1979 Apr;3(2):109-13 

[Leopard syndrome and pituitary insufficiency] Malpuech G, 

et al. Arch Fr Pediatr 1979 Apr;36(4):413-7 (Eng. Abstr.) 





(Ger) 


[Spontaneous secretion of growth hormone in children with 
constitutional delay of growth and adolescence and with 
early normal puberty (author’s transl)] Bierich JR, et al. 

tsschr Kinderheilkd 1979 Sep;127(9):561-5 (Eng. 
(Ger) 


Failure-to-thrive: a study in a primary care setting. 
Epidemiology and follow-up. Mitchell WG, et al. 
Pediatrics 1980 May;65(5):971-7 

[Postural disorders in children and adolescents in the 
Katowice province in the light of cross-sectional ° ae 
examinations in the years 1977-78] Rzepka J, et al 
Pediatr Pol 1980 Mar;55(3):297-305 (Eng. Abstr.) 


PATHOLOGY 
[Kearns’ syndrome: a case study (author’s transl)] Voisin M, 


(Pol) 


CUMULATED INDEX MEDICUS 


et al. Arch Fr Pediatr 1980 Feb;37(2):119-21 (Eng. 4 


PHYSIOPATHOLOGY 
function in 
gf ae i growth hormone. 
I ang Nyala Paw Sig ea hw Bg 
Eskildsen PC, et al. Acta Paediatr Scand [Suppl] 1979; 
CMataed te f hypothalamic fi wth 
i test o ic-pituitary function in gro 
retarded children treated with growth hormone. I 
ong tl ag sano ged gancgrmmmy 
ame Toe Sues 5 ] 1979;(277):8-13 
retardation on 


ee ee on respiratory 
in the piglet. JC, et al. Biol Neonate 1979; 


306-6 255-63 


in the 
i lycaemic stress induced by insulin. 
Hooper RJ, et al. J Endocrinol 1979 Nov; 830): 193-7 
[Gas-c ae = oe 
i urinary —— of subnormal 


1, 
1980 oe 30;32(8):5 1-42 (Eng 
(Ita) 


PREVENTION & CONTROL 


[Prophylactic measures in — — 's transl)] Biihler 
U. Ther Umsch 1979 Sep;36(9):77 (Ger) 


PSYCHOLOGY 


[Psychosocial situation of girls and women with an extreme 
height (author's transl)] Wagner KD. Aerztl Jugendkd 1980 
Ape 71(2):130-8 (Eng. Abstr.) (Ger) 

consequences of somatic disorders in children and 
etelecbantel Szewczyk L. Pediatr Pol 1980 Mar; 
55(3):399-403 (Pol) 


THERAPY 


Growth hormone deficiency and growth hormone therapy 
in Ullrich-Turner-syndrome. Butenandt O. 
Klin Wochenschr 1980 Jan 15;58(2):99-101 


VETERINARY 


[Effect of the organic oe ape GPS with agar-agar on 
hypotrophic lambs] Vanin AV. Veterinariia 1980 Mar; 
(3):54-5 (Rus) 


GROWTH a aie PITUITARY see 
SOMATOTROPIN 


GROWTH HORMONE RELEASING HORMONE sce 
SOMATOTROPIN RELEASING HORMONE 


GROWTH INHIBITORS 

Biochemical characterization of microbial growth inhibitory 
factors. Fahlbusch B, et al. Acta Biol Med Ger 1979; 
38(5-6):813-9 


ANALYSIS 


In vitro effects of skin lipid extracts on skin bacteria in 
relation to age and acne changes. Basta M, et al. 
J Invest Dermatol 1980 Jun;74(6):437-9 

Amniotic fluid estriol, estriol precursors, and pre; iol 
in intrauterine growth tion. Laatikainen TJ, et al. 

J Steroid Biochem 1980 Mar; 13(3):265-9 


BLOOD 


A selective inhibitor of cell proliferation from normal serum. 
a _ WN, et al. Proc Natl Acad Sci USA 1980 Jan; 
71(1):423-7 


CHEMICAL SYNTHESIS 


Modifications at C-3 and C-4 of 
2-amino-2-deoxy-D-glucose. Sharma 
Carbohydr Res 1980 Feb;79(1):39-51 


ISOLATION & PURIFICATION 


Heat stable cell growth inhibiting factor isolated from rat 
liver microsomes. Inaba K, et al. Acta Med Okayama 1979 
Aug;33(4):213-7 

Specific inhibition of proliferation of nonmalignant rat 
hepatic cells by a factor from rat liver. McMahon JB, et 
al. Cancer Res 1980 Apr;40(4):1249-54 

Pinitol, a larval gro’ —y - for Heliothis zea in 

soybeans. Dreyer DL, et al. Experientia 1979 Sep 15; 
3509): 1182-3 

Limb growth-controlling factors in the crab Gecarcinus 
lateralis, with special reference to the limb 
on Come Eadeirtel factor. vow! PM, et al. 

Endocrinol 1979 ;39(2):192-207 

Grout tae regulators in connective tissues. II. Evidence for 
the presence of several growth inhibitors in aortic extracts. 
Eisenstein R, et al. Paroi Arterielle 1979 Oct;5(3):163-9 


M, et al. 


GROWTH SUBSTANCES 


METABOLISM 





a fe, Se wnetact 


Lipkin G, et 
Sci 1978 Jun 20:312. 362-91 
Inhibition of the in vitro growth of Escherichia 
colostrum. Verdonck M, et al. 

Arch Int Ther 1980 Apr;244(2):345--7 


PHARMACODYNAMICS 


Antiviral effects of a microbial tory 
Schumann I, et al. Acta Biol | Ger 1979;38(5-6):807- il 

John Caffey —< eon tae inhibition of 
com immature mouse 
Moskowitz PS, et al. AJR 1980 Mar;134(3):491-6 

Inhibition of cultured cell growth by high-molecular—weight 
material extracted from Actinomyces israelii 
Lyons I, et al. Biochem Soc Trans | 1980 Feb;8(1):137- 

Fibroblast growth a factor inhibits DNA synthesis 
in BALB/c 3T3 by in G1. Datta P, et al. 
Exp Cell Res 1980 Feb; —_e 431-9 

Dose-activity relationships in y. Stille W. 
Infection 1980:Suppl 114-20° 

Growth control in cultured 3T3 fibroblasts. Assays of cell 
proliferation and demonstration of a growth inhibitory 
activity. Steck PA, et al. J Cell Biol 1979 De Dec;83(3):562-75 


Effects of the insect — inhibitor SIR 8514 on hatc 
of southern house sie 


Gly i i 
inhibition of 
Ann NY 


i by sow’s 


wth inhibi factor. 





on De 


Glucocorticoid-iaduced inhibition of T cell growth factor 
production. I. The effect on ie ey nl Oh On 
proliferation. Gillis S, et al. 
123¢4): 1624-31 
Glucocorticoid-ind of 


ytolytic 

‘tala an of hilic diaminopyri 
Cell pharmacokinetics 

antifolates. Greco WR, et al. peptic, di 1980 

Jan;212(1):39-46 
Structural and functional alterations in the surface of vascular 

endothelial cells associated with the formation of a 

confluent cell monolayer and with the withdrawal of 

fibroblast wth factor. Viodavsky I, et al. 

J Struct 1979;12(1):73-114 
Inhibition of bovine bone marrow I 
ai ae vitro by serum coleted from a 
infec wil vivax or Trypanosoma 
congolense. Kaaya GP, et al. Parasitol 1979 
Jun;30(2):230-5 


[Nonspecific stress in —— utilis under growth inhibition 
by a specific inhibitor] Ibragimova SI, et al. 
Mikrobiologiia —Apr;49(2):249-52 (Eng. Abstr.) 





1980 


GROWTH RETARDATION, INTRAUTERINE see FETAL 
GROWTH RETARDATION 


GROWTH SUBSTANCES 


Heterogeneity in storage pool deficiency: studies on 
granule-bound substances in 18 patients including variants 
deficient in alpha-granules, — 4, 
beta-thrombo; and platelet-deri — factor. 
Weiss HJ, et al. Blood 1979 Deci34(6):123 

Transferrin can replace serum for in vitro iii of 
mitogen-stimulated T lymphocytes. Dillner-Centerlind 
ML, et al. Eur J Immunol 1979 Dec;9(12):942-8 

The identification of a at cell growth factor in 
lactalbumin hydrolyzate as biotin. Y DV, et al. 
FEBS Lett 1980 Feb 25; AMC): 143-7 

Brain fibroblast growth factor: nonidentity with myelin basic 
protein fi ts. Thomas KA, et al. J Biol Chem 1980 
Jun 25;255(12): 3917-20 

Angiogenesis and antiangiogenesis. Kumar S. JNCI 1980 
Mar;64(3):683-7 

Inability of serum from abetalipoproteinemic subjects to 
stimulate proliferation of inten o smooth muscle cells and 
dermal fibroblasts in vitro. Layman DL, et al. 

Proc Natl Acad Sci USA 1980 Mar;77(3):1511-5 

The growth-stim effect of alpha l-acid glycoprotein 
in cells in culture. H, et al. 

Proc Soc Exp Biol Med 1980 Feb;163(2):223-7 

Angiogenesis in glioblastoma multiforme. 
al. Surg Forum hier 

(The » tumor angiogenesis factor (TAF)] Zarrouk K. 

Arch Inst Pasteur Tunis 1978 Sep;55(3):247-73 (70 ref.) 
(Eng. Abstr.) (Fre) 

[Salinomycin as a growth promoting feed additive in 
rearing (author’s vtranal)) Schneider D, et al. DTW 1979 
Oct 5;86(10):390-4 (Eng. Abstr.) (Ger) 

[Growth-stimulating action of oti — = organ 
cultures of mouse and rat embryonic liver] Kolesnichenko 

TS, et al. ec. Se ee 


effect of serum dadieitien on on 


II, et al. Tsitologiia 1980 Mar; 
22(3):326-31 . Abstr.) (Rus) 


{Control of cell proliferation in vitro. I. Relation of 


HD, et 





GROWTH SUBSTANCES 


roliferation to blood serum factors] Pleskach VA, et al. 
sitologiia 1980 Mar:22(3):33 332-7 (Eng. Abstr.) (Rus) 


ADMINISTRATION & DOSAGE 


Renal hypertrophy fact.r: effect of intravenous versus 
intraperitoneal chronic infusions of urine in rats. Gittes RF, 
et al. Surgery 1980 Jul;88(i):69-74 

[Nutritive antibiotics and eins] Lalov ar in the 
rations of swine for fattenin; - ey 
Vet Med Nauki 1979;16(3):88-94 (Eng. "Aber (Bul) 


ANALYSIS 

High-performance liquid ae hic dete 

6 uindox in feeds. Bories GF. J 
21;172:505-8 

[Tumor angiogenic activity (introductory note)] Roussel F. 
C R Soc Biol (Paris) 1979;173(4):818-22 (Eng. Abstr.) 


rmination of 
1979 Apr 


(Fre) 
anes angiogenesis factor (author’s transl)} Matsuno H, et 
. No Shinkei Geka 1979 Nov;7(11):1045-8 (Jpn) 


ANTAGONISTS & INHIBITORS 


Retinoids block ornithine decarboxylase induction in cells 
treeted with the tumor promotor TPA or o — 
rowth hormones, EGF and SGF. Paranj oe 
Biochem Biophys Res Commun 1980 May -94(2): S651 
EGF growth promoting activity is neutralized by phorbol 
esters. Lechner JF, et al. Cell Biol Int Rep 1980 Jan; 
4(1):23-8 


BIOSYNTHESIS 


Continued growth of functional human T lymphocytes: 
production of human T-cell growth factor. Bonnard GD, 
et al. Cell Immunol 1980 May;51(2):390-401 

Studies on T lymphocyte activation. I. Requirements for the 
mitogen-dependent production of T cell growth factors. 
Andersson J, et al. Eur J Immunol 1979 Aug;9(8):581-7 

Studies on T lymphocyte activation II. The target cells for 
concanavalin A-induced growth factors. Coutinho A, et 
al. Eur J Immunol 1979 Aug;9(8):587-92 

An endothelial cell-derived growth factor. Gajdusek C, et 
al. J Cell Biol 1980 May;85(2):467-72 

Origin of platelet-derived growth factor in megakaryocytes 
in guinea pigs. Chernoff A, et al. J Clin Invest 1980 Apr; 
65(4):926-30 

[State of Spirometra ‘sparganum growth factor’ research] 
Odening K. Angew Parasitol 1979 Nov;20(4):185-92 (Eng. 
Abstr.) (Ger) 


BLOOD 


Serum Crithidia levels in disease. Leeming RJ, et al. 
Biochem Med 1980 Feb;23(1):122-5 

Platelets as a source of growth-promoting factor(s) for tumor 
cells. Hara Y, et al. Cancer Res 1980 Apr;40(4):1212-6 

Stimulation of thymocytes in vitro by serum of 
2-acetylaminofluorene (AAF)-treated rats. Brauer R, et 
al. Exp Pathol (Jena) 1979;17(7-8):439-45 

Growth- a plasma ‘eo tide: relationship 
between molecu structure and DNA synthesis in 
hepatoma cells. Pickart L, et al. FEBS Lett 1979 Aug 1; 
104(1):119-22 

™ cell ae ee Ernest factor, II. Slotta KH. 

iol Chem 1980 Apr;361(4):599-601 

Evidence for and Chamenedinden of a liver cell proliferation 
factor from blood plasma of partially hepatectomized rats. 
Goldberg M, et al. Horm Metab Res 1980 Mar;12(3):94-6 

Insulin-like growth factors I and II. Humbel RE, et al. 


no.468) W3 EX89 n0.468 1978. pp.:413-8 
Effect of transition metals on recovery from plasma of the 
eo —, tripeptide glycylhistidyllysine. Pickart 
L, et al. J Chromatogr 1979 Jul 11;175(1):65-73 
Presence of renotrophic factor in plasma of unilaterally 
nephrectomized rats. Dicker SE, et al. J Physiol (Lond) 
1980 Feb;299:13-27 
Do plasma and serum have different abilities to promote cell 
moet Gospodarowicz D, et al. 
atl Acad Sci USA 1980 May;77(5):2726-30 
Platelet-derived growth factor: purification and partial 
characterization. Heldin CH, et al. 
Proc Natl Acad Sci USA 1979 Aug;76(8):3722-6 
Release of platelet-derived growth factor from human 
latelets = arachidonic acid. Linder BL, et al. 
Natl Acad Sci USA 1979 Aug;76(8):4107-11 
Rae of the mammalian fibroblast cell cycle by a 
telet-derived growth factor. Scher CD, et al. 
Prog Clin Biol Res 1979;31:611-20 


CHEMICAL SYNTHESIS 
4.5,6,7-Tetrahydro-7-oxobenzo[b]thien-4-ylurea; 
Sulbenox1, a novel animal growth stimulant. Asato G, et 
al. Experientia 1979 Nov 15;35(11):1458-9 
DEFICIENCY 


Influence of A-factor on the ultrastructure of the A-factor 
deficient mutant of Streptomyces griseus. Zaslavskaya PL, 
et al. Microbios 1979;25(101- *102) 145-53 


CUMULATED INDEX MEDICUS 


ISOLATION & PURIFICATION 


Partial f qeeene and biological activities and properties 
= chic wth factors. Takahashi F, et al. 
Okayama 1979 Jun;33(3): 167.16 
Isolation of a stimulatory factor for nuclear DNA replication. 
Brewer EN. Biophys Acta 1979 Aug 29; 
564(1):154-61 
An <ngiogenic factor isolated from tumours: a potent 
low-molecular-weight compound. Weiss JB, et al. 
Br J Cancer 1979 ;40(3):493-6 
Embryo growth and differentiation factors in embryonic sera 
of mammals. Hsu YC. Dev Biol 1980 May;76(2):465-74 
Purification of a mouse embryo extract component which 
enhances chondrogenesis in vitro. Richmond A, et al. 
Dev Biol 1980 May;76(2):366-83 
Pulmonary macrophage wth factor. Naum Y, et al. 
Inflammation 1979 Jul;3(3):253-60 
Sarcoma growth factor from mouse sarcoma 
se cells. Purification by binding and elution 
pl wth factor receptor-rich cells. De 
E, et “y Biol Chem 1980 Apr 25;255(8):3685-90 
Gated qoentiins actions of extracts from mouse 
submaxillary glands on human endothelial cells in culture. 
Johnson AR, et al. J Cell Physiol 1979 Dec;101(3):431-8 
Properties and separation of T lymphocyte growth 
stimulatory activity (TL-GSA) and of 
granulocyte-macrophage colony stimulatory ote | 
(GM-CSA) produced separately from two human 
lymphocyte subpopulations. Wu AM. J Cell Physiol 1979 
Nov;101(2):237-50 
In vitro growth of murine T cells. III. Method for separation 
of T cell growth factor (TCGF) from concanavalin A and 
biological activity of the resulting TCGF. Rosenberg SA, 
et al. J Immunol M ethods 1980,33(4): 337-50 
Phosphoethanolamine as a Ss iol factor of a mammary 
carcinoma cell line of rat. Kano-Sueoka T, et al. 
Proc Natl Acad Sci USA 1979 Nov;76(11):5741-4 
An endothelial cell growth factor from bovine hypothalamus: 
identification and partial characterization. Maciag T, et al. 
Natl Acad Sci USA 1979 Nov;76(11):5674-8 


METABOLISM 


Relationship of serum somatomedin-like activity and 
fibroblast proliferative Bene | with age and growth in the 
rat. Olsen RF, et al. Growth 1980 Mar ;44(1):19-28 

Sarcoma growth factor (SGF): specific binding to epidermal 
growth factor (EGF) membrane receptors. Larco JE, 
et al. J Cell Physiol 1980 Feb; 1020). 267-77 

Angiogenic factor from synovial fluid resembling that from 
tumours. Brown RA, et al. Lancet 1980 Mar 29; 
1(8170):682-5 

Autoradiographic studies of the rat renotropic system. 
Castillo O, et al. Nephron 1980;25(4):202-6 

Chondrocytes contain a growth factor that is localized in 
the nucleus and is associated with chromatin. Azizkhan 
JC, et al. Proc Natl Acad Sci USA 1980 May;77(5):2762-6 

[Studies on the metabolic effect of growth promotors, using 
nitrovin as a model. 2. Studies on the enterohepatic 
circulation of 14C-labeled nitrovin in the rat] Struck S, 
et al. Z Tierphysiol 1980;43(4~5):191-6 (Eng. pac 

(Ger) 


[Studies on the metabolic effects of growth promotors, using 
Nitrovin as a model. 1. Trace studies on the absorption, 
distribution and excretion of 14C-Nitrovin and _ its 
metabolites in young rats, chicks and Pigs) Struck S, 
et al. Z Tierphysiol 1980;43(4-5):173-90 (Eng. a. 

) 


[Studies on the metaboic effects of growth promoters, using 
nitrovin as model. 3. Effect of growth promoters on the 
intermediary metabolism as evidenced by the tadpole-test] 


yt 
Struck S, et al. Z Tierphysiol 1980;43(4—5):197-205 (Eng. 
Abstr.) (Ger} 


PHARMACODYNAMICS 


Change of responsiveness to growth stimulation of normal 
cells during aging. Ohno 


. Adv Exp Med Biol 1980; 
129:25-9 


Fibroblast growth factor and the control of vertebrate 

regeneration and repair. Gospodarowicz D, et al 
NY Acad Sci 1980;339:151-74 (46 ref.) 
T-cell growth factor-mediated T-cell proliferation. Smith 
et al. Ann NY Acad Sci 1979;332:423-32 

Antagonism in action between mouse or human interferon 
and platelet growth factor. Inglot AD, et al. 
Arch Virol 1980;63(3-4):291-6 

Retinoids enhance mitogenesis by Ke ape! promotor and 
porns aap factors. Dicker P, e 

Biophys Res Commun 1979 Dec 38: 91(4): 1203-10 

Bovine mammary gland contains a growth promoter for 
human breast cancer cell lines: COLO 378 and COLO 384. 
Swanson TL, et al. Biochem Biophys Res Commun 1979 
Oct 29;90(4):1166-71 

Acid-soluble precursors and derivatives of phospholipids 
increase after stimulation of quiescent Swiss 3T3 mouse 
fibroblasts with serum. Warden CH, et al. 
Biochem Biophys Res Commun 1980 May 30;94(2):690-6 

Selective stimulation by mitogens of incorporation of 
35S-methionine into a family of proteins released into the 
medium by 3T3 cells. Nilsen-Hamilton M, et al. Cell 1980 
May;20(1):19-28 

Centriole deciliation associated with the early response of 


1980 


3T3 cells to growth factors but not to SV40. Tucker RW, 
et al. Cell 1979 Dec;18(4):1065-72 
Hormonal requirements of baby hamster kidney cells in 
culture. Maciag T, et al. Cell Biol Int Rep 1980 Jan; 
4(1):43-50 
The formation of mesodermal derivatives after induction with 
vegetalizing factor ba phy secondary cell interactions. 
Minuth M, et al. Differ 1980;9(4):229-38 
Effects of fibroblast PP factor and bromocriptine on the 
mitotic activity of the anterior pituitary gland in organ 
culture. Pawlikowski M, et al Tissue Res 1979 Oct 
2;202(1):165-9 
Mesodermal growth factor--a new type of cryoprotectant? 
Weimar V, et al. Cryobiology 1979 Aug;16(4):332-7 
Relative effects of the somatomedins, 
multiplication-stimulating activity, and 
on myoblasts and: myotubes in culture. 
Endocrinology 1980 Feb;106(2):577-83 
Growth factor- and cyclic nucleotide-induced proliferation 
of normal and malignant mammary epithelial cells in 
primary culture. Yang J, et al. Endocrinology 1980 Jul; 
107(1):35-41 
A serum-free medium supplemented with 
Z wee J (MSA) supports both 
= and differentiation of chondrocytes in primary 
culture. Kato Y, et al. Exp Cell Res 1980 Jan;125(1):167-74 
Influence of porcine corpus luteum extract on DNA synthesis 
and proliferation of cultivated fibroblasts and endothelial 
cells. Heder G, et al. Exp Pathol (Jena) 1979;17(7-8):493-7 
Inhibition of protein breakdown in cultured cells is a 
consistent response to growth factors. Ballard FJ, et al. 
FEBS Lett 1980 Jun 2;114(2):209-12 
Protein factor(s) from mitotic CHO cells induce meiotic 
maturation in Xenopus laevis oocytes. Nelkin B, et al. 
FEBS Lett 1980 Jan 14;109(2):233-8 
The effect of the growth hormone of Lymnaea stagnalis on 
shell calcification. Dogterom AA, et al. 
Gen Comp Endocrinol 1979 Sep;39(1):63-8 
Stimulation of ornithine decarboxylase activity in Lymnaea 
stagnalis afte 


r a single injection with molluscan growth 
Comp Endocrinol 1980 


rowth hormone 
wton DZ, et al. 





hormone. Dogterom AA, et al. Gen 
Feb;40(2):238-40 

Effects of epidermal growth factor, fibroblast growth factor 
and bovine serum albumin on ornithine decarboxylase 
activity of procine granulosa cells. Osterman J, et al. 
Horm Metab Res 1979 Aug;11(8):485-8 

Studies of alpha-protein in human cell cultures. Holmes R, 
et al. In Vitro 1979 Jul;15(7):522-30 

Importance of a collagen substratum for stimulation of 
capillary endothelial cell proliferation by tumour 
angiogenesis factor. Schor AM, et al. Int J Cancer 1979 
Aug;24(2):225-34 

Angiogenic activity of vitreous and retinal extract. Chen CH, 
et al. Invest | Vis Sci 1980 Jun;19(6):596-602 

Stromal vascularization prevents corneal ulceration. Conn 
H, et al. Invest Ophthalmol Vis Sci 1980 Apr;19(4):362-70 

Acceleration of healing of rabbit corneal endothelium by 
mesodermal growth factor. Weimar VL, et al. 
Invest Ophthalmol Vis Sci 1980 Apr;19(4):350-61 

Growth factors for Mycoplasma pneumoniae in yeast and 
tissue extracts. Rylance HJ, et al. J Appl Bacteriol 1979 
Oct;47(2):341 -5 

Relation of cholesterol and mevalonic acid to the cell cycle 
in smooth muscle and swiss 3T3 cells stimulated to divide 
by platelet-derived growth factor. Habenicht AJ, et al. 
J Biol Chem 1980 Jun 10;255(11):5134-40 

Regulation of rat ovarian cell growth and steroid secretion. 
Johnson CC, et al. J Cell Biol 1980 Aug;86(2):483-9 

Vascular endothelial cells maintained in the absence of 
fibroblast growth factor undergo structural and functional 
alterations that are incompatible with their in vivo 
differentiated properties. Vlodavsky I, et al. J Cell Biol 
1979 Nov;83(2 Pt 1):468-86 

Role of serum components in density-dependent inhibition 
of growth of cells in culture. Platelet-derived growth 
nc is the major serum determinant of saturation density. 

benef A, et al. J Cell Biol 1980 May;85(2):377-85 

Regulation of amino acid transport in chicken embryo 
fibroblasts by purified multiplication-stimulating activity 
(MSA). Derr it, et al. J Cell Physiol 1980 Jan;102(1):55-62 

The tumor promoter 
12-O-tetradecanoyl-phorbol-13-acetate enhances the 
proliferative response of Balb/c-3T3 cells to hormonal 
growth factors. Frantz CN, et al. J Cell Physiol 1979 Sep; 
100(3):413-24 

Regulation of the proliferative response in Rous sarcoma 
virus transformed chicken embryo fibroblasts by serum and 
multiplication-stimulating activity (MSA). Knauer DJ, et 

: Physiol 1979 Aug;100(2):311-22 

Application of the principles of enzyme kinetics to clonal 
growth rate assays: an approach for delineating interactions 
ss — promoting agents. Lechner JF, et al. 

ysiol 1979 Sep;100(3):519-29 

MSA stimulation of AIB transport is independent of K+ 
accumulation in myoblasts. Merrill GF, et al. 
J Cell Physiol 1979 Aug;100(2):343-50 

Generation of a lymphocyte growth factor by treatment of 
human cells with neuraminidase and galactose oxidase. 
Novogrodsky A, et al. J Exp Med 1980 Mar 1; 
151(3):755-60 

Ligand-activated T cell growth factor-induced proliferation: 
absorption of T cell growth factor by activated T cells. 





1980 


Bonnard GD, et al. J Immunol 1979 Dec;123(6):2704-8 

In vitro wth of cytotoxic human lymphocytes. II. Use 
of T Ay wth factor (TCGF) to clone human T cells. 
Lotze et al. J Immunol 1980 Jun;124(6):2972-8 

a simulation of early events and DNA synthesis 
by phorbol esters, tide growth factors, and retinoids 
in cultured fibrob! = icker P, et al. 
J Struct 1979;11(1):79-93 

The serum-free growth ‘of Balb/c 3T3 cells in medium 
supplemented with bovine colostrum. Klagsbrun M, et al. 
J Su Struct 1979;11(3):349-59 

A ‘factor’ for wound healing [news] JAMA 1980 Feb 15; 
243(7):625 

Strict relationship between dialyzed serum concentration and 
cellular life span in vitro. Ohno T. Mech Ageing Dev 1979 
Oct;11(3):179-83 

Effect of fibroblast growth factor on cultured fetal rat 
calvaria. Canalis E, et al. Metabolism 1980 Feb;29(2):108-14 

Multiplying growth factors. Monard D. Nature 1979 Nov 
22;282(5737):365 

Platelet-derived growth factor prevents GO growth arrest. 
Scher CD, et al. Nature 1979 Oct 4;281(5730):390-2 

Migration of capillary endothelial cells is stimulated by 
tumour-derived factors. Zetter BR. Nature 1980 May 1; 
285(5759):41-3 

Effects of topical applications of epidermal growth factor 
on wound healing. Experimental nee on rabbit ears. 
Franklin JD, et al. "Plast - Reconstr 1979 Dec; 
64(6):766-70 

Response from menhaden fish meal in diets of youn; 5 See. 
Pierson EE, et al. Poult Sci 1979 May;58(3):61 

Antitubulin agents enhance the stimulation of DNA synthesis 
by polypeptide growth factors in 3T3 mouse fibroblasts. 
Friedkin M, et al. Proc Natl Acad Sci USA 1979 Aug; 
76(8):3909-12 

Cytoskeleton-disrupting drugs enhance effect of growth 
factors and hormones on initiation of DNA synthesis. Otto 
AM, et al. Proc Natl Acad Sci USA 1979 Dec; ¥6(12): 6435-8 

Serum stimulation of phospholipase A2 and prostaglandin 
release in 3T3 cells is associated with platelet-derived 

wth-promoting activity. Shier WT. 

Proc Natl Acad USA 1980 Jan;77(1):137-41 

Glioma cell growth: effect of pituitary factor, hydrocortisone 
and serum. Gambarini AG, et al. Rev Bras Biol 1979 Aug; 
39(3):671-6 

Enhanced cytotoxicity of allosensitized T cells for autologous 
lymphoblastoid cell lines and human leukemia cells 
following propagation in T-cell growth factor. Zarling JM, 
et al. Transplant Proc 1980 Mar;12(1):164-6 

[Action of stimulants on the marine dinoflagellate, Peridinium 
trochoideum] Voznaia GI, et al. Ekologiia 1979 Sep-Oct; 
(5):101-3 (Rus) 


PHYSIOLOGY 


Receptors for insulin and insulin-like growth factors in 
disease. Rechler MM, et al 
Adv Biochem Psy: 1 1980;21:489-97 

Growth factors. Herschman HR, et al. Ann Intern Med 1980 
May;92(5):650-62 (118 ref.) 

Influence of factors derived from EMT6 tumors and from 
bone marrow of tumor-bearing mice on tumor and bone 
marrow stem cell kinetics. Fache MP, et al 
Cancer Res 1979 Oct;39(10):3959-63 

The functional relationship of the interleukins. Smith KA, 
et al. J Exp Med 1980 Jun 1;151(6):1551-6 

But ... are estrogens per se growth-promoting hormones? 
Sonnenschein C, et al. INCI 1980 Feb;64(2):211-5 (46 ref.) 

Somatomedin and platelet-derived growth factor in 
atherosclerosis [letter] Shepard RC. N Engl J Med 1980 
Sep 11;303(11):641-2 

The demonstration of an 4 — from ocular tissues. 
Preliminary report. Gin B 
Ophthalmology (Rochester) 198 May:87(5):440-6 

Relaxin: an insulin-related growth factor. Niall HD, et al. 
Prog Clin Biol Res 1979;31:651-8 

[Growth factor and cell culture : FGF and EGF] Barritault 
D. Biochimie 1980;62(1):IX-XVI (68 ref.) (Fre) 


SECRETION 


[Secretion of substances by different actinomycetes which 
induce sporulation by an asporogenic mutant of 
Streptomyces griseus] Efremenkova OV, et al. 
Mikrobiologiia 1979 Nov-Dec;48(6):999-1003 (Eng. Abstr.) 

(Rus) 


THERAPEUTIC USE 


[Effect of the organic preparation GPS with agar-agar on 
hypotrophic lambs] Vanin AV. Veterinariia 1980 Mar; 
(3):54-5 (Rus) 


GTP see GUANOSINE TRIPHOSPHATE 


GTP CYCLOHYDROLASE see under 
AMINOHYDROLASES 


GTP PHOSPHOHYDROLASE see under 
PHOSPHATASES 


CUMULATED INDEX MEDICUS 


GUAIAC 


ADVERSE EFFECTS 


Printing paste dermatitis due to ene Sugai T, et al. 
Contact Dermatitis 1980 Apr;6(3):234-5 


ANALOGS & DERIVATIVES 
Nephron obstruction in nordihydroguaiaretic acid-induced 
renal cystic disease. Evan AP, et al. Kidney Int 1979 Jan; 
15(1):7-19 


DIAGNOSTIC USE 


Occult blood _ testin using the guaiac method 
ult-test) for detection of tumorous lesions induced 
with 1,2-dimethyl-hydrazine and 
acetoxymethyl-methyl-nitrosamine in rats. Wagner I, et 
al. Acta Hepatogastroenterol (Stuttg) 1979 Dec;26(6):504-7 
Screening tests for occult blood [letter] Trotman IF. 
Lancet 1980 May 10;1(8176):1036 
[Detection of colo-rectal tumors. Valve of the guaiac clinical 
test] Baumel H, et al. Med Chir Dig 1979;8(4):307-12 
(Fre) 


GUAIACOL 


ADVERSE EFFECTS 


Intravesical chemical cauterization and methemoglobinemia. 
Lebowitz RL. Pediatrics 1980 Mar;65(3):630 


ANALOGS & DERIVATIVES 


Anaesthesia-like condition and/or potentiation of 
hexobarbital sleep oem gebh by 7 Eo cae sed in normal 
and d 
Acta Physiol Acad Sci Hung 1 1980;55(1): 37-8) 

Tri- and tetrachloroguaiacol: ree of a three and six-month 
feeding study in rats. Chu 
Arch Racmen viron Contam Toxicol “1975: ;8(5):589-97 


GUAIACOL GLYCERYL ETHER 


ADMINISTRATION & DOSAGE 


Evaluation of concentrated solutions of guaifenesin for equine 
anesthesia. Grandy JL, et al. J Am Vet Med Assoc 1980 
Apr 1;176(7):619-22 

[General practice-field trials of Linctifed with 17871 patients 
with inflammatory diseases of the respiratory tract] 
Neumeyer G. Med Welt 1979 Sep 14;30(37):1374-7 

(Ger) 





ANALYSIS 


Simultaneous high-pressure liquid chromatographic 
determination of acetaminophen, guaifenesin, 
dextromethorphan hydrobromide in cough syrup. 
McSharry WO, et al. J Pharm Sci 1980 Feb; 69(2): 212-4 


BLOOD 
[Guaiacolglycerylether in horses and ponies] Ketelaars HC, 
et al. Berl Muench Tieraerztl Wochenschr Jan 1; 
93(1):1-3 (Eng. Abstr.) (Ger) 

PHARMACODYNAMICS 
Effect of glyceryl guaiacolate 
. Sofia R. 


and 


in animal models of 


Pharmacol 1980 May; 
28(2):285-93 


THERAPEUTIC USE 


{Treatment of acute attacks of chronic bronchitis] Béhlau 
V, et al. Fortschr Med 1979 Sep 27;97(36):(1581-2) 


[Chronic spastic bronchitis, Broncho-euphylline ge 
oe study] Brinkmann O. Med Welt 1980 Feb; 
31(8):304- (Ger) 

GUAIFENESIN see GUAIACOL GLYCERYL ETHER 

GUAIPHENESIN see GUAIACOL GLYCERYL ETHER 

GUAMA GROUP VIRUSES see under ARBOVIRUSES 

GUANABENZ see under GUANIDINES 

GUANAZOLE see under TRIAZOLES 

GUANAZOLO see AZAGUANINE 

GUANCYDINE see under GUANIDINES 

GUANETHIDINE 


[Intravenous regional sympathetic blockade with 
guanethidine] Breivik H. Tidsskr Nor 
10;99(19-21):935-6 (Eng. Abstr.) 

ADMINISTRATION & DOSAGE 

Control of glaucoma by reduced dosage 


1979 Jul 
or) 


GUANETHIDINE 





form ones DE, et al. 
Br J Ophthalmol 1079 DecsH(12)813-6 


ADVERSE EFFECTS 


Symptomatic sick sinus syndrome due to ne Cus 
report. Rowe J, et al. Hypertension 1979 Sep-Oct; 


1(5):543-6 
Hypertensive crisis giay! due to drug interaction. Poe TE, 
et al. Postgrad Med 1979 Nov;66(5):235-7 


ANALOGS & DERIVATIVES 


Action of a guanethidine analogue on adrenergic neurons 
and its relation to sodium. Misu Y, et al. 
Jpn J Pharmacol 1980 Feb;30(1):125-8 


ANALYSIS 


Development of radioimmunoassay for guanethidine. 
er LJ, et al. J Pharm Sci 1979 Nov; 6811): 1419-23 


BLOOD 
Two-dimensional gas—-liquid chromatography 
doctrony <agnere detection of guanethidine in 
Pellizzari ED, et al. Anal Biochem 1979 Jul 1;96(1):118-25 


PHARMACODYNAMICS 


Ultrastructural changes in adrener, neurons following 
chemical sympathectomy. Révész er 
Acta Anat (Basel) 1979;105(2):198-208 

The effect of surgical sympathectomy and of neonatal 
treatment with nin Ps gt pad and guanethidine on 


particle-bound norad 
35S-sulphomucopolysacc harides Blaschke E, et al. 
ay a Scand 1979 aula vaieetide 
eet eee biosyn' in blood 
vessels of hypertensive rats. Iwatsuki K, et al. 
Arch Int Pharmacodyn Ther 1979 Aug;240(2):278-84 
Inhibition of S-adenosyl methionine decarboxylase by 
guanethidine. Johnson EM, et al. Biochem Pharmacol 1980 
Jan 1;29(1):113-5 
Analysis of intestinal cell proliferation after 
guanethidine-induced sympathectomy. II. 
a mitoses studies. Klein RM. Cell Tissue Kinet 19 
Nov; 12(6):649-57 
Analysis of intestinal cell proliferation after 


guanethidine-induced sympathectomy. III. Effects of 


chemical sympathectomy on circadian variation in mitotic 

activity. Klein RM. Cell Tissue 
13(2):153-62 plates 
Effect of sympathectomy on let aggregation and blood 
Experientia 


Kinet 1980 Mar; 


coagulation in rats. Mukhammedov A, et al. 
1980 Jul_15;36(7):849-50 

Sympathetic and renin-angiotensin system influence on blood 
pressure and renal blood flow of two-kidney, one clip 
Goldblatt hypertensive dog. Zimmerman BG, et al. 
Hypertension 1980 Jan-Feb;2(1):53-62 

Comparative study on the sympathomimetic effect of 
guanethidine and cocaine on rat vas deferens. Patel MP, 
et al. Indian J Med Res 1980 Mar;71:433-7 

Effects of long-term antihypertensive treatment on brain 
metabolism after bilateral carotid artery occlusion in 
spontaneously hypertensive rats. Tamaki K, et al. 
J Neurol Psychiatry 1979 Dec;42(12):1141-5 

Effects of pyroxamidine and guanethidine on con 
responses to field stimulation and to noradrenaline in the 
anococcygeus muscle and vas deferens of the rat. Doggrell 
SA. J Pharm Pharmacol 1979 Nov;31(11):767-72 

The interaction of desipramine and the S-HT uptake 
inhibitors femoxetine and paroxetine with the acute 
hypotensive effect of guanethidine in conscious 
spontaneously hypertensive rats. Petersen EN. 
J Pharm Pharmacol 1979 Sep;31(9):638-40 

Chronic guanethidine treatment of female rats wn | 
effects on the fetus. Evans BK, et al. J Reprod Fertil 19 
Jul;56(2):715-24 

Reduction in human urinary MHPG excretion by 
guanethidine: urinary MHPG as index of sympathetic 
nervous activity. Izzo JL Jr, et al. Life Sci 1979 Apr 9; 
24(15):1403-6 

[Nonspecific pharmacodynamics of certain iy a0 considered 


antagonistic to the neuroadrener, 
Te Simionescu S§, et al. tal, Payslologie 879 Jul-Sep, 1979 Jul-Sep; 
16(3):19 

[Effect of "Uiksiaddinlithins on thrombocyte an 
capacity and the blood clotting ary of rats} 


Kudriashov BA, et al. Biull Eksp Biol Med 1980 Apr; 
89(4):395-7 (Eng. Abstr.) (Rus) 


THERAPEUTIC USE 


Combined use of molindone and guanethidine in patients with 
pea and hypertension. Simpson LL. 
Am J Psychiatry 1979 Nov;136(11):1410-4 

Comparative study of two antihypertensive agents: 
ea and guanethidine. Szam I, et 
Br J Clin Pharmacol 1980;10 Supp! i:858-875 

Relief of causalgia in limbs regional intravenous 
guanethidine. Hannington-Kiff JG. Br Med 1 1979 Aug 
11;2(6186):367-8 

The causalgia syndrome treated with regional intravenous 
guanethidine. Holland JT. Clin Exp Neurol 1978;15:166-73 

[Inhibition of vagal tension in tachycardia caused by acute 





GUANETHIDINE 


quater mas to the Gah Goes Ei #t 
Boll Soc Ital Cardiol 1978;23(7):1140-5 


GUANIDINES 


Structural transitions of chromatin induced by netropsin. 
Lang H, et al. Acta Biol Med Ger 1979;38(1}:33-40 
Effect of inhibitors on ornithine and adenos' 


ascites cells in vivo. Alhonen-Hongisto L, et 
al. Acta Chem Scand [B] 1979;33(8):559-66 
Incompatibilities with cimetidine hydrochloride injection 
— ee R. Am J Hosp Pharm 1979 Aug; 
36(8): 102: 
Cimetidine “hydrochloride compatibility. I: Chemical 
and room temperature stability in intravenous infusion 
fluids. Rosenberg HA, et al. Am J Hosp Pharm 1980 Mar; 
37(3):390-2 
How internists learned about cimetidine. Manning PR, et al. 
Ann Intern Med 1980 May;92(5):690-2 
Denaturation of thermophilic ferricytochrome c-552 by acid, 
a ae hydrochloride, and heat. Hon-nami K, et al. 
iochemistry 1979 Dec 11;18(25):5693-7 
Stability of phage T4 lysozymes. II. Unfolding with 
uanidinium chloride. Elwell ML, et al. 
ys Acta 1979 Oct 24; *580(2): 327-38 
Cat satellite DNA. Isolation using netropsin with CsCl 
—— Matthews HR, et al. “Biochim Biophys Acta 1980 
b 29;606(2):228-35 
Magnetic circular dichroism study of the binding of netropsin 
and distamycin A with DNA. Zimmer C, et al. 
Biochim Biophys Acta 1980 Apr 30;607(2):232-46 
Structure and reactivity of nitrosocimetidine. Foster AB, et 
al. Cave Lett 1980 Mar;%1):47-52 
Netro dG-dG-dA-dA-dT-dT-dC-dC complex. 
Antibiotic binding at adenine . thymine base pairs in the 
minor groove of the self-complementary octanucleotide 
duplex. Patel DJ. Eur J Biochem 1979 Sep;99(2):369-78 
Altered activity of bacteriorhodopsin in high concentrations 
of guanidine hydrochloride. Yoshida M, et al. 
J Biochem (Tokyo) 1980 Feb;87(2):491-5 
Effect of guanidine hydrochloride on the hydrodynamic and 
thermodynamic properties of human lipoprotein A-I 
in solution. Edelstein C, et al. J Biol 1980 Jun 25; 
255(12):5747-54 
The rate of interconversion between the two unfolded forms 
of ribonuclease A does not depend on guanidinium chloride 
concentration. Schmid FX, et al. J Mol Biol 1979 Sep 15; 
133(2):285-7 
et vitro adsorption studies of cimetidine. Ganjian F, et al. 
J Pharm Sci 1980 Mar;69(3):352-3 
Guanabenz de; vag roducts and stability 0g Shearer 
CM, et al. 1979 Aug;68(8):1010- 
The calculation rere partial specific volumes of cutie in 6 
M guanidine hydrochloride. Lee JC, et al 
Methods Enzymol 1979;61:49-57 
Aspects of ific protein-DNA interaction; multi-mode 
binding of the oligopeptide antibiotic netropsin to 
(A.T)-rich DNA segments. Reinert KE, et al. 
Nucleic Acids Res 1979 Nov 10;7(5):1375-92 
Guanidination of kappa-elastin from bovine ligamentum 
nuchae. Han K, et al. Paroi Arterielle 1979 Jul;5(2):69-74 


ADMINISTRATION & DOSAGE 


Serum prolactin response to acute and chronic cimetidine 

administration in man. Cavallini G, et al. 
(Stuttg) 1979 Dec;26(6):482-5 

Cimetidine for prophylaxis of aspiration pneumonitis: 
comparison of intramuscular and oral dosage schedules. 
Weber L, et al. Amesth Analg (Cleve) 1979 Sep-Oct; 
58(5):426-7 

Long-term treatment of hypertension with guanfacine alone 
and in combination therapy. Seedat YK. 
Br J Clin Pharmacol 1980;10 Suppl 1:65S-66S 

Prolactin release by intravenous cimetidine in man: evidence 
for a suprapituitary locus on action. Ferrari C, et al. 
Clin Endocrinol (Oxf) 1979 Dec;11(6):619-23 

Reduction of twenty-four-hour gastric acidity with 

combination drug ae y in patients with duodenal ulcer. 
Peterson WL, aL Gastroenterology 1979 Nov; 
71(5):1015-20 

Peptic ulcer: antacids or cimetidine? McCarthy DM. 
Hosp Pract 1979 Dec;14(12):52-64 

Cluster headache: trial of a combined histamine H1 and H2 
antagonist treatment. Russell D. 
J Neurol Neurosurg Psychiatry 1979 Jul;42(7):668-9 

Cimetidine interaction with warfarin [letter] Hetzel D, et al. 
Lancet 1979 Sep 22;2(8143):639 

Cimetidine/diazepam interaction [letter] Klotz U, et al. 
Lancet 1979 Sep 29;2(8144):699 

Cimetidine and hyperparathyroidism — Pettengell KE, 
et al. Lancet 1980 May 24, 1(8178):1134 

Histamine antagonists and carcinoid flush cone Pyles JD, 
et al. N J Med le th Jan 24;302(4):234- 

Lip ay of systemic mastocytosis [letter] ll RA. 

N Engl J Med 1980 = evs 02 231 

Histamine antagonists and carcinoid flush oy Wingert 
TD, et al. N Engl J Med 1980 Jan 24;302(4):2 

Failure of gastric pH control by antacids or Cimetidine in 
the critically ill: a valid > of sepsis. Martin LF, et al. 
Surgery 1980 Jul;88(1):59 


CUMULATED INDEX MEDICUS 


ADVERSE EFFECTS 
Effects _of acute and chronic cimetidine administration on 


-testicular axis. Daubresse JC, et al. 
Agressologie 1979;20(1):71-4 
imetidine i t transient liver impairment 


Cimetidine in pregnancy: 
cee al. Am J Dis Child 1980 Jan; 
134(1):87- 
More on toxic psychosis with cimetidine [letter] 
GA. Am J 1979 oahned 2 1348-9 
— and alopecia Ss. 
Ann Intern Med 1579 1979 3(6)330 


Cimetidine-induced Carloss HW, et al. 
Ann Intern Med 1580 Jul oreneale, 
Bone- 


marrow suppression associated with cimetidine. Chang 
HK, et al. Ann Intern Med 1979 Oct;91(4):580 
Cimetidine and hematologic effects ] Rate R, 
Ann Intern Med 1979 es ;91(5): 
Severe granulocytopenia with a aeretidine ytoin 
fletter} Sazie E- et al. Ann Intern Med 1980 Jul:9 1):151-2 
Mental confusion falsely attributed to cimetidine [letter] 
Remakus RL, et al. Arch Intern Med 1980 Sep;140(9):1251 
Aplastic anemia and cimetidine [letter] Tonkonow B, et al. 
Arch Intern Med 1980 Aug;140(8):1123-4 
Great reduction in renal function associated with cimetidine. 
Kimberly RP, et al. Arthritis Rheum 1980 May;23(5):614-5 
Clinical = with a = oe in long-term treatment 
of os ae reactions to guanfacine. 
Clin Pharmacol 1980; 10 Suppl 1:157S-164S 
eitect of guanfacine on skills related to driving. Klebel E. 
Br J Clin Pharmacol 1980;10 Suppl 1:173S-182S 
Cimetidine and psychiatric complications. Johnson J, et al. 
Br J Psychiatry 1979 Mar;134:315-6 
Cimetidine and cardiovascular oo [letter] Ahmad 
S. Br Med J 1979 Nov 24;2(6201):1369 
Life-threatening arrhythmias and intravenous cimetidine 
Cohen J, et al. Br Med J 1979 Sep 29;2(6193):768 
Life-threatening arrhythmias and intravenous cimetidine 
[letter] Fry EN. Br Med J 1979 Oct 27;2(6197): Pitts 
Cimetidine and thrombocytopenia. Isaacs AJ. Br Med J 1 
Feb 2;280(6210):294 
Confusion associated with cimetidine [letter] Kinnell HG, 
et al. Br Med J 1979 Dec 1;2(6202): — 
Association of cimetidine and bone-marro pression in 
man. Druart F, et al. Dig Dis Sci 1979 ‘Sep:24(9):730 
Cimetidine-induced bone marrow suppression [editorial] 
Pariente EA, et al. Dig Dis Sci 1980 May;25(5):396 

Cimetidine-induced exfoliative dermatitis. Yantis PL, et al. 
Dig Dis Sci 1980 Jan;25(1):73-4 

Cimetidine hepatitis [letter] Berthelot P. Gastroenterology 
1979 Dec;77(6):1365-6 

Dose and serum concentration se in 
cimetidine-associated mental confusion. Kimelblatt BJ, et 
al. Gastroenterology 1980 Apr;78(4):791-5 

Does cimetidine induce dizziness? [letter] Paazian A, et al. 

1980 Jul;79(1):179 
Withdrawal ae after guanabenz peel Walker BR, 
et al. J Clin Pharmacol 1980 Jan;20(1):69-70 

Loshesenla with cimetidine. Iyer SK, et al. 
J Natl Med Assoc 1980 Aug;72(8): 805-6 

Evaluation of a worldwide spontaneous reporting system 
with cimetidine. Davis TG, et al. JAMA 1980 May 16; 
243(19):1912-4 

Cimetidine postmarket outpatient surveillance pro; 
Interim report on phase I. Gifford LM, et al. JAMA 1980 
Apr 18;243(15):1532-5 

Neurological dysfunction in two patients receiving —_ 
and cimetidine [letter] Atkinson AB, et al. Lancet 1980 Jul 
5;2(8184):36-7 

Cimetidine in the critically ill: a cautionary note [letter] 
Dawes P, et al. Lancet 1980 May 24;1(8178):1137 

Gastric cancer after cimetidine in patient with two A tay 
pre-treatment biopsies [letter] Slswher PC, et al. Lancet 
1980 Mar 29;1(8170):709-10 

Psychotic reaction to cimetidine, presumably an idiosyncrasy 
[letter] Graham JR. Med J Aust 1979 Nov 3;2(9): +e 2 

Cimetidine used indiscriminately [letter] Rothman C 
N Engl J Med 1980 Jul 3;303(1):47. 
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Effect of cimetidine and ranitidine on mucosal potential 
difference [letter] von Kleist D, et al. Lancet 1979 Nov 
17;2(8151):1071-2 
Effect of cimetidine and other antihistaminics on the 
elimination of aiminopyrine, —— and caffeine. 
Desmond PV, et al. Life Sci 1980 Apr 14;26(15):1261-8 
ICI 125,211: a new gastric antisecretory agent acting on 
histamine H2-receptors. Yellin TO, et al. Life Sci 1979 
Dec 3;25(23):2001-9 
Application of the Salmonella typhimurium microsome test 
to the study of 25 drugs belonging to 5 chemical series. 
Dayan J, et al. Mutat Res 1980 Apr;77(4):301-6 
Mechanism of rho- induction in Saccharomyces cerevisiae 
by og meer: hydrochloride. Villa LL, et al. Mutat Res 
Jun;71(1):147-53 
iabeatie of cytoplasmic petite in yeast by guanidine 
hydrochloride: combined treatment with other inducing 
agents. Villa LL, et al. Mutat Res 1980 Jun;71(1):67-75 
Reduction by cimetidine of serum parathyroid hormone 
levels in uremic pee Jacob Al, et al. 
N Engi J Med 1980 Mar 20;302(12):671-4 
Delayed clearance of diazepam due to cimetidine. Klotz U, 
et al. N Engl J Med 1980 May 1;302(18):1012-4 
Cimetidine and sinus-node function [letter] Levi R, et al. 
N Engl J Med 1980 Jan 24;302(4):235 


Imonary 
, et al. 


Substrate 
stereospecific 


ificit 
NA 
Moss J, 


CUMULATED INDEX MEDICUS 


nee itive ‘Hemoccult’ reaction with cimetidine ] 
RG, et al. N Engl J Med 1980 Feb 21;302(8):467 
Effet of cimetidine on the clearance of benzodiazepines 
La Ruffalo RL, et al. N Engl J Med 1980 Sep 25; 
3(13):753-4 
False-positive ‘hemoccult’ reaction with cimetidine [letter] 
Schentag JJ. N Engl J Med 1980 Jul 10;303(2):11 
Cimetidine and en levels [letter] 
Vanherweghem . N Engl J Med 1980 Aug 14; 
303(7):395-6 
Dimaprit-induced hypothermia in normal rats: its attenuation 
by cimetidine and by tricyclic antidepressant drugs. Nowak 
JZ, et al. Neuropharmacology 1979 Oct;18(10):783-9 
Guanidines and biguanides. Schafer G. Pharmacol Ther 1980; 
8(2):275-95 (125 ref.) 
Effect of cimetidine on absorption of oral tetracycline in 
mice. Garty M, et al. 1980;20(3):155-9 
ones ine oxidase inhibition by ee wy! - 
benzylideneamino guanidines and ir activities. 
Jaiswal RK, et al. Deaenbeter 1979; 19(3):132-7 
=— of cimetidine on the f itui 


rmones. , 
19(3):111-5 

The effect of oral cimetidine on the basal and stimulated 
values of prolactin, thyroid stimulating hormone, follicle 
stimulating hormone and luteinizing heen. Nelis GF, 
et al. Postgrad Med J 1980 Jan-56(651):26-9 

Effect of aminoguanidine on chick embryonic liver during 
organ culture. Nishiyama S, et al. Poult Sci 1980 May; 
$9(5):1114-21 

Histamine H2 antagonists. Langman MJ. Practitioner 1979 
Oct;223(1336):500-5 

Gastric mucosal damage in rats induced by lateral 
hypothalamic lesions: protection by propantheline, 
cimetidine, and vagotomy. Grijalva CV, et al. 
Proc Soc Exp Biol Med 1980 pear ae 

3-phenylpropylaminoguanidine.HCl (43-522): a specific 
carbohydrate inhibitor in rats. Ho RS, et al. 

Proc Soc Exp Biol Med 1980 Feb;163(2):200-5 

Cimetidine does not inhibit indomethacin-induced small 
bowel ulceration in the rat. Kauffman GL Jr, et al. 
Proc Soc Exp Biol Med 1979 Sep;161(4):512-4 

Cimetidine inhibits the histamine-induced prolactin release 
in male rats. Reynolds LR, et al. 

Proc Soc Exp Biol Med 1980 Mar;163(3):322-5 

Guanidinoethy! sulfonate and other inhibitors of the taurine 
ang ay system in the heart. Azari J, et al 
Proc West Soc 1979;22:389-93 

Reversal by cimetidine of histamine-induced inhibition of 
true chemotaxis in neutrophil polymorphonuclears. Patrone 
F, et al. Res Exp Med (Berl) 1980;176(3):201-5 

Does cimetidine alter the cardiac response to exercise and 
propranolol? Warburton S, et al. S Afr Med J 1979 Jun 
30;55(27):1125-7 

Parietal and chief cell sensitivity to histamine and 
pentagastrin stimulation before and after cimetidine 
treatment in healthy subjects. Aadland E, et al 
Scand J Gastroenterol 1979;14(8):933-8 

The effect of trimipramine, — and atropine on 
es secretion. Bohman T, et al. 

J Gastroenterol 1980;15(2): 177-82 

The effect of trimipramine, cimetidine and atropine on gastric 
secretion. Bohman T, et al. 

Scand J Gastroenterol ‘{Suppl] 1980; 15(58):53-6 

Histamine-mediated delayed permeability response after 
scald burn inhibited by cimetidine or cold-water treatment. 
Boykin JV Jr, et al. Science 1980 Aug;209(4458):815-7 

An effect induced by cimetidine on crypt cell proliferation 
in the rat small intestine. Callaghan B. 

Singapore Med J 1979 Jun;20(2):351-4 

Lack of antiplatelet effect of cimetidine in hemophiliacs. 
Kitchens CS. South Med J 1980 Mar;73(3):391-2 

Cimetidine-induced augmentation of human lymphocyte 
blastogenesis: comparison with levamisole in mitogen 
stimulation. Gifford RR, et al. Surg Forum 1979;30:113-5 

Cimetidine pharmacokinetics in trauma patients. Kohler TR, 
et al. Surg Forum 1979;30:12-4 

Histaminergic responses of biliary sphincter in opossum. 
Shaw BW Jr, et al. Surg Forum 1979;30:400-2 

Effect of cimetidine on gastric mucosal permeability after 
hypovolemic shock mn, Serna assessment. Taylor BM, 
et al. Surg Forum 1979; 

Cimetidine for kidney 
observations. Zammit 
86(4):611-9 

The inhibitory effects of p-carbethoxyphenyl 
epsilon-guanidinocaproate and trasylol on the esterolysis 
by various kallikreins, plasmin and plasmin-alpha 
2-macroglobulin complex. Tamura Y, et al. 

Tokushima J Exp Med 1979 Dec;26(3-4):81-3 

Biological activity of nitrosated cimetidine. Pool BL, et al. 
Toxicology 1979 Dec;15(1):69-72 

Cimetidine-induced augmentation of human lymphocyte 
blastogenesis by mitogen, bacterial antigen, and alloantigen. 
Gifford RR Sr, et al. Transplantation 1980 Feb;29(2):143-8 

Prolongation of male skin graft survival by female mice 
treated with cimetidine. Goldberg EH, et al. 
Transplantation 1979 Nov;28(5):432-3 

Propranolol and cimetidine. Black JW. 

erh K Acad Geneeskd Belg 1979;41(2):166-72 

[Some pharmacological actions of methyl-substituted 
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al. Yao Hsueh Hsueh Pao 1979;14(3):161-6 (Eng. 4 
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[Pharmacology of the adrenergic blocking agent 
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— of cimetidine on estrus cycle in the rat] Bruguerolle 
Biol (Paris) 1980;173(6):1095-8 ng. 
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[Effects of cimetidine on the secretion of the rat iameen 
Chariot 


, et al. C R Soc 


J, et al. Therapie 1979 May-Jun; 
B43): :367-76 (Eng. Abstr.) Fre) 
cid secretion inhibition by cimetidine and methantheline 
(letter)] Scholten T, et al. Dtsch Med Wochenschr 1980 
Mar 7; sor ang 349-50 (Ger) 


[Pharmacolo, trum of Sing we erge 

Cisse gs)] al Boge A. al. Pharmazie 1979 May-Jun; 
34(5-6):330-1 (Ger) 
[Influence of cimetidine, ye aa and somatostatin on 
Eee synthesis of gastric mucosa in vitro] Winter 
al. Wien Klin Wochenschr [Suppl] 1980 Feb 1; 
92(109):84-5 (Eng. Abstr.) ) 
[Influence of cimetidine on ey ycemia induced GH 
secretion] Campanella N, et al Soc Ital Biol Sper 1979 
Jan 15;55(2):7-9 (Eng. Abstr.) (Ita) 
[Prolactin after repeated intravenous injections of cimetidine] 
Morosini PP, et al. Boll Soc Ital Biol Sper 1979 Jan 15; 
55(2):10-3 -_ esse (Ita) 

[Cimetidine and 


lactinaemia] Morosini PP, et al. 
Boll Soc Ital Biol 


1979 Jan 15;55(2):14-7 (Eng. Abstr.) 
(Ita) 


[The effect of FOY on the levels of plasma plasminogen and 
high molecular weight kininogen during extracorporeal 
circulation with use of heart-lung machine (author’s transl)] 
Ishihara H, et al. Nippon Geka Hokan 1980 Mar 1 
49(2):187-94 (Eng. Abstr.) (Jpn) 

[Effect of cimetidine on pancreatic exocrine secretion in 
conscious dogs (author’s trans!)] Endo K, et al. 

Nippon Shokakibyo Gakkai Zasshi 1980 Mar;77(3):462 
(Jpn) 

(Effect of guanidine, creatinine and urea on the erythrocyte 
membrane ere | to thiamine hydrochloride] 
Kopcezynski Z, et al. Pol Tyg Lek 1980 Apr 7;35(14):493-5 
(Eng. Abstr.) (P. 

[Gastrin-cimetidine-carbonic anhydrase interrelationship in 
the process of gastric acid secretion] Puscag I. 

Rev Med Interna [Med Interna] 1979 Jul- Rete ~ 341-4 
(Eng. Abstr.) um) 

[Effect of docecyl guanidine acetate on the in vitro Bd 
of penicillin, streptomycin, levomycetin and 
chlortetracycline] Pis’ko GT, et al. Antibiotiki 1980 Feb; 
25(2):107-9 (Eng. Abstr.) (Rus) 

[Effects of cimetidine, atropine sulfate, scopolamine 
bromohydrate and promethazine chlorhydrate on the 
gastric acid secretion in rats] Farré AJ, et al. 

Arch Farmacol Toxicol 1979 Dec;5(3):293-4 (Spa) 

[H2-receptors and prolactin secretion. Effects of acute and 
chronic administration of cimetidine on subjects with 
normal and high levels of prolactin (author’s transl)] Garcia 
Centenera JA, et al. Med Gtin (Barc) 1980 Jan 10;74(1):24-7 
(Eng. Abstr.) (Spa 

[Effect of acute administration of cimetidine on the liberation 
of he ng may hormones] Pallardo Sanchez LF, et al. 

Esp 1979 Dec 31;155(6):423-6 (Eng. Abstr.) 
(Spa) 
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Management of cimetidine overdose [letter] Meredith TJ, 
et al. Lancet 1979 Dec 22-29;2(8156-8157):1367 


THERAPEUTIC USE 


Cimetidine in the prevention of acid aspiration during 
anesthesia. Kirkegaard P, et al. Acta Anaesthesiol Scand 
1980;24(1):58-60 

Reduction of the risk of acid pulmonary aspiration in 
anaesthetized patients after cimetidine premedication. 
Salmenpera M, et al. Acta Anaesthesiol Scand 1980; 
24(1):25-30 

Cimetidine treatment of recurrent ulcer after vagotomy. 
Thomsen F, et al. Acta Chir Scand 1980;146(1):35-9 

Double blind comparison between cimetidine and gefarnate 
in cases of duodenal ulcer. Cambielli M, et al. 

Acta Hepatogastroenterol (Stuttg) 1979 Aug;26(4):326-30 

Effect of guanidine on the neuromuscular block of botulism: 
an electrophysiological study. Messina C, et al. 

Acta Neurol (Napoli) 1979 Dec;34(6):459-63 

Cimetidine in cystic fibrosis. Effect on steatorrhoea and 
serum fatty acids. Suarez Cortina L, et al. 
Acta Belg 1980 Jan-Mar;33(1):23-5 

Inhibitory effects of gabexate mesilate (FOY) on experimental 
DIC. Isobe J. Adv Exp Med Biol 1979;120B:385-94 

Comparative clinical study of FOY and Trasylol in acute 
pancreatitis. Tanaka N, et al. Adv Exp Med Biol 1979; 
120B:367-78 

Benign oesophageal stricture in the elderly-—use of cimetidine 
and fibre-optic dilatation. Croker JR, et al. Age Ageing 
1980 Feb;9(1):53-8 

Treating duodenal ulcer: antacids or cimetidine? Feinberg 
LE. Am Fam Physician 1980 Jun;21(6):83-6 

Antihypertensive effect of BS 100-141, a new central acting 
antihypertensive agent. Lochaya S, et al. Am Heart J 1980 





1980 


Jan;99(1):58-63 

Prevention of acute intestinal complications after 
severe head injury: a controlled trial of cimetidine 
prophylaxis. Halloran LG, et al. Am J Surg 1980 Jan; 
139(1):44-8 

Stomal and recurrent ulceration: medical or surgical 
management? Kennedy T, et al. Am J Surg 1980 Jan; 
139(1):18-21 

Control of radiation-induced emesis with promethazine, 
cimetidine, thiethylperazine, or naloxone. Cooper JR, et 
al. Am J Vet Res 1979 Aug;40(8):1057-61 : 

The effect of H2-blocking agents on systemic anaphylaxis 
in guinea pigs. Paré P, et al. Am Rev Respir Dis 1980 Apr; 
121(4):749-52 

Acid-aspiration prophylaxis by use of preoperative oral 
administration of cimetidine. Coombs DW, et al. 

1979 Oct;51(4):352-6 

The relationship between active peptic ulcer, endoscopic 
duodenitis and symptomatic state after treatment with 
cimetidine. Danielsson A, et al. Ann Clin Res 1980 Feb; 
12(1):4-12 

Botulism, type A, and treatment with oe. Kaplan JE, 
et al. Ann Neurol 1979 Jul;6(1):69- 

Randomieed prospective evaluation of sleeitidine and antacid 
control of gastric pH in the critically ill. Stothert JC Jr, 
et al. Ann Surg 1980 Aug;192(2):169-74 

Cimetidine in chronic mucocutaneous candidiasis [letter] 
Jorizzo JL, et al. Arch Dermatol 1979 Oct;115(10):1171 

Cimetidine in scleroderma [letter] Sciallis GF, et al. 

Arch 1979 Sep;115(9):1036 

The efficacy of histamine antagonists as antipruritics in 
experimentally induced pruritus. Davies MG, et al 
Arch Dermatol Res 1979 Oct;266(2):117-20 

Zollinger-Ellison syndrome in a child: medical treatment 
with cimetidine. Drake DP, et al. Arch Dis Child 1980 Mar; 
55(3):226-8 

Barrett’s ulcer and treatment with cimetidine. Kothari T, et 
al. Arch Intern Med 1980 Apr;140(4):475-7 

Hemorrhage from a Meckel’s diverticulum: one case with 
heterotopic gastric mucosa treated with cimetidine. Collins 
JC Jr. Arch Surg 1980 Jan;115(1):83-4 

The declining role of th. surgeon in the treatment of 
acid-peptic diseases [editorial] Penn I. Arch Surg 1980 Feb; 
115(2):134-5 

Febantel, a new broad-spectrum anthelminthic. Wollweber 
H, et al. Arzneim Forsch 1978;28(12):2193-5 

Serum gastrin after 12 months’ continuous cimetidine therapy 
for duodenal ulcer. Hansky J, et al. Aust NZ J Med 1979 
Dec;9(6):637-8 

Cimetidine in the prevention of the pulmonary acid aspiration 
(Mendelson’s) syndrome. Dobb G, et al. Br J Anaesth 1979 
Oct;51(10):967-70 

A comparison and an investi 
effect of labetalol and bet 
hypertension. Chalmers AG, 
1979;8(Suppl 2):183S-187S 

Antihypertensive effect of guanfacine: a double-blind 
cross-over trial compared with clonidine. Distler A, et al. 
Br J Clin Pharmacol 1980;10 Suppl 1:49S-53S 

Evaluation of long-term treatment of essential hypertension 
with guanfacine. Higuchi M, et al. 

Br J Clin Pharmacol 1980;10 Suppl 1:61S-64S 

Comparison of guanfacine and clonidine as antihypertensive 
agents. Jaattela A. Br J Clin Pharmacol 1980;10 Suppl 
1:67S-70S 

Hypotensive effect of guanfacine in essential hypertension: 
a comparison with clonidine. Lauro R, et al. 

Br J Clin Pharmacol 1980;10 Suppl 1:81S-82S 

An ambulatory trial of guanfacine. Mann §S, et al. 

Br J Clin Pharmacol 1980;10 = pl 1:103S-107S 

Guanfacine in the treatment hypertension due to 
pre-eclamptic toxaemia in thirty women. Philipp E. 

Br J Clin Pharmaco! 1980;10 Supp! 1:137S-140: 

Guanfacine: effects of long-term treatment and withdrawal. 
Reid JL, et al. Br J Clin Pharmacol 1980;10 Suppl 
1:183S-188S 

Comparative studies of guanfacine and methyldopa. Roeckel 
A, et al. Br J Clin Pharmacol 1980;10 Suppl 1:55S-59S 

Comparative study of two antihypertensive agents: 
guanfacine and guanethidine. Szam I, et al. 
Br J Clin Pharmacol 1980;10 Supp! 1:85S-87S 

Experiences with guanfacine in a two-year follow-up study. 
Titscher G. Br J Clin 1980;10 Suppl 1:83S-84S 

The influence of cimetidine on current surgical treatment 
of peptic ulceration. Clark CG. Br J Clin Pract 1979 Aug; 
33(8):216-9, 222 

Treatment of chronic urticaria [letter] Marks R. 

Br J Dermatol 1980 Feb;102(2):240 

The effect of Hi and H2 histamine antagonists on 
symptomatic dermographism. Matthews CN, et al. 
Br J Dermatol 1979 Jul;101(1):57-61 

The value of the new interpretation of the insulin test in 
predicting duodenal ulcer relapse after treatment with 
cimetidine. Maybury NK, et al. Br J Surg 1980 May; 
67(5):315-7 

Cimetidine for pruritus in Hodgkin’s disease. Aymard JP, 
et al. Br Med J 1980 Jan 19;280(6208):151-2 

Cimetidine in treatment of reflux oesophagitis with peptic 
Stricture. Ferguson R, et al. Br Med y 1979 Aug 25; 
2(6188):472-4 

Cimetidine for pruritis related to systemic disorders [letter] 

oberts DL. Br Med J 1980 Feb 9;280(6211):405 
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of robenidine in the prevention of rabbit coccidiosis. 
Peeters JE, et al. Br Vet 5 1979 Jul-Aug; 135(4):349-54 

Cimetidine tion in elective caesarean section. 
Pickerin, , et al. Can Anaesth Soc J 1980 Jan;27(1):33-5 

Phase I-II trial of methyl-GAG: a Southwest Oncology 
Group Pilot Study. ht WA 3d, et al. 

Cancer or Rep 1979 Nov-Dec; “6(11- 12):1933-7 

Guanidine: review. Sevka MJ. Conn Med 1979 Jul; 
43(7): 431-3 (25 ref.) 

A controlled study comparing cimetidine treatment to an 
intensive antacid regimen in the therapy of uncomplicated 
duodenal ulcer. Fedeli G, et al. Dig Dis Sci 1979 Oct; 
24(10):758-62 

Relapse rate of duodenal ulcer after cessation of long-term 
cimetidine ye a double-blind controlled study. 
Korman MG, et al. Dig Dis Sci 1980 Feb;25(2):88-91 

Cimetidine in acute gastric mucosal bleeding: results of a 
double-blind randomized trial. Terés J, et al 
Dig Dis Sci 1980 Feb;25(2):92-6 

Interest of a combined antisecretory treatment, cimetidine 
and pirenzepin, in the management of severe forms of 
Zollinger-Ellison syndrome. Mignon M, et al. Digestion 
1980;20(1):56-61 

Therapy of cluster headache with histamine Hl and H2 
receptor antagonists. Cuypers J, et al. Eur Neurol 1979; 
18(5):345-7 

Reduction by cimetidine of acute gastric hemorrhage caused 
by reinfusion of blood after exposure to exogenous acid 
during gastric ischemia in rats. Owen DA, et al. 

1979 Nov;77(5):979-85 

Double-blind controlled trial of cimetidine in the healing 
of —, ulcer. Ciclitira PJ, et al. Gut 1979 Aug; 
20(8):730-4 

Controlled trial of cimetidine in a ee ten 
haemorrhage. La Brooy SJ, 1979 Oct; 
20(10):892-5 

Recurrence of duodenal ulcer pain after treatment with 
cimetidine for four and eight weeks. Rune SJ, et al 
Gut 1980 Feb;21(2):151-3 

Long-term management of duodenal ulcer. Isenberg JI. 
Hosp Pract 1980 Jan;15(1):63-5, 70, passim 

Cimetidine--a review. Bauman J, et al. 

J Am Med Wom Assoc 1980 Jan;35(1):5-12 

Cimetidine in treatment of duodenal ulcer: results of a short 
term double blind study. Grewal GS, et al. 

J Assoc Physicians India 1979 Sep;27(9):785-9 

New treatments for duodenal ulcer. Fry J. J Fam Pract 1980 
May;10(5):913-4 

Has cimetidine revolutionised the medical treatment of peptic 
ulceration? Pounder RE. J Hum Nutr 1979 Oct; 
33(5):367-70 

Cimetidine. Treatment of upper gastrointestinal hemorrhage. 
Monto GL, et al. J Kans Med Soc 1980 Jul;81(7):341-2, 
356 

Synergistic actions of propantheline bromide with cimetidine 
and thiopropazate hydrochloride in the prevention of stress 
ulcer formation in rats. Dajani EZ, et al. 

J Pharmacol Exp Ther 1979 Sep;210(3):373-7 

Cimetidine prevents gastrointestinal edema associated with 
stress. Levine BA, et al. J Trauma 1980 Jun;20(6):464-7 

Oral cimetidine in duodenal ulceration. Yagin H, et al. 
JPMA 1979 Sep;2%9):184-8 

Robenidine treatment of rabbits naturally infected with 
coccidia. Peeters JE, et al. Lab Anim 1980 Jan;14(1):53-4 

Cimetidine and hyperparathyroidism [letter] Awoke S, et al. 
Lancet 1980 May 24;1(8178):1134 

Two-year follow-up after one year’s treatment with 
cimetidine or placebo [letter] Bodemar G, et al. Lancet 
1980 Jan 5;1(8158):38-9 

Cimetidine and the acid-aspiration syndrome [letter] Dobb 
G. Lancet 1980 Mar 29;1(8170):709 

Somatostatin in peptic ulcer 1 Galmiche JP, et al. 
Lancet 1980 Jun 14;1(8181):1306- 

Cimetidine and hype rathyroidism [letter] Graziani G, et 
al. Lancet 1980 May 24;1(8178):1134 

Cimetidine in hyperparathyroidism [letter] Health H 3d. 
Lancet 1980 May 3;1(8175):980 

Cimetidine in bleeding peptic ulcer. Hoare AM, et al. 
Lancet 1979 Sep 29;2(8144):671-3 

Cimetidine in chronic urticaria [letter] Kaiser HB, et al. 
Lancet 1980 Jul 26;2(8187):206 

Somatostatin and cimetidine in peptic-ulcer haemorrhage. 
A randomised controlled trial. Kayasseh L, et al. 
Lancet 1980 Apr 19;1(8173):844-6 

Cimetidine in hyperparathyroidism [letter] MacGregor CA. 
Lancet 1980 May 3;1(8175):980-1 

Cimetidine in bleeding peptic ulcer [letter] Macklon AF, et 
al. Lancet 1979 Nov 24;2(8152):1135-6 

Cimetidine and course of peptic ulcer —— [letter] Martin 
D, et al. Lancet 1980 Feb 9;1(8163):307-8 

Cimetidine in  byperparathyroidism _ Sherwood JK, et 
al. Lancet 1980 Jun 14;1(8181):129 

Cimetidine to prevent stress ulcers ail Silvestri N, et al. 
Lancet 1980 Apr 19;1(8173):885 

Cimetidine, delay in diagnosis, and carcinoma of the stomach 
[letter] Stoddard CJ, et 1980 Jul 26; 
2(8187):199-200 

Cimetidine in the treatment of reflux oesophagitis. Brown 
P. Med J Aust 1979 Jul 28;2(2):96-7 

Cimetidine and gastric ulcer healing: a double-blind 
controlled trial. Landecker KD, et al. Med J Aust 1979 
Jul 14;2(1):43-5 
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Prevention of duodenal ulcer relapse by cimetidine 
Wyndham N. Med J Aust 1979 Jul 38,2(2):88 
Cimetidine for chronic duodenal ulceration: short term 
clinical trial. Chelvam P, et al. Med J Malaysia 1979 or, 
33(3):274-6 
Cimetidine for ppeie of actue 8 
[letter] Bloom DS. N Engl J Mi 1980 Jul 10,3030): 
Cimetidine for prevention of acute gastrointestinal bleedin, 
[letter] eet ad HL. N Engl J Med 1980 Jul 10. 
303(2):109 
Misuse of cimetidine [letter] Brater DC, et al. 
N Engl J Med 1980 Sep 18;303(12):701 
Cimetidine for anastomotic ulcers after — oe 
A randomized controlled trial. Gu; 
N Engl J Med 1979 Nov 15;301( 1077-80 
The prophylaxis of stress ulceration editorial] Menguy R. 
N Engl J Med 1980 Feb 21;302(8):461-2 
Treatment of systemic mastocytosis [letter] O’Laughlin JC, 
et al. N Engl J Med 1980 Jan 24;302(4):231-2 
EE and hyperparathyroidism [letter] Palmer FJ, et 
N Engl J Med 1980 Mar 20;302(12):692 
aan versus cimetidine in preventing acute eateed 
bleeding. A randomized trial in 75 critically ill patien 
Priebe HJ, et al. N Engl J Med 1980 Feb 21; :302(8). °426_30 
Cimetidine for prevention of acute gastrointestinal bleeding 
[letter] Roberts JP, et al. N Engl J Med 1980 Jul 10; 
303(2):109-10 
Cimetidine for prevention of acute gastrointestinal bleeding 
[letter] Siepler JK, et al. N Engl J Med 1980 Jul 10 
303(2):108-9 
Cimetidine for prevention of acute gastrointestinal bleeding 
a Spenney JG, et al. N Engl J Med 1980 Jul 10; 
The use ny cimetidine in the newborn. Chhattriwalla Y, et 
al. Pediatrics 1980 Feb;65(2):301-2 
Cimetidine treatment for the prevention of recurrence of 
duodenal ulcer: an international collaborative study. 
Burland WL, et al. Postgrad Med J 1980 Mar;56(653): 173-6 
Cimetidine in the prevention of gastric ulcer =: Machell 
RJ, et al. Postgrad Med J 1979 Jun;55(644):393-5 
A review of the Zollinger-Ellison syndrome--with icular 
reference to a patient treated with cimetidine. Wyke RJ, 
et al. Postgrad Med J 1979 Oct;55(648):716-20 
Reduction of unfavourable effects of heparin with use of 
gabexate mesilate in dialysis. Matsui N, et al. 
Proc Eur Dial Assoc 1979;16:135-40 
Effects of cimetidine upon gastric secretion and mucosal 
blood flow in the rat stressed by restraint. A dose-response 
and prophylaxis trial. Hemmer °. st al. 
Res Exp Med (Beri) 1980;176(3):207-17 
Peptic ulcer: cimetidine and other new concepts. Rakatansky 
H. RI Med J 1979 Oct;62(10):409-10 
—— antihypertensive therapy [letter] Klugman KP, et 
S Afr Med J 1980 May 24;57(21):851 
omnutte of sucralfate with cimetidine in the short-term 
treatment of chronic peptic ulcers. Marks IN, et al. 
S Afr Med J 1980 Apr 12;57(15):567-73 
Treatment of cor with cimetidine [letter] Roy LU. 
S Afr Med J 1980 Jul 19;58(3):102 
The antihypertensive effect of guanfacine compared with 
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The pathogenesis of gynecomastia. Wilson JD, et al. 

Adv Intern Med 1980;25:1-32 (157 ref.) 

Androgen and estrogen production in elderly men with 
gynecomastia and testicular atrophy after mumps orchitis. 
Aiman J, et al. J Clin Endocrinol Metab 1980 Feb; 
50(2):380-6 


PREVENTION & CONTROL 
A study of the effects of radiation on 
gynaecomastia due to oes therapy. 
et al. Clin Oncol 1979 yey :257-60 
[Irradiation of the breast as prophylactic treatment 
of an estrogen-induced gynecomastia in patients with 
prostate (author’s transl)] Metzger H, et al. 


revention of 
aterfall NB, 


carcinomas ] 2g! 
Strahlentherapie 1980 Feb;156(2):102-4 (Eng. Abstr.) 
( 


SURGERY 


{Experience with surgical treatment of gynecomastia] 
Stockharova D. Rozhl Chir 1980 Feb;59(2):88-92 (Eng. 
Abstr.) (Cze) 


GYPSIES see under ETHNIC GROUPS 
GYPSUM see CALCIUM SULFATE 
GYRECTOMY see PSYCHOSURGERY 


GYRUS CINGULI 


ANATOMY & HISTOLOGY 


[Neurohistologic and morphometric examinations of the 
onto is of the regio cingularis mesoneocorticalis in the 
rat] Richter W. J Hirnforsch 1980;21(1):53-87 (Eng. Abstr.) 

(Ger) 


[Localization of thalamic afferents in the regio cingularis of 
the rat] Schwartz A, et al. J Hirnforsch 1979;20(4):445-52 
(Eng. Abstr.) (Ger) 


CYTOLOGY 


[Quantitative examinations of stellate cells in the region of 
the cingulate gyrus in the rat] Herrmann C, et al. 
J Hirnforsch 1978;19(6):519-31 (Eng. Abstr.) (Ger) 
[Autoradiography of neurogenesis and morphogenesis of the 
regio cingularis of the rat. IV. Quantitative studies on the 
times of cell origins in the cortical lamina] Richter W, et 
al. J Hirnforsch 1979;20(6):581-629 (Eng. Abstr.) (Ger) 
[Autoradiography of the neurogenesis and morphogenesis of 
the regio cingularis in the rat. II. Proliferation kinetics in 
the area praecentralis agranularis] Richter W, et al. 
J Hirnforsch 1979;20(4):391-412 (Eng. Abstr.) (Ger) 
[Autoradiography of neurogenesis and morphogenesis of the 
regio cingularis of the rat. V. Quantitative examinations 
of the course of cell migration] Richter W, et al. 
J Hirnforsch 1980;21(1):11-37 (Eng. Abstr.) (Ger) 
[Autoradiography of neurogenesis and morphogenesis in the 
regio cingularis of the rat. III. Migration and lamination 
in the ions of the cingulate cortex and the area 
postcentralis] Richter W, et al. J Hirnforsch 1979; 
50S): 475-505 (Eng. Abstr.) (Ger) 


PHYSIOLOGY 


Some electrophysiological and pharmacological properties 
of the cortical, noradrenergic projection of the locus 
coeruleus in the rat. Olpe HR, et al. Brain Res 1980 Mar 
17;186(1):9-19 

Interaction of laminae of the cingulate cortex with the 
anteroventral thalamus during behavioral learning. Gabriel 
M, et al. Science 1980 May 30;208(4447):1050-2 


SURGERY 


Hidden-figures-test performance: lasting effects of unilateral 
penetrating head injury and transient age ? bilateral 


cingulotomy. Corkin S. Neuropsychologia 1 
17(6):585-605 


H-2 ANTIGENS 


Genetic control of the spontaneous hypertension in the 
NZB/Cr strain of mice. Immunogenetic considerations. 
Svendsen UG, et al. Acta Pathol Microbiol Scand [C] 1979 
Aug;87C(4):269-73 

Speculations regarding the influence of the major 

histocompatibility complex (H-2) upon congenital 
craniofacial malformations in inbred and congenic strains 
of mice. Slavkin HC. Birth Defects 1979;15(8):43-54 

Cell-free synthesis and membrane insertion of mouse H-2Dd 
histocompatibility antigen and beta 2-microglobulin. 
Dobberstein B, et al. Cell 1979 Aug;17(4):759-69 

Monoclonal antibodies to hemagglutinin and to H-2 inhibit 
the cross-reactive cytotoxic T cell populations induced by 
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influenza. Askonas BA, et al. Eur J Immunol 1980 Feb; 
10(2):151-56 
Partial N-terminal amino acid on ee analyses and 
comparative tryptic maps of murine Ia molecules 
encoded by the I-A subregion. Cecka JM, et al. 
Eur J Immunol 1979 Dec;9(12):955-63 
Cell-mediated anti-tumor response in the RLmale 1 system. 
II. Control of the T killer cells by an H-2-linked Ir gene 
interfering with non-H-2 factors. Duprez V, et al. 
Eur J Immunol 1980 Jan;10(1):26-30 
Studies on the generation and expression of H-2-controlled 
T helper function in chimeric mice: evidence for two levels 
of H-2 resitriction. Hiinig T, et al. Eur J Immunol 1979 
;9(9):730-6 
Mechanism of antigen binding by T cells. 
H-2(I-A)-restricted binding of antigen plus Ia by helper 
cells. Puri J, et al. Eur J Immunol 1980 Apr;10(4):273-81 
Demonstration of a murine cell surface component with 
affinity for exogenous beta 2-microglobulin. Sege K, et 
al. Eur J Immunol 1979 Dec;9(12):964-71 
The role of vesicular stomatitis virus major glycoprotein in 
determining the specificity of virus-specific and 
H-2-restricted cytolytic T cells. Sethi KK, et al. 
Eur J Immunol 1980 Apr;10(4):268-72 
Alien H-2 allospecificities in murine chemically-induced 
tumors. Merino F. Immunol Commun 1979;8(5-6):555-62 
Non-H-2 antigens serving as carrier determinants in a 
imary anti-Thy-1 response in mice. Zaleski MB, et al. 
unol Commun 1980;9(3):309-17 
Induction of cell-mediated cytotoxicity by lipoprotein 
containing histocompatibility antigens. Dennert G. 
1979 Dec;38(4):757-63 
Ia requirement in T cell response to various mitogenic lectins. 
Kimura Y, et al. Int Arch Allergy Appl Immunol 1980; 
61(4):417-23 
Graft-versus-host reactions against H-Y antigen. Kuroiwa 
A, et al. Int Arch Allergy Appl Immunol 1980;62(2):235-9 
Rauscher leukemia virus-induced tumor antigens: complete 
separation from gp70, p30 and H-2. Alaba O, et al. 
Int J Cancer 1979 Nov 15;24(5):608-15 
Tumor metastases and cell-mediated immunity in a model 
system in DBA/2 mice. V. Transfer of protective immunity 
with H-2 identical immune T cells from B10.D2 mice. 
Schirrmacher V. Int J Cancer 1979 Jul 15;24(1):80-6 
The murine H-2.7 specificity is an antigenic determinant of 
C4d, a fragment of the fourth component of the 
complement system. Ferreira A, et al. J Exp Med 1980 
Jun 1;151(6):1424-35 
Immune response genes control T killer cell response against 
Moloney tumor antigen cytolysis regulating reactions 
against the best available H-2 + viral antigen association. 
Gomard E, et al. J Exp Med 1980 Jun 1;151(6):1468-76 
Self H-2 antigens influence the specificity of alloreactive 
cells. Hiinig T, et al. J Exp Med 1980 May 1;151(5):1288-98 
Selection of cytotoxic T-cell precursors specific for minor 
histocompatibility determinants. I. Negative selection 
across H-2 barriers induced with disrupted cells but not 
with glutaraldehyde-treated cells: evidence for antigen 
processing. Korngold R, et al. J Exp Med 1980 Feb 1; 
151(2):314-27 
Negative selection of T cells causing lethal graft-versus-host 
disease across minor histocompatibility barriers. Role of 
the H-2 complex. Korngold R, et al. J Exp Med 1980 May 
1;151(5):1114-24 
Antigen receptors on major histocompatibility 
complex-restricted T lymphocytes. I. Preparation and 
characterization of syngeneic antisera against 
trinitrophenyl-activated T cell blasts and demonstration 
of their specificity for idiotypes on cytotoxic T 
lymphocytes. Krammer PH, et al. J Exp Med 1980 May 
1;151(5):1166-87 
Specificity, Ly puaare. 
requirements .f effector ceils in delayed-type 
hypersensitivity responses to murine influenza virus 
infection. Leung KN, et al. J Exp Med 1980 Apr 1; 
151(4):815-26 
Fine specificity of alloimmune cytotoxic T lymphocytes 
directed against H-2K. A study with Kb mutants. Melief 
CJ, et al. J Exp Med 1980 May 1;151(5):993-1013 
Absence of H-2 restriction in primary and secondary 
mixed-lymphocyte reactions to strong Mls determinants. 
Molnar-Kimber K, et al. J Exp Med 1980 Feb 1; 
151(2):407-17 
Soluble factors in tolerance and contact sensitivity to 
2,4-dinitrofluorobenzene in mice. III. Histocompatibility 
antigens associated with the hapten dinitrophenol serve as 
target molecules on 2,4-dinitrofluorob i 
cells for soluble suppressor factor. Moorhead JW. 
J Exp Med 1979 Dec 1;150(6):1432-47 
The receptor specificity of alloreactive T cells. Distinction 
between stimulator K, I, and D region products and 
degeneracy of third-party H-2 recognition by low-affinity 
T cells. Nagy ZA, et al. J Exp Med 1979 Dec 1; 
150(6):1520-37 
Dissection of the B10.D2 anti-H-2Kb cytolytic T 
lymphocyte receptor repertoire. Sherman LA. 
J Exp Med 1980 Jun 1;151(6):1386-97 
Anti-self receptors. I. Direct detection of H-2L 
region-restricted receptors on murine thymocytes. Sia DY, 
et al. J Exp Med 1980 Mar 1;151(3):553-65 
Separate cytotoxic T lymphocyte subsets recognize the 
different H-2 specificities. Vazquez A, et al. 
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J Exp Med 1980 Mar 1;151(3):773-80 

Restriction ificities, alloreactivity, and allotolerance 
expressed by T cells from nude mice reconstituted with 
H-2-compatible -incompatible thymus grafts. 
Zinkernagel RM, et al. J p Med 1980 Feb 1; 
151(2):376-99 

Unexpected lympho-cytotoxic reactions of anti-H-2 sera on 
normal lymph-node cells: are they due to altered H-2 
structures or anti-viral antibodies? Ivanyi P, et al. 
J Immunogenet 1980 Feb;7(1):91-7 

H-2d-like specificities on Gardner (H-2k) tumour detected 
in a restricted anti-tumour reaction. Matossian-Rogers A, 
et al. J Immunogenet 1980 Feb;7(1):99-106 

H-2D control of leukaemia susceptibility: mechanism and 
implications. Meruelo D. J Immunogenet 1980 Feb; 
7(1):81-90 

Expression of foreign H-2-like antigens by a 
chemically-induced murine tumour (MCG4). Schirrmacher 
V, et al. J Immunogenet 1980 Feb;7(1):51-9 

Serological and immunochemical studies of H-2 
allospecificities on K36, a syngeneic tumour of AKR. 
Schmict W, et al. J Immunogenet 1980 Feb;7(1):7-17 

Changes in H-2 antigen expression on a murine spontaneous 
leukaemia (K36) detected by cell-mediated cytotoxicity 
assay. Testorelli C, et al. J Immunogenet 1980 Feb; 
7(1):19-29 

Public H-2 specificities are target determinants for 
alloreactive cytotoxic T lymphocytes. Vazquez A, et al. 
J Immunogenet 1980 Feb;7(1):107-22 

Regulation of macrophage populations. I. Preferential 
induction of Ia-rich peritoneal exudates by immunologic 
stimuli. Beller DI, et al. J Immunol 1980 Mar; 
124(3):1426-32 

Production of chemotactic activity in mixed leukocyte 
cultures: maximum effect caused by H-2I region disparity. 
Cheung HT, et al. J Immunol 1979 Nov;123(5):2189-93 

Structural studies on the murine Ia alloantigens. VI. Evidence 
that both subunits of the I-A alloantigen are encoded by 
the I-A subregion. Cook RG, et al. J Immunol 1979 Dec; 
123(6):2799-803 

Blocking of allogeneic cell-mediated lympholysis by 
monoclonal antibodies to H-2 antigens. Epstein SL, et al. 
J Immunol 1980 Jul;125(1):129-35 

H-2 antigen requirements in the in vitro induction of 
S$V40-specific cytotoxic T lymphocytes. Gooding LR, et 
al. J Immunol 1980 Mar;124(3):1258-62 

Histocompatibility-2 system in wild mice. X. Frequencies 
of H-2 and Ia antigens in wild mice from Europe and 
Africa. Gétze D, et al. J Immunol 1980 Jun;124(6):2675-81 

Inductive requirements for the generation of virus-specific 
T lymphocytes. II. Poxvirus and H-2 antigens associate 
without cellular or virus-directed protein synthesis, and 
remain immunogenic in cell membrane fragments. Hapel 
AJ, et al. J Immunol 1980 Apr;124(4):1990-6 

Leukocyte adherence inhibition response to murine sarcoma 
virus-induced tumors. I. Cell requirements, specificity, lack 
of H-2 restriction, and role of antibody. Mortensen RF, 
et al. J Immunol 1980 May;124(5):2316-23 

Structural polymorphism of murine C4 and its linkage to 
H-2. Natsuume-Sakai S, et al. J Immunol 1980 Jun; 
124(6):2714-20 

Evidence for the absence of I-E/C antigen expression on 
the cell surface in mice of the H-2b or H-2s haplotypes. 
Ozato K, et al. J Immunol 1980 Aug;125(2):940-5 

H-2K/H-2D and Mls and I region-associated antigens 
stimulate helper factor(s) involved in the generation of 
cytotoxic T lymphocytes. Scott JW, et al. J Immunol 1980 
May;124(5):2378-83 

Structural characterization of H-2L alloantigens. I. Complete 
tryptic peptide map analysis of H-2L. Sears DW, et al. 
J Immunol 1980 Jun;124(6):2641-9 

Immune suppression in vivo with antigen-modified syngeneic 
cells. IV. Requirement for Ia+ adherent cells for induction. 
Sherr DH, et al. J Immunol 1980 Mar;124(3):1389-95 

Anti-self receptors. II. Demonstration of H-2L 
region-restricted receptors on subpopulations of peripheral 
T and B lymphocytes. Sia DY, et al. J Immunol 1980 May; 
124(5):2366-72 

Production of Con A-induced helper T cell replacing factor 
requires a T cell and an Ia-positive non-T cells. Swain 
SL, et al. J Immunol 1980 Jan;124(1):437-44 

Multiple CTL subsets generated by H-2.L locus products 
stimulation: evidence for an antigenic determinant private 
to H-2.Ld. Vazquez A, et al. J Immunol 1980 Jul; 
125(1):74-7 

T-T cell interactions during in vitro cytotoxic T lymphocyte 
(CTL) responses. II. Helper factor from activated Lyt 1+ 
T cells is rate limiting i) in T cell responses to 
nonimmunogenic alloantigen, ii) in thymocyte responses 
to allogeneic stimulator cells, and III) recruits allo- or 
H-2-restricted CTL precursors from the Lyt 123+ T 
subset. Wagner H, et al. J Immunol 1980 Mar; 
124(3):1058-67 

The influence of hapten-conjugated isologous mouse 
gamma-globulin as a tolerogen on H-2 restricted cytotoxic 
effector cells. Waksal SD, et al. J Immunol 1980 Mar; 
124(3):1506-9 

Differential allo-response of murine thymocytes to H- 2 K 
region different recombinants and to H-2Kb mutants. Wu 
S, et al. J Immunol 1980 May;124(5):2464-7 

On the immunocompetence of H-2 incompatible irradiation 
bone marrow chimeras. Zinkernagel RM, et al. 
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J Immunol 1980 May;124(5):2356-65 

Does the major histocompatibility complex serve as a specific 
receptor for Semliki Forest virus? Oldstone MB, et al. 
J Virol 1980 Apr;34(1):256-65 

Naturally occurring leukemia viruses in H-2 congenic 
CS7BL mice. I. High lymphoma incidence following 
milk-borne transmission of virus. Melief CJ, et al. 
INCI 1980 May;64(5):1179-89 

Naturally occurring leukemia viruses in H-2 congenic 
CS7BL mice. II. Antibody response to viral envelope 
antigens. Vlug A, et al. JNCI 1980 May;64(5):1191-8 

Graft-versus-leukaemia reactivity induced by 
alloimmunisation without augmentation of 
graft-versus-host reactivity. Bortin MM, et al. Nature 1979 
Oct 11;281(5731):490-1 

H-2 restriction of contact inhibition of epithelial cells. Curtis 
AS, et al. Nature 1979 Sep 20;281(5728):222-3 

Lymphocytotoxic antibodies pramces by H-2 
allo-immunisation distinguish between MuLV-positive and 
~negative substrains of the same H-2 haplotype. Ivanyi P, 
et al. Nature 1979 Dec;282(5741):843-5 

Is self tolerance H-2 restricted? Matzinger P, et al. 
Nature 1980 Jun 12;285(5765):492-4 

Formation of SV40 specific and H-2 restricted target cell 
antigen by somatic cell fusion. Watt TS, et al. Nature 1980 
Jan 3;283(5742):74-6 

Biological effects of allogeneic effect factor on T 
lymphocytes: in vitro induction of cytotoxic T lymphocytes 
manifesting preferential lytic activity against H-2-identical 
tumor cells. Altman A, et al. Proc Natl Acad Sci USA 1979 
Jul;76(7):3477-81 

T-cell-dependent B-cell stimulation is H-2 restricted and 
antigen dependent only at the resting B-cell level. 
Andersson J, et al. Proc Natl Acad Sci USA 1980 Mar; 
77(3):1612-6 

Reciprocal stimulation of magetvely selected high-responder 
and low-responder T cells in virus-infected recipients. 
Bennink JR, et al. Proc Natl Acad Sci USA 1979 Jul; 
76(7):3482-5 

Primary structural studies of an H-2L molecule confirm that 
it is a unique gene amg = with homology to H-2K and 
H-2D antigens. Peg JE, et al. 
Proc Natl Acad Sci USA 1980 Feb;77(2):1134-8 

Allogeneic cytolysis of reconstituted membrane vesicles. 
Hollander N, et al. Proc Natl Acad Sci USA 1979 Aug; 
76(8):4042-5 

Non-H-2 antigens on fibroblasts and an embryocarcinoma 
cell line react with xenoantisera against H-2 antigens. K vist 
S, et al. Proc Natl Acad Sci USA 1979 Aug;76(8):4051-5 

H-2 restriction: independent recognition of H-2 and foreign 
antigen by a single receptor. Siliciano RF, et al. 
Proc Natl Acad Sci USA 1980 Apr;77(4):2192-6 

The availability for recognition of normal H-2 antigens by 
cytotoxic T lymphocytes on a Rauscher-virus-transformed 
cell, RBL-5A. Watson A, et al. Scand J Immunol 1979; 
10(4):353-8 

Influence of genes associated with the main 
histocompatibility complex on deoxyribonucleic acid 
excision repair capacity and bleomycin sensitivity in mouse 
lymphocytes. Walford RL, et al. Tissue Antigens 1979 Oct; 
14(4):336-42 

Problems with and approaches to specificity in the serologic 
measurement of histocompatibility and tumor-associated 
antigens on tumor cell surfaces. Klein PA. 
Transplant Proc 1980 Mar;12(1):16-21 

Foreign H-2-like molecules on a murine tumor (MCG4): 
target antigens for alloreactive cytolytic T lymphocytes 
(CTL) and restricting elements for virus-specific CTL. 
Schirrmacher V, et al. Transplant Proc 1980 Mar;12(1):32-7 

H-Y antigen as a model for tumor antigens: the role of 
H-2-associative antigens in controlling anti-H-Y immune 
responses. Simpson E, et al. Transplant Proc 1980 Mar; 
12(1):103-6 

Alloimmunization: induction of antileukemic reactivity 
without modification of anti-host reactivity in 
H-2-compatible mice. Truitt RL, et al. Transplant Proc 
1980 Mar;12(1):143-6 

[Induction of tolerance to alloantigens in adult mice] 
Cherniakhovskaia Ilu, et al. Biull Eksp Biol Med 1980 Mar; 
89(3):320-2 (Eng. Abstr.) (Rus) 

{Induction of T-suppressor cells by immunization with 
allogenic spleen cells in the H-2 system of mice] Karaulov 
AV, et al. Biull Eksp Biol Med 1979 Oct;88(10):429-31 
(Eng. Abstr.) (Rus) 

[Evidence for receptors of the specific T-suppressor cells 
immune to the H-2 antigens, and enrichment of these cells 
by fractionation on target cell monolayer] Brondz BD, et 


al. Mol Biol (Mosk) 1979 Nov-Dec;i3{6):1287-95 (Eng. 
Abstr.) (Rus) 


ANALYSIS 


Expression of differentiation antigens in subpopulations of 
mouse thymocytes: regulation at the level of de novo 
synthesis. Rothenberg E. Cell 1980 May;20(1):1-9 

Radioimmunoassay determinations of murine beta 
2-microglobulin and H-2  antigen-like serum 
component. Kvist S, et al. Eur J Immunol 1979 Dec; 
9(12):991-6 

Murine pancreatic beta-cells express H-2K and H-2D but 
not Ia antigens. Faustman D, et al. J Exp Med 1980 Jun 
1;151(6):1563-8 

An immunoferritin labeling study of H-2 antigens on 
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dissociated epithelial cells. Parr EL, et al. 
J Histochem Cytochem 1979 Oct; "2710): 1327-36 
Study of immunoprecipitated gene products from the H-2 
complex by hydroxylapatite cc’ hy in the 
resence of sodium dodecylsulfate. Freed JH. 
Mol Immunol 1980 Apr;17(4):453-62 
Differential localization of H-2 and _teratoma-defined 
antigens on mouse L cell fibroblasts. Ostrand-Rosenberg 
S, et al. Scan Electron Microse 1979;(3):595-600, 548 
Qualitative and quantitative a. of indirect 
immunofluorescent H-2 stain on tissue sections. Saunders 
DA, et al. Tissue Antigens 1979 ‘Aug. 14(2): 73-85 


GENETICS 


Enumeration of H-2- 54 products: failure to detect L 
molecules in the H-2b haplotype. Hansen TH, et 
Ann Immunol (Paris) 1980 May-Jun;131(3):327- 4 
Variation in H- 4 _ en expression in Fl hybrid mice: 
analysis usin; mal antibodies. O'Neill HC, et al. 
Aust J Exp ol Med Sci 1979 Dec;57(6):627-35 
Genetic control of effector cell characteristics: con 
A-induced suppressor cells carry H-2 I region encoded 
determinants. Primi D, et al. Cell Immunol 1979 Sep 15; 
47(1):143-52 
H-2-linked genetic control of the plaque-forming cell 
response to red blood cells. sliver DM. 
Cell Immunol 1979 Dec;48(2):249-57 
H-2 gene products influence Bowen posne J of target thyroid 
d to damage in experimental autoimmune thyroiditis. 
-Nun A, et al. Eur J Immunol 1980 Feb;10(2):156-9 
H-2 genetic control of the response of T lymphocytes to 
insulins. Priming of nonresponder mice by forbidden 
variants of specific antigenic determinants. Cohen IR, et 
al. Eur J Immunol 1980 Apr;10(4):284-9 
Specificity of H-2-linked Ir gene control in mice: recognition 
of the core structure A-—-L in defined sequence analogues 
of (T,G,)-A--L. Stétter H, et al. Eur J Soaieesl 1979 Nov; 
9(11):892-9 
The role of the left end of the H-2b haplotype in the 
male-specific cytotoxic T cell response. von Boehmer H, 
et al. Eur J Immunol 1979 Nov;9(11):913-5 
Genetic control of the proliferative response to oxazolone 
in H-2 congenic and recombinant strains of mice. Bésze 
Z, et al. Immunology 1979 Dec;38(4):749-55 
Characteristics and genetic control of NK-cell-mediated 
cytotoxicity activated by naturally acquired infection in 
the mouse. Clark EA, et a!. Int J Cancer 1979 Nov 15; 
24(5):688-99 
ay of the expression of H-2 and H-2-linked antigens 
mammary tumor cells. Snoek M, et al. Int J Cancer 
1979 Aug;24(2):165-7 
Role of prethymic cells in uisition of self-tolerance. 
Besedovsky HO, et al. 3 Exp Med 1979 Dec 1; 
150(6):1351-8 
Patterns of virus-immune T-cell responsiveness. Comparison 
of (H-2k X H-2b) leads to H-2b radiation chimeras and 
tively selected H-2b lymphocytes. Doherty PC, et al. 
J Exp Med 1979 Nov 1;150(5):1187-94 
Antigen-specific T cell-mediated suppression. V. H-2-linked 
genetic control of distinct antigen-specific defects in the 
production and activity of “ory acid50-L-tyrosine5O 
suppressor factor. Germain RN, et al. J Exp Med 1980 
May 1;151(5):1245-59 
Independent regulation of H-2K and H-2D gene expression 
in murine teratocarcinoma somatic cell hybrids. Gmiir R, 
et al. J Exp Med 1980 Jun 1;151(6):1349-59 
I-N: a newly described H-2 I subregion between K and I-A. 
Hayes CE, et al. J Exp Med 1980 Feb 1;151(2):481-5 
B6.C-H-2bm12. A new H-2 mutation in the I region in the 
mouse. McKenzie IF, et al. J Exp Med 1979 Dec 1; 
150(6):1323-38 
Viral specificity of H-2-restricted T killer cells directed 
against syngeneic tumors induced by Gross, Friend, or 
Rauscher leukemia virus. Plata F, et al. J Exp Med 1979 
Nov 1;150(5):1174-86 
Hapten-specific T cell responses to 4~hydroxy- -3-nitrophenyl 
acetyl. III. Interaction of effector suppressor T cells is 
restricted by H-2 and Igh-V genes. Weinberger JZ, et al. 
J Exp Med 1980 Jun 1; r151(6 1413-23 
Lack of T-cell mediated cytotoxicity in M-MSV system 
— on H-2 haplotypes. Biasi G, et al. 
Immunogenet 1979 Sct: 36(5):341-51 
H- , linked immune response to murine experimental 
Schistosoma mansoni infections. Claas FH, et al 
J Immunogenet 1979 Jun;6(3):167-75 
The H-2 histocompatibility system and lymphocyte adhesion: 
interaction modulation factor involvement. Curtis AS. 
J Immunogenet 1979 Jun;6(3):155-66 
H-2 and non-H-2 determined strain variation in palatal shelf 
and tongue adenosine 3':5’ cyclic monophosphate: a 
possible role in the —w of steroid-induced cleft palate. 
Erickson RP, et al. J Immunogenet 1979 Aug;6(4):253-62 
Immunogenetic and immunochemical studies of H-2 antigens 
of —_— haplotypes on tumour cells. Festenstein H, et 
al. J Immunogenet 1979 Aug;6(4):263-70 
pad of four H-2d antigenic specificites in an H-2d 
sarcoma. Garrido F, et al. J Immunogenet 1979 Apr; 
6(2):83-6 
Variable expression and immunogenicity of an H-2K-coded 
alloantigen on murine tumours. Imamura M, et al. 
J Immunogenet 1980 Feb;7(1):31-7 
H-Y antigen: genetic control of the expression as detected 
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= its ha — ye <A y node enlar; 
complexes. 

ha a al. pom Smanhet in Dec;6(6):429-38 
Another look at the molecular variability of H-2 gene 
products. Lengerové A, et al. J Immunogenet 1979 Oct; 
6(5):329-40 

Frequency distribution of histocompatibility-2 antigenic 
specificities in the Japanese wild mouse ly 
~~ the European su! 


= 


bspecies. Mori 
Immunogenet 1979 Apr;6(2):99-113 

Role of the H-2 complex in the homing affinity of injected 

-~ id cells to host’s lymph nodes. Viklicky V, et 
Immunogenet 1979 Aug;6(4):245-52 

H2-jinked Ir gene control of T = a responses 
to the synthetic terpolymer L- 
acid60-L-alanine30-L-tyrosine1 (GAT). I. Requirements 
for T cell activation in and nonresponder mice. 
Araneo BA, et al. J Immunol 1980 Mar;124(3):1492-8 

Genetic control of experimental autoimmune eo eared 
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Ontogenetic variations in induced stimulus 
perseveration. —_— L, et a Behav Neural Biol 1979 
Jun;26(2):221-33 
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endocarditis. Smith PW, et al. Am J Med Sci 1979 Sep-Oct; 

278(2):173-6 
Antimicrobial resistance of Haemophilus species in patients 

with chronic bronchitis. Kauffman CA, et al. 

Am Rev Respir Dis 1979 Dec;120(6):1382-5 
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Ultrastructure of oe a causative agent 
of contagious — waney LM, et al. 
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amoxycillin. Ekstrém B, et al. Infection 1979;7 Suppl 
5:S438-42 
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recommendation hretter} Fischer GW, et al. Pediatrics 1980 
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nonspecific lung diseases] Sil’vestrov VP, et al. 

Ter Arkh 1980;52(3):3-12 


ETIOLOGY 
Haemophilus influenzae septic arthritis in adults. Rumans 


(Rus) 


HAEMOPHILUS 


ae et al. Am J Med Sci 1980 Jan-Feb;279(1):67-72 (37 


Bacterial peritonitis: spontaneous tetic? [editorial] 
Conn Ho Oo. 1979 0V;77(5):1145-6 

Spontaneous ona 4 due to Hemophilus influenzae in an 
adult. Stephens CG, et al. Gastroenterology 1979 Nov; 
77(5):1088-90 
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Arch Neurol 1979 Dec;36(13):85' 

Mixed infections with Hemop! ie influenzae type b [letter] 
Delage G, et al. Can Med Auee J 1979 Nov 3;121(9):1167-8 

Meningitis due to ea" influenzae type e biotype 4. 
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L, et al Histol Enabeget 1979 79 Dest8(4)307. sont? Eng. 
Abstr. ) 

{Evaluation of cross sections of hairs with Leit-ASM. 
(author’s transl)] Pabst H. Microsc Acta [Suppl] 1980;Suppl 
4:226-9 (Eng. Abstr.) (Ger) 

[The occurrence of hair on the — phalanges of = 
people in relation to sex, age and symmetry] Hi 
et al. Z Morphol thropol 1979 Jun;70(1):1-25 3 (ag 
Abstr.) 


CYTOLOGY 


The ge and cytochemistry of the wool follicle. Orwin 
DF. Int Rev Cytol 1979;60:331-74 

Cell proliferation kinetics in the human hair root. Wei 
GD, et al. J Invest Dermatol 1980 5 Jan;74(1):43-6 


DRUG EFFECTS 


The effect of the Oe ee adduct 
with Mg SO4 on the and hair lipids. Gloor M, et 
al. Arzneim Forsch 1979;29(4):670-2 

Effect of cyproterone acetate orally on hair density and 
diameter and endocrine factors in women with idiopathic 
See ene aa a JD, et al. Dermatologica 1980; 
160(1):7-1 

Toxic effects of metals from the environment on hair growth 
and structure. Pierard GE. J Cutan Pathol 1979 Aug; 
6(4):37-42 

Post-tyrosinase inhibition of ——— by melatonin in 
hair follicles in vitro. Logan A, et al. 

J Invest Dermatol 1980 Jan; 7a(i)s47_50 
Prevention of doxorubicin-induced hair loss [letter] Presser 
SE. N Engl J Med 1980 Apr 17;302(16):921 

The effect of methandienone on fur quality and reproduction 
of mink. Westermarck H, et al. 

Zentralbl Veterinaermed ‘tal 1979 Nov;26(9):754-64 

[Alopecia after hair w: with Ixi powder] Kudejko J, 
et al. Przegl Dermatol 1980 Mar-Apr;67(2):209-13 es 
Abstr.) ) 


ENZYMOLOGY 


Determination of arylsulfatase C in hair follicles. Meyer JC, 
et al. Arch Dermatol Res 1979 Aug;266(1):95-7 

Diagnosis of Niemann-Pick disease by analysis of hair-roots. 
Maziére JC, et al. Biomedicine 1979 Jul;3 1(4):104-6 

Inborn errors of metabolism: ep yy r heterozygotes 
using hair roots. de Bruyn CH, et al J Dermatol 1979 
Jul; 101(1):111-4 
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hair roots for HPRT by agarose gel electrophoresis and 
autoradiography. Bakay B, et al. Clin Genet 1980 Jun; 
176): 369-74 


ygote detection in glucose-6—phosphate 
dehydrogenase deficiency: limitation of hair follicle 
pre Vermorken AJ, et al. Clin Genet 1979 Nov; 
16(5):353-6 
An improved means of enzyme typing of hair roots usin, 
isoelectric focusing. Burgess RM, et al. J Forensic Sci 19 
Apr;24(2):392-6 
The typing of human hair sheath cells in the glyoxalase 
system using cellogel membranes. Burgess RM, et al. 
J Poreasie Sei Soc 1979 Oct;19(4):283-6 
Anderson-Fabry disease: rapid detection of carriers by hair 
bulb analysis. Ejiofor A, et al. J Inherited Metab Dis 1978; 
1(2):71-4 
Effect of altered copper metabolism induced by mottled 
alleies and diet on mouse tyrosinase. Holstein TJ, et al. 
Proc Soc Exp Biol Med 1979 Nov;162(2):264-8 


GROWTH & DEVELOPMENT 


Soluble and insoluble ee and elastin in the rat hair 
cycle. Divano C, et al. Arch Dermatol Res 1979 Oct; 
266(2): 135-41 

Immunotherapy of al ia areata. Van Neste D, et al. 
Arch Dermatol Res 1979 Nov;266(3):323-325 

Regression of induced keratoacanthomas in anagen (hair 

rowth hase) skin grafts in mice. Ramselaar CG, et al. 
_faneer 1980 May;40(5):1668-73 
Dermal glycosaminoglycan concentration throughout hair 
ates cycle of rats. Maekawa Y. J Dermatol (Tokyo) 1979 
un;6(3):191-5 

Assessment of rate of hair growth using a simple trichometer. 
Katz M, et al. Med Biol Comput 1979 May;17(3): a 

[Objectivation of internal therapy of hair loss usin 
trichogram] Heilgemeir GP, et al. Z Hautkr 1979 Ju I: 
54(13):599-603 (Ger) 

[Study of the changes in the hair cycle in mice during chronic 
exposure of the skin to mineral oils) Musialowicz D, et 
al. Przegl Dermatol 1979 Sep-Oct;66(5):481-5 (Eng. 2 ) 
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IMMUNOLOGY 


Immunofluorescent studies of complement C3 in the hair 
follicles of normal scalp and of scalp affected by alopecia 
areata. Igarashi R, et al. Acta Derm Venereol (Stockh) 1980; 
60(1):33-7 

Isolation of allergens from cow hair and dander. Prahl P. 
Allergy 1980 Apr;35(3):208-9 

Antibodies to outer root sheath of hair. Distinct antigenic 
properties of the basal cell layer of the outer root sheath 
below the sebaceous gland canal. Saurat JH, et al. 

Br J Dermatol 1980 Apr;102(4):419-27 

Haemagglutinating antibodies to cat dander in relation to 
exposure and respiratory allergy. Kuuliala O, et al. 

Clin Allergy 1979 Jul;9(4):391-5 

Epithelial or dandruff allergen for the diagnosis of Gog 

fae y by RAST? Merrett TG, et al. Clin Allergy 197 
5):429-35 

[Crows reaction of specific IgE antibodies directed against 
cow’s milk and bovine hair (author's transl)] Osvath P, 
et al. Allerg Immunol (Leipz) 1979;25(3):203-6 (Eng. Abstr.) 

(Ger) 

[Animal-hair-allergens as a cause of diseases of the upper 
respiratory ways (author’s trans!)] Kunkel G, et al. 

Arb Paul Ehrlich Inst Georg Speyer Haus Ferdinand Blum 
Inst 1978;73:82-91 (Eng. Abstr.) (Ger) 

[Deposits of complement C3 in the hair follicle of normal 
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Reduction of oral i game of lipolysis of triglycerides 
in hair lipid. Shaw DA, et al 
Acta Derm Venereol (Stockh) '1980;60(1): 83-5 

Hair oo in primary biliary cirrhosis. Epstein O, et al. 

Nutr 1980 May;33(5):965-7 

Effect of oral contraceptive usage on zinc and copper in 
serum and hair. Vir SC, et al. Int J Vitam Nutr Res 1979; 
49(3):330-5 

Absorption patterns for 33P phosphate into single human 
and animal hairs. Pankhurst CA, et al. J Forensic Sci 1979 
Apr;24(2):397-408 

Problems with hair zinc as an indicator of body zinc status 
[letter] Bradfield RB, et al. Lancet 1980 Feb 16;1(8164):363 

Metabolism of benzo[a]pyrene in isolated human scalp hair 
follicles. Vermorken AJ, et al. Toxicology 1979 Oct; 
14(2):109-16 
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in the latest literature] Lindeléf B. Z Hautkr 1979 Nov 
on ange (76 ref.) (Ger) 

{Adsorption and desorption of mercury compounds in head 
hair in us solutions (author's transl)] Matsumoto H. 
Nippon Eiseigaku Zasshi 1979 Oct;34(4):589-97 (Eng. 
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MICROBIOLOGY 
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New technic for instant visualization of fungi in hair. S! 
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An evaluation of the antipityrosporum of zinc 
yrithione on hair and skin. "Bes JA. @ 

Acta Helv 1980;55(4):120-4 

[Observation on human and animal hairs invaded by 
Trichophyton equinum in vitro (author’s transl)] Takatori 
K, et al. Nippon Juigaku Zasshi 1979 Dec;41(6):655-63 
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[Luminescence microscopy of hairs infected with 
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PARASITOLOGY 


Survey of dermatophytes in the hair of small mammals from 
fm ow OtéendSek M, et al. Folia Parasitol (Praha) 1980; 
27(1):83-7 


PATHOLOGY 


Subtle clues a diagnosis by conventional microscopy. 
of inflammatory diseases from examination of 
hair follicles alone. Wood C. Am J 1979 
Winter; 1(4):371-4 
Hair changes in acrodermatitis enteropathica [letter] Burkhart 
CG. Arch Dermatol 1980 Apr;116(4):384 
Trichilemmal pilar tumors. Janitz J, et al. Cancer 1980 Apr 
1;45(7):1594-7 
Alopecia. Clinicopathologic correlations. Pinkus H. 
Int J Dermatol 1980 Jun;19(5):245-53 
A stain for plucked anagen hairs. Baden HP, et al. 
J Am Acad Dermatol 1979 Aug;1(2):121-2 
Alarm reaction of pilosebaceous apparatus. Mehregan AH. 
J Am Acad Dermatol 1979 Jul;1(1):55-8 
Trichilemmal tumor undergoing specific keratinization: 
‘keratinizing trichilemmoma’. Hanau D, et al 
J Cutan Pathol 1979 Dec;6(6):463-75 
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— syndrome with alternating pili torti] Dupré A, et 
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Vibrissae removal and the phenomenon of unexplained 
sudden death. Riesenfeld A. Acta Anat (Basel) 1979; 
105(1):47-9 

Neogenesis of functional hair follicles in adult mouse skin 
selectively induced by tumour- 1st phorbol esters. 
Schweizer J. Experientia 1979 15;35(12):1651-3 

Studies on the tensile properties of human scalp hair. Gupta 
AB, et al. Indian J Dermatol 1978 Jul;23(4):51-5 

Patterns and intensity of autofluorescence and its relation 
to melanin in human epidermis and hair. Fellner MJ, et 
al. Int J Dermatol 1979 Nov;18(9):722-30 

[Shedding in domestic mammals. I. General problem and time 
course] Neurand K, et al. DTW 1980 Jan acteua > 
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RADIATION EFFECTS 


The effects of X-irradiation and adriamycin on proliferating 
and nonproliferating hair coat of the mouse. Griem ML, 
et al. Int J Radiat Oncol Biol Phys 1979 Aug;5(8):1261-4 

Ask the experts: ‘tanning salons’. Brauer EW, et al. 

J Dermatol Surg Oncol 1979 Oct;5(10):774 


SURGERY 


Pilonidal disease: origin from follicles of hairs and results 
of follicle removal as treatment. Bascom J. Surgery 1980 
May;87(5):567-72 


TRANSPLANTATION 
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scalp grafts. Clodius L, et al. Br J Plast Surg 1979 Oct; 
32(4):295-9 

The hair transplant model: a three-dimensional approach to 
the patient a Marritt E. Cutis 1979 Aug; 
24(2):153, 159-61, 

Surgical treatment of B baldness using Juri’s flap technique: 
advantages and disadvantages compared with Orentreich’s 
free graft technique. Rabineau P. Cutis 1980 May; 
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Innovative adjuncts in hair <n Stough DB 3d. 
Cutis 1979 Aug;24(2):173-5, 
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—, Hill TG. J Dermatol Surg Oncol 1980 Mar; 
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Review of the literature and a case report. Marritt E. 
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Histology of the hair cycle in male beagle dogs. Al-Bagdadi 
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pecific Y chromosome fluorescence in cells from hair roots 
yo Rott HD. Arch Dermatol Res 1978 Dec 1;263(3):343 
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Ph. 130(1):121-6 
of ed and pheomelanogenesis in 
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bodies in melanosome differentiation. Jimbow K, et al. 
J Invest Dermatol 1979 Oct;73(4):278-84 
The specialized junctions between Merkel cell and neurite: 
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J Invest 1980 Jan;74(1):40-2 
Electron microscopic observations of concentric lamellar 
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papilla. Sato S, et al. J Invest Dermatol 1980 Feb;74(2):92-5 
Relationships between hair follicle afferent fibres and 
spinocervical tract neurones in the cat [proceedings] Brown 
AG, et al. J Physiol (Lond) 1979 Nov;296: 38P39P 
[Pili canaliculi (uncombable hair syndrome or spun glass hair 
syndrome). A scanning electron microscope study of ten 
new cases (author’s transl)] Ferrando J, et al. 
Ann Dermatol V. 1980 Apr;107(4):243-8 (Eng. 
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Measurement of calcium ion concentrations in the lateral line 
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roentgen ray analysis. Ryan AF, et al 
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from regions of cochlear hair cell degeneration in the 
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Hair cell degeneration in guinea pigs intoxicated with 
kanamycin during intrauterine life; a structural and 
ultrastructural study. Uziel A, et al. 
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Duai action of ototoxic antibiotics on sensory hair cells. 
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Genesis and maturation of vestibular hair cells. Anniko M, 
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PATHOLOGY 


Hair cell condition and auditory nerve response in normal 
and noise-damaged cochleas. Liberman MC, et al 
Acta Otolaryngol (Stockh) 1979;88(3-4):161-76 

Some vascular effects of noise exposure in the chinchilla 
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PHYSIOLOGY 


Synaptic structures in the type II hair cell in the vestibular 
system of the guinea pig. A freeze-fracture and TEM study. 
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Critical bands following the selective destruction of cochlear 
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‘Neural’ responses to acoustic stimulation after destruction 

of cochlear hair cells. Cazals Y, et al. 

Arch Otorhinolaryngol 1979 Jun 6224(1-2): 61-70 

Correlation between the hair cell density and the auditory 
threshold in the white rat. Burda H, et al. Hear Res 1980 
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The Davis theory: a review, and implications of recent 
electrophysiological evidence. Leng G. Hear Res 1980 Jul; 
3(1):17-25 

Response properties of spiral ganglion neurons in cochleas 
on Poy direct mechanical trauma. Robertson D, et 
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Effects of hair cell lesions on responses of cochlear nerve 
fibers. II. Single- and two-tone intensity functions in 
relation to tuning curves. Schmiedt RA, et al. 
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Effects of hair cell lesions on responses of cochlear nerve 
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J Neurophysiol 1 1980 May;43(5):1367-89 
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Akimov VN. Vestn Otorinolaringol 1979 Nov-Dec; AG): 35-9 
(Eng. Abstr.) (Rus) 
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Psychophysical tuning curves and auditory thresholds after 
hair cell damage in the chinchilla. Ryan A, et al. 
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Pathological actin in vestibular hair cells of the waltzing 

* pig. Flock A, et al. Adv 1 1979; 
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ular of an excitatory synapse. Benshalom G. 
Cell Tissue Res 1979 Aug;200(2):291-8 

Structure of the hairs on cochlear sensory cells. Engstrém 
H, et al. Hear Res 1978 Oct;1(1):49-66 

Morphological changes in afferent vestibular hair cell 
synapses during the postnatal development of the cat. Favre 
D, et al. J Neurocytol 1979 Dec;8(6):765-75 

Fine structure of the sensory epithelium of the guinea pig 
organ of Corti: afferent and efferent synapses of hair cells. 
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Gap junctions between hair cells and supporting cells in the 
goldfish saccular macula. A freeze fracture study. Hama 
K. Nagoya J Med Sci 1980 Mar;42(3-4):71-4 
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in the guinea pig crista ampullaris and macula utriculi. 
oa G, et al. Scan Electron Microsc 1979;(3):967-74, 
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A new white forelock (poliosis) syndrome with multiple 
-“ enital malformations in two sibs. Goodman RM, et 
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et al. Experientia 1980 Mar 15;36(3):291-2 

Photoperiodic effects in the Djungarian hamster: one minute 
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pelage colour. Hoffmann K. Experientia 1979 Nov 15; 
35(11):1529-30 

The species of sakis, genus Pithecia (Cebidae, Primates), with 
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Folia Primatol (Basel) 1979;31(1-2):1-22 

Dark hair/light eyes in an inpatient psychiatric hospital: a 
follow-up to Cohen. Albott WL, et al. 
J Abnorm Psychol 1979 Aug;88(4):440-1 

Interactions between normal and pigment cell populations 
mutant at the dominant-spotting and steel (SI) loci 
in the mouse. Mayer TC. J Exp Zool 1979 Oct;210(1):81-8 

Hair and eye color of juvenile diabetics [letter] Strickland 
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Hair dyes and cancer: another rs factor [letter] 
Davies JM. Lancet 1979 Sep 8;2(8141):536 

Tortoiseshell - [letter] Logue DN. Vet Rec 1979 Oct 20; 
105(16):381 

[Eye and hair pigmentation in malignant melanomas and 
other malignant skin tumors] Brachtel R, et al. 
Hautarzt 1980 Mar;31(3):141-4 (Eng. Abstr.) (Ger) 

[Pernicious anemia, premature greying, reversible 
immunodeficiency and hypoadrenalism in a case of primary 
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DRUG EFFECTS 
Green hair [letter] Goldschmidt H. Arch Dermatol 1979 Nov; 
115(11):1288 
Changes in hair pigmentation associated with cancer 
chemotherapy [letter] Gauci L, et al. Cancer Treat Rep 
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Hair casts. Crovato F, et al. Dermatologica 1980;160(4):281-4 


CHEMICALLY INDUCED 


Toxic effects of metals from the environment on hair growth 
and structure. Pierard GE. J Cutan Pathol 1979 Aug; 

; 6(4):37-42 Le Se 
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hypoparathyroidism] Matzner Y, et al. Harefuah iy on 


following colchicine therapy] 

Mar;31(3):161-3 (Eng. Abstr.) 
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[Structural lesions of human hair caused by permanents] 
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COMPLICATIONS 


Seborrheic keratoses and trichostasis spinulosa. Kossard S, 
et al. J Cutan Pathol 1979 Dec;6(6):492-5 


DIAGNOSIS 


The clinical evaluation of pathologic hair loss with a 
diagnostic sign in trichotillomania. Steck WD. Cutis 1979 

Sep;24(3):293-5, 298-301 

Lamellar ichthyosis, dwarfism, mental retardation, and hair 
shaft abnormalities. A link between the 
ichthyosis-associated and BIDS syndromes. Jorizzo JL, et 
al. J Am Acad Dermatol 1980 hy a 17 

Nits or not? Pseudonits--simple o diagnosis. 
Jr, et al. JAMA 1980 Jun 13;243(22):2325-6 

[Netherton’s eines Rubisz-Brzezinska J, et 
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Netherton’s syndrome which responded to 
photochemotherapy. Nagata T. Dermatologica 


161(1):51-6 
ETIOLOGY 


[Hair diseases in children] Romanenko GF 
Vestn Dermatol Venerol 1980 Apr;(4): 20-5 (28 ref.) és 
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METABOLISM 


Effect of hypochromotrichia on hair copper and zinc during 
kwashiorkor [letter] Bradfield RB, et al. 
Am J Clin Nutr 1980 Jun;33(6):1315-7 


PATHOLOGY 


Trichilemmal pilar tumors. Janitz J, et al. Cancer 1980 Apr 
1;45(7):1594-7 

Woolly hair nevus. Bovenmyer DA. Cutis 1979 Sep; 
24(3):322-5 

Tumor of the follicular — Trunnell TN, et al. 

1979 Sep;24(3):31 

[Pili canaliculi ratty hair syndrome or spun glass hair 
syndrome). A scanning electron gg study of ten 
new cases (author’s transl)] Ferrando J, 
Ann Dermatol Venereol 1980 Apr; io74): As 8 ee. 
Abstr.) re) 

[Pilosebaceous hamartoma with the clinical aspect of ous 
of milium in patches] Kanitakis C, et al. 

Ann Dermatol Venereol 1979 Dec; 106(12): 1001-5 

Fre) 

—— —* transl)] Tsuchiyama H, e' 
Nippon Hifuka Gakkai Zasshi 1979;89(12): 59 
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Recurrent trichiasis: treatment with laser photocoagulation. 
Berry J. Ophthalmic Surg 1979 Jul;10(7):36-8 

The use of liquid nitrogen cryospray for treatment of 
trichiasis. Fraunfelder FT, et al. Ophthalmic Surg 1979 Aug; 
10(8):42-6 


THERAPY 


Whole coal tar shampoo: a oar hair repair system. 
Olansky S. Cutis 1980 Jan;25(1):99-104 
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Release of nickel by permanent wave — shown by the 
prey ce awa] test. Brandao FM. Contact Dermatitis 
1979 Dec;5(6):406 

An open trial of the effect of a zinc pyrithione sham 
in tinea versicolor. Faergemann J, et al. Cutis 1980 Jun; 
25(6):667, 669 
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2,4-diaminoanisole sulfate: early effect on thyroid gland 
a and late effect INET 1980 Julse3t tissue of Fischer 
344 rats. Evarts RP, et al. 1980 Jul; ;65(1): 197-204 
[Research on the stability of some 


Gafitanu E, et al. Rev Med Chir Soc 
Apr-Jun;83(2):317-20 (Eng. Abstr.) 


ADVERSE EFFECTS 


Hand dermatitis in haridressers. Cronin E, et 
Acta Derm Venereol [Suppl] (Stockh) 1979; 59(83) 47-50 

Experimental sensitization to para y and 
paratoluenediamine in man. Epstein WL, et al. 
Acta Derm Venereol [Suppl] ( 1979-59(85):55-7 

Hair dye genotoxicity. Kirkland DJ. Am Heart J 1979 Dec; 
98(6):814 
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Peeples E, et al. J Trauma 1980 May;20(5):383-9 

The milk bottle hand [letter] Collins JA. NZ Med J 1980 
Jun 11;91(661):437 


HISTORY 


An interpretation of the hand and arm markings of the shroud 
of Turin. Massey EW. Hand 1980 Feb;12(1):75-80 


MICROBIOLOGY 


A hand infection from A. calcoaceticus (M. polymorpha). 
Schneider JR, et al. Clin Orthop 1979 May;(140):184-8 





PHYROPATEOLOGY 


The measuring of motions [editorial] Boyes JH. 
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the hand] Jacobitz K, et al. Handchirurgie 1979;11(2):81-5 
(Eng. Abstr.) (Ger) 

[Frost injury of both hands caused by liquid gas (author's 
transl)] Santoni R. Unfallheilkunde 1979 Sep;82(9):387-8 
(Eng. Abstr.) (Ger) 

[Use of Soviet optic 7 uantum generators in the laser therapy 
of open fractures of the hand bones] Polonskii AK, et al. 
Sov Med 1979 Oct;(10):63-5 (Eng. Abstr.) (Rus) 


HAND-SCHUELLER-CHRISTIAN 
SYNDROME 


COMPLICATIONS 


Multifocal eosinophilic granuloma with skin ulceration. 
Histiocytosis X of the Hand-Schiiller-Christian type. 
Mahzoon §, et al. Arch Dermatol 1980 Feb;116(2):218-20 


DIAGNOSIS 


[Fully developed form of Hand-Schuller-Christian disease 
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cardiac catheterization. Hinz E. Matern Child Nurs J 1980 
Spring;%1):1-7 


STANDARDS 


Factors influencing safe management in _ cardiac 
catheterization in pediatric age. Pelargonio S, et al. 
Ann Radiol (Paris) 1979 May;22(4):367-9 

Bedside hemodynamic monitoring [editorial] Dalen JE. 
N Engl J Med 1979 Nov 22;301(21):1176-8 

[An unusual complication of subclavian vein catheterisation 
(author’s transl)] Hartung HJ, et al. Prakt Anaesth 1979 
Oct; 14(5):450-2 (Eng. Abstr.) (Ger) 


UTILIZATION 


Bedside pulmonary angiography utilizing an _ existing 
Swan-Ganz catheter. Dougherty JE, et al. Chest 1980 Jan; 
71(1):43-6 


VETERINARY 


Electrode catheterization for recording electrical activity of 
fasciculus atrioventricularis (bundle of His). Ishijima M, 
et al. Am J Vet Res 1979 Dec;40(12):1800-2 


HEART CONDUCTION SYSTEM 

see related 
ARRHYTHMIA 

A cardiac conduction monitor and probe for intraoperative 
identification of conduction tissue. Lincoln C, et al 
Br Heart J 1979 Sep;42(3):339-44 

Complete heart block with narrow QRS complexes with site 
of block below the His bundle. Khalilullah M, et al. 
Indian Heart J 1979 Mar-Apr;31(2):120-3 

Surgical technique to reduce the risks of heart block 
following closure of ventricular septal defect in 
atrioventricular discordance. de Leval MR, et al. 
J Thorac Cardiovasc Surg 1979 Oct;78(4):515-26 

Variant A-V block secondary to concealed conduction. 
Wang K, et al. Minn Med 1979 Oct;62(10):713-4 

gE oye A rare cause of atrioventricular 
block] Baissus C, et al. Arch Mal Coeur 1979 Aug; 
72(8):904-7 (Eng. Abstr.) (Fre) 

[Bloodless recording of the electrical potentials of the bundle 
of His in humans hI Alboni P, et al. 
Boll Soc Ital Cardiol 1977; 2341 1):2044-9 


ABNORMALITIES 


The significance of normal and anomalous atrioventricular 
conducting pathways in cardiac arrhythmias. Rosen KM, 
et al. Adv Intern Med 1980;25:277-302 (33 ref.) 

Persistent fetal dispersion of the atrioventricular node. 
Association with the Wolff-Parkinson-White syndrome. 
Brechenmacher C, et al. Arch Intern Med 1980 Mar; 
140(3):377-82 


(Ita) 


HEART CONDUCTION 


Atrioventricular conduction tissues in univentricular hearts 
of left ventricular t with absent right atrioventricular 
connection (‘tricuspid atresia’). Dickinson DF, et al. 

Br Heart J 1979 Jul;42(1):1-8 

Atresia of the right atrioventricular orifice with 
atrioventricular concordance. Dickinson DF, et al. 
Br Heart J 1979 Jul;42(1):9-14 

Angiographic studies of atrioventricular discordance. Attie 
F, et al. Circulation 1980 Aug;62(2):407-15 

Left atrioventricular valve atresia: clinical management. 
Mickell JJ, et al. Circulation 1980 Jan;61(1):123-7 

Dual atrioventricular nodal pathways: a common 
electrophysiologic response in children. Thapar MK, et al. 
Circulation 1979 Dec;60(6):1369-74 

[Automaticity of the abnormal atrioventricular junction in 
WPW syndrome] Cernohorsky J. Vnitr Lek 1979 Nov; 
25(11):1041-7 (Eng. Abstr.) 

[Double specific atrioventricular junction in situs ambiguus 
with aspenia] Frescura C, et al. G Ital Cardiol 1979; 
9(5):527-31 (Ita) 


ANALYSIS 


Skeletin immunoreactivity in heart Purkinje fibers from 
several species. Eriksson A, et al. 
J Histochem Cytochem 1979 ‘Dec.27(12): 1604-9 


ANATOMY & HISTOLOGY 


Lymphatic d e of the ventricular conduction system 
in = At Gee taken 
Acta Anat (Basel) 1980;107(2):205-13 

Cardiac conducting system of Gallus domesticus with special 
reference to the atrial bundles. Mathur R, et al. 
Acta Morphol Neerl Scand 1979 Aug;17(3):181-9 

The cardiac conducting system of the fowl. Kim Y, et al. 
Anat Histol Embryol 1979 Jun;8(2):138-50 

Morphol opy of the atrioventricular node, oer Rae and 
proximal bundle branches: a study wa TT o+* 
reconstruction. Roberts NK, et al. Anat 79 Dec; 
195(4):699-706 

Venous circulation of the human cardiac conduction system. 
Eliska O, et al. Br Heart J 1979 Nov; pe ne 

Lymph drainage of the ventricular conduction system in 
dogs. Eliska O, et al. Folia Morphol (Praha) 1980; 

28(2):201-3 

In support of Kent [letter] Burchell HB. 
J Thorac Cardiovasc Surg 1980 Apr;79(4):637-9 

[Methods of investigatin heart conduction system] 


Pohanka I. Cesk Patol 1879 A Aug;15(3):121-9 (Eng. Abstr. ) 
( 


) 
ea of the heart conduction system] Pohanka I. 
Patol 1979 Aug;15(3):130-40 (Eng. Abstr.)  (Cze) 
tthe ‘linteal relevance of intraoperative electrophysiologic 
mapping (author’s transl)] Ostermeyer J, et al. 
Langenbecks Arch Chir 1979; 350(2). 113-20 (Eng. —_ 
( 


[Morphology of the principal divisions of heart conducting 
system of rats] Chervova IA, et 
Arkh Anai 
axa 


CYTOLOGY 


Probit analysis of the atrioventricular (AV) junctional tissues 
of the ferret heart. Marino TA. Cell Tissue Res 1979 Jun 
27;199(2):225-34 

The number of parallel fibre-Purkinje dendrite synapses. A 
morphometric evaluation. Ruela C, et al. Experientia 1979 
Aug 15;35(8):1092-3 


DRUG EFFECTS 


Baseline pharmacology, eee and 
pharmacokinetics of mexiletine. Midd! 
Acta Cardiol [Suppl] (Brux) 1980;(25): 45-53 rit ref.) 
Conversion of atrial fibrillation to sinus rhythm with 
ar Santos AL, et al. Acta Med Port 1979 Jan-Feb; 
1(1):15-2 
Correlation between melperone plasma concentrations and 
changes in the effective refractory period of the right 
atrium and ventricle of Re key dog [letter] Landmark K, et 
al. Acta Pharmacol Toxicol (Copenh) 1979 Aug;45(2):166-8 
On the changes in the atrioventricular conduction time under 
the effect of acetylcholine. Mazgalev T, et al. 
Acta Physiol Pharmacol Bulg 1979;5(3):38-46 
The effect of atropine on cardiac arrhythmias and 
conduction. Part 2. Schweitzer P, et al. Am Heart J 1980 
Aug; 100(2):255-61 (25 ref.) 
In vivo changes in canine ventricular cardiac conduction 
— halothane anesthesia. Turner LA, et al. 
nesth Analg (Cleve) 1980 May;59(5):327-34 
Eiecreghlaiale properties of nitroprusside in man. Gould 
L, et al. 1979 Dec;30(12):841-9 
Voltage dependent block of inward going rectification in 
cardiac Purkinje fibers by external & ions. Carmeliet E. 
Arch Int Pharmacodyn Ther 1979 Dec;242(2):294-5 
Negative dromotropic effect of diazepam on the AV node 
of dog heart in situ. Nakajima T, et al. 
Arch Int Pharmacodyn Ther 1979 5241(1):153-64 
Electrophysiological actions of me: (K61173) on 
canine Purkinje fibres and ventricular muscle. Arita M, 
et al. Br J Pharmacol 1979 Sep;67(1):143-52 
Comparative effects of lignocaine lorcainide on 


al. 
t Gistol Embriol_ 1979 Aug;77(8):67-77 (Eng. 
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conduction in the Langendorff- a ig heart. 
Carmeliet E, et al. Cardiovasc 1979 Rags 13)e 439-49 

Electrophysiological actions of mexiletine on isolated rabbit 
atria and canine ventricular muscle and purkinje fibres. 
Yamaguchi I, et al. Cardiovasc Res 1979 May;13(5):288-96 

Electrophysiological effects of disopyramide and quinidine 
on guinea pig atria and canine cardiac cutie 

lence on underlying cholinergic tone. 
et al. Cire Res 1980 May;46(5):660- 

Effects of tetrodotoxin, lidocaine, verapamil, and AHR-2666 
on OQuabain-induced delayed afterdepolarizations in canine 
Purkinje fibers. Rosen MR, et al. Cire Res 1980 Jan; 
46(1):117-24 

Effects of calcium on canine Purkinje fiber action potential 
duration in the presence of agents affecting po 
permeability. Siegal MS, et al. Cire Res 1980 Feb; 
46(2):227-36 

The effect of antiarrhythmic drugs on depressed conduction 
and unidirectional block in sheep Purkinje fibers. Wald 
RW, et al. Cire Res 1980 May;46(5):612-9 

Electrophysiological effects of imipramine on ovine cardiac 
Purkinje and ventricular muscle fibers. Weld FM, et al. 
Cire Res 1980 Feb;46(2):167-75 

Unmasking of ventricular preexcitation by vagal stimulation 
or isoproterenol administration. Przybylski J, et al. 

1980 May;61(5):1030-7 

The effect of lidocaine on reentry within the His—Purkinje 
system in man. Ruskin JN, et al. Circulation 1980 Aug; 
62(2):388-400 

Effects of antiarrhythmic drugs on atrioventricular 
conduction in patients with acute myocardial infarction. 
Scheinman MM, et al. Circulation 1980 Jul;62(1):20-8 

Human electropharmacology of the calcium antagonist 
dimeditiapramine (Ro 11-1781) in coronary patients. Cocco 
G, et al. Clin Cardiol 1979 Jun;2(3):212-6 

Regional effects of propranolol on _ intraventricular 
conduction in coronary artery disease. Wiener I, et al. 
Clin Pharmacol Ther 1979 Dec26(6): 696-700 

ee properties of mexiletine assessed with 
mae lasma concentrations. Joseph SP, et al. 

1980 Feb;11(2):115-21 

Electrophysiological effects of encainide on isolated cardiac 
muscle and Purkinje fibers and on the 
Langendorff-perfused guinea-pig heart. Carmelie: E. 
Eur J Pharmacol 1980 Feb 8;61(3):247-62 

Trazodone and imipramine: com: tive effects on canine 
cardiac conduction. Gomoll AW, et al. 

Eur J Pharmacol 1979 Aug 15;57(4):335-42 

Effects of pirmenol HCI on electrophysiologic properties of 
cardiac Purkinje fibers. Reder RF, et al. 
Eur J Pharmacol 1980 Feb;61(4):321-33 

ete pe properties in man of L 9394, a substance 
gy related to amiodarone. Touboul P, et al. 

J Pharmacol 1980 Jun 27;64(4):297-306 
wh... on cardiac conduction. Durairaj M, et al. 
ndian Heart J 1979 Nov-Dec;31(6):363-6 

Local anaesthetic and myocardial depressant effects of beta 
adrenoceptor blocking agents. Singh KP. 

Indian J Physiol Pharmacol 1980 Apr-Jun;24(2):161-2 

Effects of autonomic blockade on the inotropic and 
ee ee response to digitoxin in the intact dog. 
Amlie JP, et al. J Cardiovasc 1980 Jan-Feb; 
2(1):55-66 

Effects of phenytoin on refractoriness and conduction in the 
human heart. Dhatt MS, et al. J Cardiovasc Pharmacol 1979 
Jan-Feb; 1(1):3-18 

A specific effect of lidocaine and tocainide on ventricular 
conduction of mid-range extrasystoles. Man RY, et al. 
J Cardiovasc Pharmacol 1979 May-Jun;1(3):329-42 

Induction by histamine of oscillatory activity in sheep 
Purkinje fibers and suppression by verapamil or lidocaine. 
a" ei al. J Cardiovasc Pharmacol 1980 Jan-Feb; 

(1):9-1 

Effects of dobutamine on electrophysiological properties of 

- specialized conduction system in man. Masoni A, et 
J Electrocardiol 1979 Oct; 12(4): 361-70 

m4 5... endocardial px and pac ker sensing 
problems: management “by drug therapy. A ae R, 
et al. J Fla Med Assoc 1979 Nov;66(11):11 

Combined effects of glucose and ahr “2 cardiac 
ren | and conduction. Senges J, et al. 

lol Cell Cardiol 1980 Mar; 1203)3311- 23 

Effents of verapamil on electrophysiologic properties of 
blood superfused cardiac Purkinje fibers. Danilo P Jr, et 
al. J Pharmacol Exp Ther 1980 May;213(2):222-7 

Termination of ‘ventricular’ arrhythmias from digoxin by 
selective production of complete atrioventricular block 
with Liner ma! in the dog. James TN, et al. 

J Pharmacol Ther 1979 ;211(3):561-70 

A cellular basis for lidocaine’s anti-arrhythmic action 
pee y Eisner DA, et al. J Physiol (Lond) 1979 Oct; 
295:25P-2 

Electrophysiologi effects of lidocaine in sick sinus 
syndrome. Ishii Y, et al. Jpn Heart J 1980 Jan;21(1):27-34 

SP ey effects of verapamil in children. Shakibi 

, et al. Jpn Heart J 1979 Nov;20(6):789-80 
hates effects of L-penbutolol and DL-propranolol. 
Comparison of the effects of these two drugs on 
conductivity and excitability in canine heart in vivo. 
Yamada K, et al. Jpn Heart J 1979 Sep;20(5):603-11 

Effects of tocainide on ectopic impulse formation in isolated 

cardiac tissue. Naumann d’Alnoncourt C, et al. 
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CUMULATED INDEX MEDICUS 


Klin Wochenschr 1980 Mar ype at -31 
Effect of mianserin on cardiac 
et al. Med J Aust 1979 Jul 28; 20):97-8 
Effect of cryptands on cardiac Purkinje fibres. Giinther R, 
et al. Schmiedebergs Arch 


1979 Dec; 

$10(1)-79-85 
Effects on atrioventricular conduction and blood flow of 
enantiomers of verapamil and of tetrodotoxin injected into 
the ior and the anterior artery of the 
atrioventricular node preparation of dog. Satoh K, et 
al. Naunyn Arch Pharmacol 1979 Aug; 

308(2):89-98 


Decrease of K efflux and influx by external Cs ions in cardiac 
Purkinje and muscle cells. Cameliet E. Pfluegers Arch 1980 
Jan;383(2):143-50 

Effect of 2-4-dinitrophenol on intercellular communication 

in mammalian iac fibres. De Mello WC. 
Pfluegers Arch 1979 J Jul;380(3):267-76 

Correlation between changes in membrane potential and 
intracellular sodium activity during K activated response 
in sheep Purkinje fibres. Glitsch HG, et al. 

Pfluegers Arch 1980 Mar;384(2):189-91 
mechanism at plateau 
cardiac ije fibers. Pappano AJ, 
al. Pfluegers Arch 1979 Oues8hy. 17-26 

The influence of the intravenous calcium chloride infusion 
on the myocardial action potentials recorded by suction 
electrodes in rabbits. Cuparencu B, et al. Physiologie 1979 
Jul-Sep; 16(3):199-203 

The effect of lithium on strophanthidin toxicity in cardiac 
Purkinje fibers. Lin Cl, et al. Proc Soc Exp Biol Med 1980 
Jun; 164(2):212-6 

Differential effects of cholinergic stimulation on atrial 
conduction and contractility. Priola DV, et al 
Proc West Pharmacol Soc 1979;22:383-8 

A specific cardiac glycoside for cardiac failure and another 
for atrial fibrillation? Joubert P, et al. S Afr Med J 1979 
Dec 8;56(24):1040-2 

[Electrophysiological study of the mexiletine (author’s 
transl)] Ebagosti A, et al. Ann Cardiol Angeiol (Paris) 1979 


. Burrows GD, 


May-Jun;28(3):181-8 (Eng. Abstr.) (Fre) 
a ysiological effect of pindolol] Levy S, et al. 


(Eng. —_ 
[Electrophysiological properties of ——. Experimental 

study in the dog (author’s transl)] Puech P, et al. 
Ann Cardiol Angeiol (Paris) 1979 Man Je28(3) —— 
) 


Angeiol (Paris) 1979 May-Jun;28(3):195-9 
(Fre) 


(Eng. Abstr.) 
[Comparison of electrophysiological effects of diatrizoic and 

ioxaglic acid salts during selective coronarography in man 

(author’s transl)] Amiel M, et al. Ann Radiol ) 1979 

Jun-Jul;22(5):461-3 (Eng. Abstr.) (Fre) 
[The use of digitalis preparations in cases of disturbed cardiac 

conduction (author’s transl)] Ollagnier J, et al. 

Nouv Presse Med 1980 Jan 19;9(4):243-6 (Eng. Abstr.) 


[Effect of levomepromazine on oe ye eed conduction 
tissue (author’s transl)] Descotes J, 
Toxicol Eur Res 1979 Mar;2(2): 87.92 (Eng. Abstr.) 


[Effect of aprindine in patients with normal and pre-damaged 
impulse forming and excitation conducting system. Second 
communication: Conduction times (author’s trans])] Pantlen 
H, et al. ung 1980;30(2):324-8 (Eng. 
Abstr.) (Ger) 

[Long-term treatment of bradycardia by means of an atropine 
ester (SCH 1000). Electrophysiological and clinical results] 
Trieb G, et al. Z Kardiol 1979 Oct;68(10):700-4 (Eng. 
Abstr.) (Ger) 

[Action of bunaftine on the refractoriness of the ventricular 
myocardium] Critelli G, et al. Boll Soc Ital Cardiol 1977; 
22(11):1971-8 (Ita) 

[Comparative study of the effect of some drugs on A-V 
conduction by recording of the His electrocardiogram] 
Freni F, et al. Boll Soc Ital Cardiol 1978;23(2):322-6 (Eng. 
Abstr.) (Ita) 

[Effect of various drugs on A-V — by means of 
study of the His bundle] Mobilij A, et al. 

Boll Soc Ital Cardiol 1977;22(12): 2332-41 (Eng. say 
(ta) 


wn of verapamil on supraventricular a... 
arrhythmias: electrophysiological evaluations after 
recording of the His electro 


] Pavia L, et al. 
Boll Soc 


gram 
Ital Cardiol 1978;23(2):333-8 (Eng. Abstr.) 


[Evaluation of the pe an effects of aprindine 
in man, with to the ventricular 
preexcitation alent (author’s transl)] Vergara G, et al. 
G Ital Cardiol 1979;9(6):597-606 (Eng. Abstr.) (Ita) 

[Transesophageal left-atrial stimulation with the use of 
atropine in healthy sportsmen] Prochaczek F, et al. 

Pol Tyg Lek 1979. Sep 24;34(39):1529-31 (Eng. —_, 


[Changes in the mechanical action of the isolated -. a 
heart induced by doses of — capable of affecting 
the electrocardiogram] Tucci t al. 

Arq Bras Cardiol 1979 Sep; 330: 299-32 (Eng. ee 


[Effect of isoptin chlorhydrate on the 
sino-auriculo-ventricular conduction in the heart of the 
dog] Medrano GA, et al. Arch Inst Cardiol Mex 1979 
Nov-Dec;49(6): 1030-45 (Spa) 


(Ita) 


1980 


EMBRYOLOGY 


Development of the cardiac conducting system in the chick 
embryo. Kim Y, et al. Anat Histol Embryol 1980 Mar; 
9(1):7-20 


ENZYMOLOGY 


A comparison of enzyme activity for energy production in 
the myocardium and conduction system. Higuchi M, et 
al. Jpn Heart J 1979 Sep;20(5):667-73 


INJURIES 


[Stab heart wound with injury of the bundle of His] 


Grigorjew A, et al. Wiad Lek 1980 May 1;33(9):733-4 (En 
Abstr.) (Pob 


METABOLISM 


Disassembly and reassembly of skeletin filaments. Stigbrand 
T, et al. Acta Chem Scand [B] 1979;33(8):620-1 
Influence of organic acid on intracellular pH [proceedings] 
de Hemptinne A, et al. Arch Int Physiol Biochim 1979 Dec; 
87(5):1010 
Electrogenic sodium extrusion in cardiac Purkinje fibers. 
Gadsby DC, et al. J Gen Physiol 1979 Jun;73(6):819-37 
Calcium transients during excitation-contraction coupling in 
mammalian heart: aequorin signals of canine Purkinje 
fibers. Wier WG. Science 1980 Mar 7;207(4435):1085- ? 


PATHOLOGY 


Atrial standstill, myocarditis and destruction of cardiac 
conduction system: clinicopathologic correlation in a dog. 
Jeraj K, et al. Am Heart J 1980 Feb;99(2):185-92 

The atrioventricular conduction system in dissecting 
aneurysm of the aorta. Thiene G, et al. Am Heart J 1979 
Oct;98(4):447-52 

Histopatholo; a correlates of left posterior fascicular block. 
Demoulin et al. Am J Cardiol 1979 Nov;44(6):1083-8 

Occurrence and significance of coagulative myocytolysis in 
the specialized conduction system: clinicopathologic 
observations. Rossi L. Am J Cardiol 1980 Apr;45(4):757-61 

Failure of surgery in preexcitation. Correlation with 
pathologic findings. Wyndham C, et al. Chest 1979 Oct; 
76(4):429-36 

Surgical anatomy and atrioventricular conduction tissues of 
wr with _—— ventricular septal defects. Milo S, et 
al. J Thorac Cardiovasc Surg 1980 Feb;79(2):244-55 

Electrophysiologic and pathologic correlations in six cases 
of atrioventricular block. Ohmae M, et al. Jpn Cire J 1979 
Dec;43(12):1089-99 

a study on the conduction system of 

mplete right bundle branch block with references to 
nfiguration of QRS complex. Fukuda K, et al. 
Se Heart J 1979 Nov;20(6):831-44 

Pathohistological changes of cardiac conduction tissue. (1) 
Aging changes in the human A-V node, His bundle and 
bundle branch. Tanimura A, et al. Kurume Med J 1979; 
26(4):355-8 

Ankylosing spondylitis with cardiac dysrhythmia; pathologic 
changes in cardiac conduction system. Alexander B, et al. 
NY State J Med 1979 Sep;79(10):1585-8 

Atrioventricular conduction system in univentricular heart 
of right ventricular type with right-sided rudimentary 
chamber. Essed CE, et al. Thorax 1980 Feb;35(2):123-7 

[Heart conduction system in ventricular septum defects] 
Pohanka I. Cesk Patol 1979 Aug;15(3):141-52 (Eng. — 

(Cze? 


[Cardiological aspect of Kearns’ syndrome. Apropos of 3 
cases, with histopathological study of the conduction tissue 
in one of them] Voisin M, et al. Arch Mal Coeur 1979 
May;72(5):521-8 (Eng. Abstr.) (Fre) 

[Congenital heart diseases. Histology of the conduction 
system in partial transposition with common 
atrioventricular orifice associated with polysplenia and 
congenital AV block] Okada R. Nippon Rinsho 1979 Oct; 
37(10):3564-7 (Jpn) 

[A review of the anatomo-clinical a ¢ oa 
disease] Curti HJ, et al. Arq Bras Cardiol 9 Oct; 
33(4):277-81 (Por) 


PHYSIOLOGY 


Application of His bundle recording to study disorders of 
atrioventricular and intraventricular conduction. Veress G, 
et al. Acta Med Acad Sci Hung 1979;36(2):167-75 

Influence of temperature on the atrioventricular conduction 
time for spontaneous and imposed rhythms. Mazgalev T, 
et al. Acta Physiol Pharmacol Bulg 1979;5(2):20-8 

On the effect of preceding atrial- atrial and His-atrial 
intervals on the atrioventricular nodal conduction time in 
rabbit heart. Mazgalev T, et al. 

Acta Physiol Pharmacol Bulg 1979;5(3):27-37 

Coronary pressor reflexes. Brown AM. Am J Cardiol 1979 
Oct 22;44(5):849-51 (23 ref.) 

Estimation of sinoatrial conduction time [letter] Schoenfeld 
PL, et al. Am J Cardiol 1980 Apr;45(4):905-6 

A computer-controlled stimulator with applications to 
cardiac electrophysiology. Elharrar V. Am J Physiol 1980 
Aug;239(2):H278-82 

Volumetric properties of intracellular compartments in 
canine cardiac Purkinje cells. Houser SR, et al 
Am J Physiol 1980 Apr;238(4):H561-8 

Atrial ectopic foci in the canine heart: hierarchy of 





pour automaticity. Jones SB, et al. Am J Physiol 1980 
un;238(6):H788-93 


Acetylcholine |r action potentials of cardiac 
Purkinje fibers. us SL, et al. Am J Physiol 1980 Feb; 
238(2):H237-43 

Cholinergic intervention in intracardiac autonomic —_— 
in atrioventricular junctional area. Motomura §S, et al 
Am J Physiol 1980 Aug;239(2):H181-8 

Differences in automaticity between Purkinje strands from 
right and left dog ventricle. Reiser J, et al. 

Am J Physiol 1980 Aug;239(2):H247-51 

Supernormal conduction in the canine bundle of His and 
proximal bundle branches. Spear JF, et al. 
Am J Physiol 1980 Mar;238(3):H300-6 

Electrode catheterization for recording electrical activity of 
fasciculus atrioventricularis (bundle of His). Ishijima M, 
et al. Am J Vet Res 1979 Dec;40(12):1800-2 

Induction of inward going rectification in sheep cardiac 
Purkinje fibers. Carmeliet E. 

Arch Int Ther 1979 Dec;242(2):296-7 

Slow recovery of (dV/dt)max in sheep cardiac Purkinje 
fibers. Saikawa T, et al. Arch Int Pharmacodyn Ther 1980 
Apr;244(2):344 

Intracellular pH transients induced by chloride substitution 
in cardiac Purkyne fibres [proceedings] van Bogaert PP, 
et al. Arch Int Physiol Biochim 1979 May;87(2):341-2 

Diagnostic and prognostic value of intracardiac 
electrophysiological studies. Ten years of experience. Gann 
D, et al. ysiopathol Respir (Nancy) 1979 Sep-Oct; 
15(5):839-60 (91 ref.) 

The effect of propranolol and dimethylpropranolol on 
cardiac conduction. Dresel PE, et al. 

Can J Physiol Pharmacol 1979 Jun;57(6):637-41 

Effect of mexiletine on conduction of —- ventricular 
beats in man: a study using monophasic action potential 
recordings from the right ventricle. Harper RW, et al. 
Cardiovasc Res 1979 Jun;13(6):311-9 

Influence of intracellular injection of H+ on the electrical 
coupling in cardiac Purkinje fibres. De Mello WC. 

Cell Biol Int Rep 1980 Jan;4(1):51-8 

Bioelectricity information processing: body-surface His 
bundle electrogram. Wang XS. Chin Med J [Engl] 1980 
Jan;93(1):9-23 

Correlation and its application in His bundl 
electrocardiograms. Wang XS. Chin Med - [Engl] 1980 
Apr;93(4):239-50 

Effects of external calcium, calcium channel-blocking agents, 
and stimulation frequency on cycle length-dependent 
changes in canine cardiac action potential duration. 
Colatsky TJ, et al. Cire Res 1980 Apr;46(4):543-52 

Neural effects on sinus rate and atrioventricular conduction 
produced by electrical stimulation from a transvenous 
electrode catheter in the canine right pulmonary artery. 
Cooper TB, et al. Cire Res 1980 Jan;46(1):48-57 

Intrinsic innervation of the canine heart. Effects on 
conduction in the atrium, atrioventricular node, and 
proximal bundle branch. Priola DV. Cire Res 1980 Jul; 
417(1):74-9 

A comparison of volume conductor and source geometry 
effects on body surface and epicardial potentials. Rudy Y, 
et al. Cire Res 1980 Feb;46(2):283-91 

Effects of atrial pacing on atrio-sinus conduction and 
overdrive suppression in the isolated rabbit sinus node. 
Steinbeck G, et al. Cire Res 1980 Jun;46(6):859-69 

Computer processing of ie gey electrograms for 
conduction studies. Leblanc AR, 

Comput Biomed 1979 Swed 1002): 151-61 

The rapid generation of strength-interval curves under 
computer control. Pauker SG, et al. 

Comput Biomed 1979 Dec;10(3):209-17 

The site of gating in the ventricular conducting system of 
rabbit, dog and monkey hearts. Gautier P, et al. 
Experientia 1980 Apr 15;36(4):431-3 

The effects of beta-sympathomimetic amines and 
phosphodiesterase inhibitors on _ electrophysiological 
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Mesa by diastole time: a possible important factor in the 

benefical effect of propranolol in a with coronary 

artery disease. Bo H, et al 

J Cardiovasc Pharmacol 1979 Sep-Oct:I(5): 503-13 
Chronotropic effects of atropine sulfate and met! 

bromide in normal subjects and patients undergoing cardiac 
catheterization. Fennell WH, et al. 

J Cardiovasc Pharmacol 1979 Nov-Dec;1(6):649-58 
Effects of prazosin and phentolamine on arterial pressure, 

_— rate, a renin hppa since of sg conscious 

rat for the functio: ificance the presynaptic 

alpha-receptor. Graham R RM, et 

J Cardiovasc Pharmacol 1979 Sep-Oct 1(5):497-502 
Effect of 6-hydroxydopamine on baror or-heart rate and 

nasopharyngeal reflexes of the rabbit. Korner PI, et al. 

J Cardiovasc Pharmacol 1979 May Junit 311-28 
Interactions between clonidine and alpha-adrenoceptor 

blocking drugs on the tachycardic response to stimulation 
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HEART RATE 


Mouillé P, et al. 

Sep-Oct; 1(5):515-28 _ 

Comparative effects of prazosin and — 
arterial blood pressure, heart and 
catecholamines in essential hypertension Mulvihill- ilson 
J, et al. J Cardiovasc 1979 Nov-Dec;1(6 
Suppl): $1-7 

Plasma catecholamines and cardiovascular responses to 
hypoglycemia in hyperthyroidism before and during 
treatment with lol or propranolol. Nilsson OR, et 
al. J Clin Metab 1980 May;50(5):906-11 

Effects of the beta-ad: ir stotioleesal ro gael sotalol on 


CNS: sleep, r«, and chophysio! 
y 

Bender W, et al Gin Pacomenel 1979 Any 1979 Aug Sep.15(8-9 198-9 
Pt 2):505-12 

A question of the specificity of rabbit atrial chronotropic 
histamine rs and agents which affect their activity. 
Hughes MJ. J Clin Pharmacol 1980 Jan;20(1):10-9 

Blunting of exercise-induced tachycardia and renin release 
24 hours after a single dose of sotalol. Kiowski W, et al. 
J Clin Pharmacol 1979 Aug-Sep;19(8-9 Pt 2):513-5 

Cardiovascular withdrawal effects of clonidine and 
tiamenidine on abrupt cessation of oral treatment in 
conscious cats. Finch L, et al. J Pharm Pharmacol 1980 
Apr;32(4):272-7 

Factors underlying the variable inotropic effect of ouabain 
on isolated rat atria. Changes in contractile frequency and 
adrenergic mechanisms. Gimeno AL, et al. 

J Pharm Pharmacol 1979 Aug;31(8):545-50 

Effects of 5-hydroxytryptamine, fluoxetine and 
chlorimipramine on reflex bradycardia in rats. Lin MT, 
et al. J Pharm Pharmacol 1980 Jul;32(7):493-6 

pA2 values of selective beta-adrenoceptor antagonists on 
isolated atria demonstrate a species difference in the 
beta-adrenoceptor populations mediating chronotropic 
responses in cat and guinea— pig. O’Donnell SR, et al. 

J Pharmacol 1979 Oct;31(i0):686-90 

Mechanism of the chronotropic effects of prostacyclin in the 
dog: comparison with the actions of prostaglandin E2. 
Chiba S, et al. J Pharmacol Exp 1980 May; 
213(2):261-6 

The effect of misonidazole on some physiologi 
in mice. Conroy PJ, et al. J Pharmacol Exp 
Jan;212(1):47-52 

Possible role of an endogenous opiate in the cardiovascular 
effects of central alpha adrenoceptor stimulation in 
spontaneously hyp=rtensive rats. Farsang C, et al. 

J Exp Ther 1980 Jul;214(1):203-8 

Dependence of the chronotropic effects of calcium, 
magnesium and sodium on temperature and cycle length 
in isolated rabbit atria. Hof TO, et al. 

Exp Ther 1980 Feb;212(3): 183-9 

Imipramine affects autonomic control of sinoatrial rate in 
isolated right atrial preparations. Malik R, et al. 

J Pharmacol Exp Ther 1979 Nov;211(2):284-9 

Selective effects of clonidine on the canine sinus node. Primm 
RK, et al. J Pharmacol Exp Ther 1980 Jul;214(1):223-8 

Cardiovascular profile of mixidine fumarate, a compound 
which attenuates myocardial chronotropic responses. Pruss 
TP, et al. J Exp Ther 1980 Mar;212(3):514-8 

Blood ae and heart rate responses evoked by 

hy ine and by p-hydroxynorephedrine. 

I. The relationship between evoked responses and plasma 
levels of drug. Simpson LL. J Pharmacol Exp Ther 1979 
Oct;211(1):225-30 

Cannabinoids. II. Cardiovascular effects. Stark P, et al. 

J Pharmacol Exp Ther 1980 Jul;214(1):131-8 

Effect of cholera enterotoxin on er rate and cyclic 
adenosine 3’:5'-monophosphate in isolated rabbit sinoatrial 
node. Taniguchi T, et al. J Pharmacol Exp Ther 1979 Sep; 
210(3):349-53 

Influence of a  phosphodiesterase inhibitor on the 
chronotropic effects of gl on and se manana in 
fetal mouse hearts. Wildenthal K, et al 
J Pharmacol Exp Ther 1979 Nov; 211(2): 350-2 

Chronotropic and inotropic effects of bradykinin on isolated, 

-perfused canine atrium. Kobayashi M, et al. 
Jpn Heart J 1980 Jan;21(1):121-9 

Adenosine-guanosine interactions in the isolated dog atrium. 
Chiba S, et al. Jpn J Pharmacol 1980 Feb;30(1):122-5 

Effects of surugatoxin on adrenergically innervated tissues. 
Yamada §, et al. Jpn J Pharmacol 1979 Apr;29(2):295-302 

Effects of muscarinic agonists and antagonistis on the 
negative chronotropic response to the vagus nerve 
stimulation. Yonehara N, et al. Jpn J Pharmacol 1979 Oct; 
2%5):797-9 

Effects of a beta 1-selective adrenergic agonist in normal 
human volunteers. Meurer KA, et al. Klin Wochenschr 1980 
Apr 15;58(8):425-7 

Cardiopulmonary, hemocytologic and biochemical effects of 
Sarees! in goats. Kumar A, et al. Lab Anim Sci 1979 Aug; 

4):486— 

Effects of — EP El, E2 and F2 alpha on the cardiac 
chronotropism by affecting the cardiac ganglionic 
transmission in re dogs. Kushiku K, et al. Life Sci 1980 
Jan 7;26(1):41-7 

Circulatory and platelet actions of 6,9-thiaprostacyclin 
(PGI2-S) in the cat. Lefer AM, et al. Life 1979 Jul 
16;25(3):259-63 

a effects of 

—casomorphin. 
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CUMULATED INDEX MEDICUS 


Pergolide: a potent dopaminergic 

et al. Life Sci 1979 Jul 16;25(3): ya 
Ghent cardiovascular pharmaco! 
1-alpha-acetylmethadol , JL, et al. 
= Inst Abuse Res Monogr Se Ser isisrhaa8 
of interferon and hormonal 
al. Nature 1980 Jan 24 283(5745)406-8 
and metabolic effects of verapamil on 
heart. Fawaz G, et al. 

Arch 


ive. Yen TT, 


Caen jenn 
Blalock 
The cardiodynamic 


the isolated 
jaunyn 1979 Dec; 
310(2):139-45 


Perfusion of the fourth cerebral ventricle with pe 
induces naloxone-reversible bradycardia, hypotension, and 
EEG synchronisation in conscious dogs. Freye E, et al. 
Naunyn Arch Pharmacol 1979 Jun 18; 
307(2):123-8 

Failure of isoprenaline and beta-receptor blocking drugs to 
modify depressor response and bradycardia induced by 
electrical stimulation of the anterior a of cats. 
lijima T, et al. Naunyn Schmiedebergs Arch Pharmacol 1980 
May;312(1):27-30 

Stimulant and depressant effects of beta-adrenoceptor 
blocking agents on isolated heart muscle. A positive 
inotropic effect not mediated through andrenoceptors. 


Kaumann AJ, et al 
Naunyn Arch Pharmacol 
311(3):205-18 
Comparative assessment of beta blocking 
agents as simple competitive an in isolated heart 
muscle: similarity of inotropic Lemay blocking 
tencies against isoproterenol. Kaumann AJ, et al. 
jaunyn Arch Pharmacol 1980 Apr; 
311(3):219-36 


Effect of adenosine on sinoatrial and ventricular automaticity 
of the guinea pig. Szentmiklési AJ, et al. 
Naunyn Arch Pharmacol 1980 Mar; 
311(2):147-9 

Effects of ethanol on the circulation and acid-base balance 
of pregnant s . Ayromlooi J, ei al. Obstet Gynecol 1979 
Nov;54(5):624— 

Parallel between antianxiety and Bec rong’ effects of 
chlordiazepoxide in genetically ‘ous dogs. 
et al. Paviov J Biol "Sei 1979 *yan-Mar;14(1). 1-9 

Developmental factors contributing to the susceptibility to 
bradycardia in isolated, cultured fetal mouse hearts. Maurer 
M Jr. Pediatr Res 1979 Sep;13(9):1052-7 

Cardiovascular and respiratory responses to right atrial 
injections of phenyl diguanide in 
pentobarbital-anesthetized newborn piglets. 
et al. Pediatr Res 1979 Nov;13(11):1271-4 

beta-Adrenergic manipulation in amygdala central n. alters 
rabbit heart rate conditioning. Gal M, et al. 

Biochem Behav 1980 Mar;12(3):419-26 
The role of propranolol’s negative chronotropic effect on 
protection of the ischemic myocardium. Hillis LD, et al. 
1979; 19(4):202-8 
Anticholinergic effects of ayy on the — pig 
et al. Pharmacology 1 


1980 Apr; 


L, 


Schieman M, 


isolated atrium. Siisskand K. 3 
19(3):163-4 

Dose response for blood pressure and degree of cardiac 
beta-blockade with atenolol. Marshall AJ, et al. 
Postgrad Med J 1979 Sep;55(646):537-40 

Cardiopulmonary responses to inhaled sulfur dioxide in the 
chicken. Fedde MR, et al. Poult Sci 1979 Nov; 
58(6):1584-91 

The Bezold reflex: a special ag of the left ventricular 
mechanoreceptor reflex. Estrin JA, et al. 
Proc Natl Acad Sci USA 1979 ‘Aug 168) 4146-50 

Mechanical function and metabolism of as rat hearts 
perfused with the negative Pega ath it mixidine 
ieee Rovetto MJ. Proc Soc Exp Biol Med 1980 May; 

1):13-7 

Effects of adaptation to simulated high altitude and ethyl 
alcohol on cardiac responses to a cholinergic drug and 
Sew] Light KE, et al. Proc West Pharmacol Soc 1979; 

:21-5 

The actions of prostaglandins 12 and _ on arrhythmias 
pm roduced by coronary occlusion in the rat and dog. Au 

L, et al. Prostaglandins 1979 Nov;18(5):707-20 

Prostaglandins have limited actions on abnormalities of 
beating induced in cultured heart cells. Collins GA, et al. 

1979 Oct;18(4):591-603 

The central nervous effect of prostaglandins 12, E2 and F2 
alpha on yg cardiac arrhythmia in rats. Mest 
HJ, et al. Prostaglandins 1979 Aug;18(2):235-9 

Evidence against prostaglandin modulation of 
cardioaccelerator nerve activity in the anesthetized do; 
Micalizzi ER, et al. Prostaglandins vane Jul;20(1): 147-32 

The effects of PGF2 alpha on respiratory and cardiovascular 
variables in pig. Clement MG, et al. 
Prostaglandins Med 1979 Dec; 46) 367-76 

Comparative heart rate effects of oral administration of 
bitolterol, terbutaline and trimetoquinol in unanesthetized 
dogs. Nakanishi H, et al. 
Res Commun Chem Pathol Pharmacol 1980 Apr;28(1):185-8 

The respiratory depressive effects of yy 
buprenorphine in patients in an intensive care 
Downing JW, et al. S Afr Med J 1979 Jun 16,55(25): 1023-7 

Cardiovascular changes during general anaesthesia: for dental 
poe ery. A prospective study of five different anaesthetic 

echniques. Rubin J, et al. S Afr Med J 1979 Sep 8; 

56(1 1):425-8 


1980 


Does cimetidine alter the cardiac response to exercise and 
Gera Warburton Seta S Afr Med J 1979 Jun 
5(27):1125-7 
ulation of heart rate by insulin: uninfluenced by 
ee ee oe rabbits. Jacobsen F, 
et al. Scand J Clin Invest 1979 May;39(3):253-6 
Effect of visken on the circulation and 


and 5-methoxy: 

L, et al. Thromb Res S I97S.1Se 2 245-53 
The effect of cannabichromene on mean blood pressure, heart 
iration rate responses to tetrahyd binol 

i rat. or JD, et al. 

un 30;49(2):265-70 

effect of Angelica pap on hemodynamics and 
jac Oxygen consumption in ‘seal Gainers ae 
bar ‘ao Hsueh Hsueh Pao pies 








ure 
of isoprenaline induced tachycardia in pregnant 

rats. Role of a serum factor] Auclair MC, et al. 
C R Acad Sci [D] (Paris) 1979 Jul 9;289(2): 205-8 (Eng. 
Abstr.) (Fre) 

[Influence of perhexilinmaleat on 

author’s hd; lll HJ, a 
2 (Ger) 
rate, arterial pressure and 
wean. 


Os ewan subjects] Cherc’ 
Soc Ital Cardiol 1978;23(1):158-76 (Eng. Abstr.) 


‘ossion 
Physiol Biochim 1979 1979 Fens1i)95 104 
(Fre) 


[Automatic analysis with a computer of the effects of 
intravenous amiodarone on median heart rate and R-R 
intervals in patients with stabilized atrial fibrillation] 
Magnani B, et al. Boll Soc Ital Cardiol 1977;22(11): ag 

ita) 


[Influence of v il on the cold pressor test in normal 
subjects] Nicita~Mauro V, et al. Boll Soc Ital Cardiol 1978; 
Baa wage jb pons Abstr.) (Ita) 

Sisomicin and vasomotor reactivity] Marmo E, et al. 


] 
G Ital Chemioter 1978 Jul-Dec;25(2):61-70 (Eng. Abstr.) 
(ta) 


[Comparison of the effects of dobutamine with d and 
nn ay on inotropism and chronotropm = the 
mammalian heart (author’s transl)] Imanaga I, e' 
= Yakurigaku Zasshi 1979 Mar;75(2):147- ST (Eng, 
(Jpn) 
[seach for pyridazine derivatives with hypotensive action] 
Baloniak S, et al. Acta Pol Pharm 1979;36(3):295-300 (Eng. 
Abstr.) (Pol) 
ee eS Se St ae 
blockaders in arterial hypertension therapy] Durao V. 
Acta Med Port 1979 Jan-Feb;1(1): 7 3t (Eng. ee 


[Secondary depressive effect of propafenon on the wo 
electric activity in isolated rabbit heart] Barbosa HL, et 
al. Arq Bras Cardiol 1979 Dec;33(6):459-62 (Eng. Abstr.) 


(Por) 
tal study of the cardiovascular action of 
enon] Sant’Anna JR, et al. Arq Bras Cardiol 1979 
Aug;33(2):153-9 (Eng. Abstr.) (Por) 

in the mechanical action of the isolated guinea pig 
op induced by doses Hoe: — capable of affecting 


electrocardiogram et al. 
Arq Bras Cardiol 1979 Sep; 30): 299-32 (Eng. sag 
) 


of the heart contraction frequency and the 

galvanic skin relfex during night in patients with 
chronic occupational vinyl chloride poisoning] Gnesina 
EA, et al. Gig Tr Prof Zabol 1980 May;(5):39-42 (Eng. 
Abstr.) (Rus) 
[Experiments of the viloxazine-noradrenaline interaction on 
Fee oak nes ae, eee 
Comparison with imipramine] Garcia Morillas M, et al. 
Arch Farmacol Toxicol 1980 Apr;6(1):83-8 (Eng. Abstr.) 


[Activity of nomifensine on the effects induced by 
noradrenaline on the atriua\ “pt the isolated ductus 
deferens of the rat] Puche E, et 
Arch Farmacol Toxicol 1980 Apr; diy 89-93 (Eng. Abstr.) 

(Spa) 


RADIATION EFFECTS 
The effect of 2450 MHz microwave irradiation on the heart 
rate of embryonic quail. Hamrick PE, et al. 
Health Phys 1980 Mar;38(3):261-8 


HEART RUPTURE 


COMPLICATIONS 
Altered collagen composition in a prolapsing mitral valve 





1980 


with ruptured chordae tendineae. Hammer D, et al. 
Am J Med 1979 yw ;67(5):863-6 on 
hocardiographic ings in ventric septum rupture 
ery wy infarct] Chlebus H, et al. 
Kardiol Pol 1980;23(3):261-5 (Eng. Abstr.) (Pol) 


DIAGNOSIS 


ore 4 = and rupture of the heart. Hagemeijer F, 
et al. Br Heart J 1980 4 ee 
[Heart — von Essen R, et 
(Eat din Wochenschr 1980 Age 11;105(15):495-6 (Ger) 
osis of heart rupture during acute myocardial 
ttl ye * M, et al. Minerva Cardioangiol 1980 
Jan-Feb;28(1-2):11-4 ( ge Spat (Ita) 
[Delayed cardiac rupture myocardial infarct. Rupture 
of ventricular aneurysm and attempt of a surgical 
correction] Daniel Riesco C, et al. Rev Esp Cardiol 1980; 
33(2):185-9 (Eng. Abstr.) (Spa) 


ETIOLOGY 


Transverse midventricular disruption after mitral valve 
replacement. Cobbs BW Jr, et al. Am Heart J 1980 Jan; 
99(1):33-50 

Vasopressors and cardiac rupture. Gutner RN. 

Am J Cardiol 1980 May;45(5):1108 

Delayed LV rupture [letter] Zacharias A. 
Ann Thorac Surg 1980 Jul;30(1):99-100 

Chronic oral vasodilator therapy to control heart failure in 
postinfarction ventricular septal defect. Phaneuf DC, et al. 
Cathet Cardiovasc Diagn 1979;5(3):277-82 

Unusual survival in post-infarction ventricular septal defect 
associated with cardiomyopathy. Lange WR, et al. 

Md State Med J 1980 Mar;29(3):64-5 

An unusual complication in a patient with rheumatoid heart 
disease. Mallee C, et al. Neth J Med 1979;22(3):77-9 

[Perforation of the intraventricular septum complicating the 
course of acute myocardial infarct. Clinical, hemodynamic, 
and pathologico-anatomic picture] Pavlovic J, et al. 
Vnitr Lek 1979 Sep;25(9):845-53 (Eng. Abstr.) (Cze) 

[Aneurysm of Valsalva’s sinus — _" the right atrium. 
Echographic study] Lebreton G, e 
Coeur Med Interne 1979 Dok aac 18(2): 359-66 (Eng. 
Abstr.) (Fre) 


[Rupture of the ventricular septum in acute myocardial 
infarction] Weinberger I, et al. 1979 May 1; 
96(9):517-9 (Eng. Abstr.) (Heb) 

(Left ventricular rupture as a complication of mitral valve 
replacement (author’s transl)] Yamazato A, et al. 

Kyobu Geka 1980 Feb;33(2):118-21 (Eng. Abstr.) (Jpn) 

[False hemodynamic diagnosis of mitral valve insufficiency 
in the presence of postinfarct septal rupture] Barthe JE, 
et al. Rev Esp Cardiol 1979;32(4):403-7 (Eng. Abstr.) 

¢ 


PATHOLOGY 
[Cardiac rupture: histological study of ruptured and 
non-ruptured myocardial infarcts (author’s transl)] Helpap 

B, et al. Dtsch Med Wochenschr 1980 Apr 11;105(15):515-9 
(Eng. Abstr.) (Ger) 
[Spontaneous heart rupture] Czarecki S, et al. Wiad Lek 1979 
Jun 15;32(12):873-9 (Eng. Abstr.) (Pol) 
[Case of combined rupture of an aneurysm of the aorta and 
heart in syphilitic aortocoronaritis] Rozenberg VD. 
Vrach Delo 1979 Nov;(11):42-4 


PHYSIOPATHOLOGY 


Expansion of transmural myocardial infarction: a 
Leng eee factor in cardiac rupture. Schuster EH, 
t al. Circulation 1979 Dec;60(7):1532-8 
sreputaie-sieuel system in various complications of 
myocardial infarct] Golikov AP, et al. Kardiologiia 1979 
Aug;19(8):62-5 (Eng. Abstr.) 


SURGERY 


Long-term survival of subacute cardiac rupture with 
tamponade in acute myocardial infarction, without surgical 
intervention (the role of pericardiocentesis). Dvorak K, et 
al. Cor Vasa 1979;21(4):233-41 

Ventricular septal rupture complicating acute myocardial 
infarction: an indication for early intervention. Fukuyama 
O, et al. Hawaii Med J 1979 Oct;38(10):305-8 

[Surgical treatment of post-infarction of the interventricular 
os Hejhal L, et al. Rozhl Chir 1979 Sep;58(9):521-7 

Abstr.) (Cze) 

[Perforation of the interventricular septum following 
myocardial infarction. Indications and _ of surgical 
a (author’s transl)] Krebber HJ, et al. 

Klin 1980 Apr 15;58(8):387-94 G6 ref.) 
(Ger) 

[Ischemic rupture of the papillary muscle. Surgical treatment 
in the acute phase] Caralps JM, et al. Rev Esp Cardiol 1979; 
32(4):397-401 (Eng. Abstr.) (Spa) 


HEART RUPTURE, TRAUMATIC see HEART INJURIES 
HEART SEPTAL DEFECTS 


Left ventricular outflow tract obstruction owing to accessory 
endocardial cushion tissue. Nanton 


MA, et al. 
J Thorac Cardiovasc Surg 1979 Oct; -78(4): 537-41 


(Rus) 


(Rus) 


CUMULATED INDEX MEDICUS 


[Straddling of the ventricular 
da Silva MV, et al. Arq Bras 
(Eng. Abstr.) 


COMPLICATIONS 


Complete atrioventricular canal associated with tetralogy of 
: pond Successful repair using a new surgical technique. 
Villani M, et al. 
Scand J Thorac Cardiovasc Surg 1980;14(1):51-5 

Pent of the membranous septum, left ventricular-right 
atrial communication and arrhythmias] Bourmayan C, et 
al. Arch Mal Coeur 1979 Mar;72(3):321-7 (Eng. —) 

) 


um by the tric’ 


valve] 
1979 Oct;3. 


‘4):261-5 
(Por) 


DIAGNOSIS 


tcPO2 in pediatric cardiology: application during balloon 
septostomy, tolazoline administration, and in children with 
t-to-left shunt. Bucher HU, et al. Birth Defects 1979; 
'4):355-63 
isle detection of intracardiac left-to-right shunts. 
Freed MD, et al. Br Heart J 1979 Dec;42(6):690-4 
Silent common A-V canal with large left-to-right shunt. 
Thanopoulos B, et al. Panminerva Med 1978 Jul-Sep; 
20(3):151-4 
Left-to-right shunts. (Quantification, mathematical methods 
and their statistical comparison). Ferretti PP, et al. 
Ric Clin Lab 1979 Jul-Sep;9(3):295-305 
[Planimetric analysis of ventricular depolarization on Frank’s 
corrected orthogonal electrocardiogram in healthy hearts 
and in patients with ventricular loading] Shakhov B, et 
al. Vutr Boles 1979;18(6):40-8 (Eng. Abstr.) ) 
[Echocardiography in the diagnosis * left wal Bows ft 
atrial communications. ge mad f 10 cases] Bourgin JH, 
et al. Arch Mal Coeur 1980 May;73(5):483-90 (Eng. a 


[Echocardiographic diagnosis of common atrioventricular 
canal] Ganau A, et al. Boll Soc Ital Cardiol 1978; 
23(1):209-18 (Eng. Abstr.) (Ita) 

[Echocardiography in the atrio-ventricular canal] Trinchero 
R, et al. Boll Soc Ital Cardiol 1978;23(4):688-96 (Eng. 
Abstr.) (Ita) 

[Electro- and phonocardiographic changes in a combination 
of interventricular and _ interatrial septal defects] 
Dvinianinova NB, et al. Kardiologiia 1980 May; 
20(5):99-101 (Rus) 

[Evaluation of the electrocardiogram in tricuspid atresia] 
Esquivel Avila J, et al. Arch Inst Mex 1979 
Jul-Aug;49(4):648-61 (Eng. Abstr.) (Spa) 


FAMILIAL & GENETIC 


Asymmetric septal hypertrophy in father, mother, and 
children [letter] Chevers PA, et al. Ann Intern Med 1980 
Jan;92(1):133 


PATHOLOGY 


[Anomalous mitral valve chordae in incomplete 
atrioventricular communication] Val’ko AS. Klin Khir 1980 
Jul;(7):78 (Rus) 


PHYSIOPATHOLOGY 


The effect of ketamine on hemodynamics of congenital heart 
disease with left-to-right shunt. Yousof AM, et al. 
Mater Med Pol 1979 Jan-Mar;11(1):61-6 

ta history of septal defects in children] Perlicjusz—Sysa 

Wiad Lek 1979 Oct 1;32(19):1385-8 (Pol) 

[Clinical functional evaluation of the results of the surgical 
correction of ‘pale’ heart defects in children] Valyka RE, 
et al. Pediatriia 1980 Apr;(4):16-20 (Eng. Abstr.) (Rus) 


RADIONUCLIDE IMAGING 


Re: deconvolutional analysis in radionuclide quantitation of 
left-to-right cardiac shunts [letter] Boxen I 
J Nucl Med 1980 Feb;21(2):187-8 

Detection and quantitation of cardiovascular shunts with 
commonly available radionuclides. Treves S. 
Semin Nucl Med 1980 Jan;10(1):16-26 

Shunt detection with the short-lived radioactive gases. 
Watson DD. Semin Nucl Med 1980 Jan;10(1):27-38 


SURGERY 


Successful repair of straddling atrioventricular valve by 
technique used for septation of univentricular heart. 
Danielson GK, et al. Ann Thorac Surg 1979 Dec; 
28(6):554-60 

Postoperative false aneurysm of left ventricle and obstruction 
of left circumflex coronary artery complicating 
enlargement of restrictive ventricular tal defect in 
double-outlet right ventricle. Edwards WD, et al. 

Cardiovasc Surg 1980 Jul;80(1): 141-7 

[Intermdeiate forms of atrioventricular defects. Reflections 

apropos of 50 consecutively operated cases] Galey JJ, et 
. Arch Mal Coeur 1979 May;72(5):495-502 (Eng. Abstr.) 
(Fre) 


[Atrio-ventricular disorders following surgery for congenital 
heart diseases with septal defect (author’s transl)] Kabaker 
M, et al. Nouv Presse Med 1980 Jul 12-26;9(30):2067-9 
(Eng. Abstr.) (Fre) 

[Recommendation of the removal of air from the pulmonary 
artery trunk after transatrial repair of heart septal defects] 


HEART SEPTAL DEFECTS, 


Osawa M, et al. Kyobu Geka 1980;33(5):355 
[Surgical treatment of ital heart 
et al. Gruda Khir 1980 


(Jpn) 
defects] Korolev BA, 
-Apr;(2):8-13 Abstr.) 


HEART SEPTAL DEFECTS, ATRIAL 


A new technique for production of chronic atrial 
defect in cat without thoracotomy. Natarajan G, et al 
Proc Soc Exp Biol Med 1979 Sep;161(4):515-8 


CLARE STON 


[Clinical hemodynamic 
in the paren «pane pee | ] Bukharin V. 
Kardiologiia 1980 May;20(5):73-6 (Ene. 


COMPLICATIONS 


Syndrome of valvular pul stenosis and valvular aortic 
stenosis with atrial fect. Shemin RJ, et al. 
Br Heart J 1979 Oct;42(4):442-6 

The role of reduced left ventricular enddiastolic volume in 
the apparently bl, prevalence of mitral valve ri 
in atrial septal defect. Angel J, et al. Eur J Cardiol 1980; 
11(5):341-55 

Congenital absence of the ae ge | valve associated with 
imperforate membrane type of tricuspid atresia, right 
ventricular tensor apparatus and intact ventricular septum: 
a curious developmental complex. Freedom RM, et al. 
Eur J Cardiol 1979 Sep; paid a 

Partial endocardial cushion defect and persistence of the left 
superior vena cava Goaieg into the left atrium in a 
34-year-old man with features of the Kaufman and Marfan 
syndromes. Pyeritz RE, et al. Johns Hopkins Med J 1980 


Jan; 146(1):28-32 
urn. Pearl WR, et al. 


classification _s secondary defect 


, et al. 
” Abstr.) (Rus) 


‘otal anomalous s systemic venous ret 
South Med J 1980 Feb;73(2): 259-61 


[Rare etiology of hemiplegia with young adult: paradoxical 
embolism (author’s trans! 
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Effect of sublethal heat injury on tumour induction and RNA 
synthesis in A, ium tumefaciens. Sobota AE. 
Microbios 1978;23(92):115-26 

Comparison of temperature measurements and fundus 

lectometry in laser coagulation. Gabel VP, et al. 
Probl Ophthalmol 1979;20:169-73 

The temperature and pH t transition of hen 
lysozyme. Characterization of two temperature-defined 
domains and of an N-acetylglucosamine 
(inhibitor)-insensitive form. t-Blancard J, et al. 

Mol Biol Rep 1979 Aug 31;5(3): ee 

The distribution of enthalpies in 
conventionally-raised antibody populations Johnston MF, 
et al. Mol Immunol 1979 Sep;16( oe 

Heat inactivation of rat and mouse . Prouv 
A, et al. Mol Immunol 1980 Feb; Feb; 7 2): 247-53 

Micronuclei in bone-marrow cells of mice subjected to 
hyperthermia. Chrisman CL, et al. Mutat Res 1980 Jan; 
77(1):95-7 

The effect of temperature on the formation of mutagens in 
heated beef stock and cooked ground beef. Dolara P, et 
al. Mutat Res 1979 May;60(3):231-7 

Hyperthermic enhancement of chromosome damage and lack 
of effect on sister-chromatid exchanges induced by 
bleomycin in Chinese hamster cells in vitro. Vig BK. 
Mutat Res 1979 Jul;61(2):309-17 

Cholesterol levels inversely reflect the thermal sensitivity of 
mammalian cells in culture. Cress AE, et al. Nature 1980 
Feb 14;283(5748):677-9 

Pressure inhibits thermal killing of Chinese hamster ovary 
fibroblasts. Minton KW, et al. Nature 1980 Jun 12; 
285(5765):482-3 

Autoradiographic study on the effect of h rmia (42.5 
degrees C) on the proliferation kinetics of solid tumors in 
children. Willnow U. Neoplasma 1980;27(1):47-53 

Effects of heat shock on gene expression and subcellular 
protein distribution in Chinese hamster ovary cells. 

G, et al. Nucleic Acids Res 1979 Dec 11;7(7):1739-47 

Thermal hazards in mastoid surgery: an evaluation of 
instruments and irrigation techniques. Keim RJ, et al. 
Otolaryngol Head Neck Surg 1979 Tul-Aug.87(4)s4 472-8 

Single trial analysis of evoked potentials to noxious thermal 
stimulation in man. Carmon A, et al. Pain 1980 Feb; 
8(1):21-32 

Heat pain sensitivity of human skin after mild heat injury 
and its lack of dependence of the local blood flow. Lynn 
B. Pain 1980 Apr;8(2):189-96 

Metopic craniostenosis as a consequence of fetal head 
constraint: two interesting experiments of nature. Graham 
JM Jr, et al. Pediatrics 1980 May;65(5):1000-2 

Effect of spinal cord temperature on carotid blood flow in 
the Pekin duck. Bech C, et al. Pfluegers Arch 1980 Jun; 
385(3):269-71 

The measurement of rectal and testis temperature in 
conscious mice, with observations on the effect of direct 
heating. Cairnie AB, et al. Phys Med Biol 1980 Mar; 
25(2):317-22 

Quantification of thermal comfort parameters using a 
behavioural indicator. Attia M, et al. Physiol Behav 1980 
May;24(5):901-9 

Stimulator for producing small, heated aerosols. Dean J. 
Physiol Behav 1979 Sep;23(3):583-4 

Interaction of central and superficial peripheral 
thermosensors in control of thermoregulatory behaviors 
of the rat. Roberts WW, et al. Physiol Behav 1979 Sep; 
23(3):503-12 

Effect of physical training in cool and hot environments on 
+Gz acceleration tolerance in women. Brock PJ, et al. 
Physiologist 1979 Dec;22(6):S41-2 

Caloric value of cardiac mse to hot environments. Darre 
MJ, et al. Poult Sci 1979 Jul;58(4):807-9 

Postprandial serum creatinine increase in normal subjects 
after eating cooked meat. Jacobsen FK, et 
Proc Eur Dial Transplant Assoc 1979;16: 506-12 

Thermally induced biosynthesis of 2° ~O-methylguanosine in 
tRNA from an extreme thermophile, Thermus 
ania ay: HB27. Kumagai I, et al. 

Natl Acad Sci USA 1980 pede 77(4):1922-6 

Effects of bradykinin and radiant heat on dorsal horn 
nociceptive neurons in the cat. Soja PJ, et al. 
Proc West Soc 1980;23:211-3 

The effects of microwave radiation and heat on 
mutants of Salmonella typhimurium LT2. Blevins RD, et 
al. Radiat Res 1980 Jun;82(3):511-7 

Fractionation of combined heat and _ radiation in 
asynchronous CHO cells. I. Effects on radiation sensitivity. 
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Henle KJ, et al. Radiat Res 1979 Nov;80(2):369-77 
Time-temperature conversions in tio! 
hermia. Henle KJ, et al. 


hermal 
intestine of mouse. Hume SP, et al. Radiat Res 1980 Jun; 
82(3):526-35 
Some effects of fractionation on the response of the mouse 
ear to combined heat and X rays. Law MP. Radiat Res 
1979 Nov;80(2):360-8 


Similarities in cellular inactivation by Se or by 
ethanol. Li GC, et al. Radiat Res 1980 May;82(2):257-68 

Reduction of rat thymocyte interphase death by 
hyperthermia. Ohyama H, et al. Radiat Res 1980 May; 
82(2):342-51 

Radiosensitivity and recovery from radiation damage in 
cultured CHO cells exposed to hyperthermia at 42.5 or 
45.5 degrees C. Raaphorst GP, et al. Radiat Res 1979 Aug; 
79(2):390-402 

Comparison of two mathematical models for describing 
heat-induced cell killing. Roti JL, et al. Radiat Res 1980 
Mar;81(3):374-83 

Factors affecting the heat-induced increase in protein content 
of chromatin. Roti Roti JL, et al. Radiat Res 1980 Jan; 
81(1):138-44 

Two types of interphase death of lymphocytes ape to 
temperatures of 37--45 degrees C. Schrek R, et al 
Radiat Res 1980 Apr;82(1):162-70 

Fractionation of combined heat and radiation in 
asynchronous CHO cells. II. The role of cell-cycle 
redistribution. Tomasovic SP, et al. Radiat Res 1979 Nov; 
80(2):378-88 

Procaine-mediated modification of membranes and of the 
response to X irradiation and hyperthermia in mammalian 
cells. Yau TM. Radiat Res 1979 Dec;80(3):523-41 

Toxicity of digoxin in acutely and chronically heat-exposed 
rats. Hovevey-Sion D, et al 

1979 Sep; 


es Commun Chem Pathol Pharmacol 
25(3):517-24 
Heating at 56 degrees C does not eliminate immune 
complex-bound Clq. Teppo AM, et al 
J Immunol 1979; 10(5):431-5 
The effects of moderate heat stress on mental performance. 
Wyon DP, et al. Scand J Work Environ Health 1979 Dec; 
5(4):352-61 
Differential radiosensitivity of two mammalian cell lines after 
hyperthermic aa. Liicke-Huhle C, et al. 
Strahlentherapie 1979 Sep;155(9):649-54 
Heat-induced ahem ha of UK molecules. Matsuo O, et 
al. Thromb Res 1979;16(1-2):265-8 
Production of pigment precursors in Serratia marcescens at 
elevated temperatures. Katz DS, et al. 
Trans Kans Acad Sci 1980 May;83(2):91-4 
Suppression of the in vivo cytotoxic T lymphocy te response 
with heat-treated allogeneic cells. Chiu KM, et al. 
Transplantation 1980 Feb;29(2):159-60 
Ethanol and heat-treated plasma fractionation methods in 
South Africa ae Schneider W. Vox Sang 1979;36(6):376 
An evaluation of N-ethyl-maleimide-induced lipid 
peroxidation in platelet concentrates stored at 4 or 22 
degrees C. Valbonesi M, et al. Vox Sang 1979;37(3):187-92 
[Tracing the changes in the cellular makeup of 
Saccharomyces carlsbergensis after thermal processing for 
decreasing the amount of ribonucleic acid] Balasheva M, 
et al. Acta Microbiol Bulg 1979;5:74-9 (Eng. Abstr.) 
(Bul) 
[The effect of heat and cold on the respiratory system. A 
review] Krysa I. Fysiatr Reumatol Vestn 1979 Oct; 
57(5):290-6 G3 ref.) (Eng. Abstr.) (Cze) 
[Changes in plasma electrolytes and their regulatory 
hormones during an acute exposure to heat. Human studies 
in a Finnish sauna] Dumoulin G, et al. 
C R Soc Biol (Paris) 1980;174(2):146-50 (Eng. = 
(Fre) 
[Survival of acclimatized and hypothyroid rats at 40 degrees 
C (author’s transl)] Oufara S, et al. J Physiol (Paris) 1980; 
76(2):167-71 (Eng. Abstr.) (Fre) 
[Electric current and high gy! wave heating processes 
(author’s transl)] Dutreix J, et al. J Radiol 1979 Nov; 
60(11):669-73 (11 ref.) (Fre) 
[Effect of magnesium ions on the thermostability of inorganic 
joey oe powey from baker’s yeast] Frémmel C, et al. 
Biol Med Ger 1979;38(10):1399-412 (Eng. Abstr.) 
(Ger) 


[Identification of sub-lethally damaged Salmonella after heat 
treatment] Zimmermann T, et al. 
Mi Tieraerztl Wochenschr 1979 Nov 15; 
92(22):441-5 (Eng. Abstr.) (Ger) 
[Heat expansion of composite resins stored in water] 
Dermann K, et al. Dtsch Zebnacratl Z 1979 Sep;34(9):684-6 
(Eng. Abstr.) (Ger) 
[Effect of the amount of the nutrient medium and the action 
of small concentrations of noxious substances on the heat 
production in bacterial broth cultures] Hartung J. DTW 
1979 Nov 5;86(5):422-6 (Eng. Abstr.) (Ger) 
[Thermal effects on the feed additive, zinc bacitracin] 
Kaemmerer K, et al. DTW 1979 Oct 5;86(10):405-9 (Eng. 
Abstr.) (Ger) 
[Geomicrobiological studies. XIII. Microorganisms and 
formation of deposits in hot sulfur lakes on Hokkaido 
(Japan)] Schwartz A, et al. Z Allg Mikrobiol 1979; 
19(7):497-510 (Ger) 
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[The occupational hygienic evaluation of the combined 
action of eek” abiaooe and high ambient 
temperature on the organism] Schmidt P. 

Z Hyg 1980;26(6): 393-8 mg Abstr.) (Ger) 

[Modern heat protective clothing] Peter H. 

Zentralbl Arbeitsmed Arbeitsschutz Prophyl 1979 Jul; 
29(7):177-80 (Ger) 
ae ee of spore producers in meat heated up in fat] Hoppe 
et al. Zentralbl Veterinaermed [B] 1979 Aug:26(6): £10-4 


(ing. Abstr.) (Ger) 
[‘Sharav’ in the Middle East] Levy M. Harefuah 1978 Dec 
15;95(12):440-2 (Heb) 
[Acclimatization to heat] Udassin R, et al. Harefuah 1980 
Jan 1;98(1):31-4 (Heb) 
[Enhanced cell killing by h *Nekajime -_ irradiation in 
KK-47 cells (author’s )] Naka: 
Nippon Hinyokika Gakkai Zasshi 1980. Ape: 71(4):363-77 
(Eng. Abstr.) (Jpn) 
[Heat-shock in a model system of gene 
expression control (author's ti cai Tsuchiyama §S, et al. 
Tanpakushitsu Kakusan Koso 1979;24(12): 1367-75 Gpa) 
decomposition products of guaiazulene (author's 
transl)] Satoh K, et al. Yakugaku Zasshi 1979 Sep; 
99(9):958-60 (Eng. Abstr.) (Jpn) 
[Microbiological control of Se © procedures in 


odontologic practice a 

Nor T; yr" 900) 37-43 (Nor) 
[Effect of long-term R.A, in ootiteaneal ten ~ = 

hysiologi rs in urgists] Spioc! , 
Med Pr 1979; 50(6): 2393-401 (En: Eng. Abstr.) (Pol) 
[Effect of high environmen temperature on the 
ultrastructure of the hypothalamo-hypophyseal system in 
rats] Gajkowska B. Neuropatol Pol 1980 Jan-Mar; 
18(1):1-13 (Eng. Abstr.) (Pol) 
[Food habits and —? — of workers in hot 
microclimate] Nowicka et al. Rocz Panstw Zakl Hig 
1980;31(1): 7 27 (Eng. Abstr.) (Pol) 
[Regulation of central and peripheral temperatures during 
exposure to heat (mathematical model study)] Ermakova 
Il. Fiziol Zh SSSR 1980 Mar;66(3):394-9 us) 
[Comparative characteristics of the bioelectrical activity of 
the rabbit brain during different adaptation processes] 

Le-van-Ngi. Fiziol Zh SSSR 1979 a 
us) 
[Changes in carbohydrate digestion enzymes and liver 

glycogen during heat adartation] Rakhimov K, et al. 

| Zh SSSR 1979 Jul; "65(7). 1024-32 (Eng. Abstr.) 
(Rus) 
[Changes in blood filling of different vascular regions in 
rabbits following local thermostimulation of the skin] 
Tsitsurin VI, et al. Fiziol Zh SSSR 1979 Oct;65(11):1671-7 
(Eng. Abstr.) (Rus) 
[Modifying influence of extreme temperature on the radiation 
effect depending on body adaptation to heat. II. An analysis 
of the potential damages in a line adapted to heat] 
Tikhomirova MM. Genetika 1980; 16(2):290-8 (Eng. Abstr.) 
(Rus) 


[Relationship between the body’s adaptation to heat and the 
modifying effect of extreme temperature on the effect of 
radiation. III]. Role of genotype and environment in 
determining the intensity of the mutation process] 
Tikhomirova MM. Genetika 1980; 16(3):470-7 (Eng. Abstr.) 

(Rus) 

[Comparative study of the sedimentation rate of the fibroblast 
DNA of persons of varying ages and of the HeLa tumor 
cell line before and after their moderate heating] Vilenchik 
MM, et al. Izv Akad Nauk SSSR [Biol] 1980 Jan-Feb; 
(1):45-53 (Eng. Abstr.) (Rus) 

{Effect of high environmental temperature on human work 
capacity] Azhaev AN, et al. Kosm Biol Aviakosm Med 1980 
Mar-Apr; 14(2):35-8 (Eng. Abstr.) (Rus) 

(Method of preserving the er ae components of urine by 
heating] Syzrantsev IuK, et al 1980;(2):117- 3 

(Rus) 

[Heat resistance of the eggs of a mulberry silkworm strain 
adapted to a subtropical climate] Rat’kin EV. 

Ontogenez 1979;10(4):397-401 (Eng. Abstr.) (Rus) 

{Enzyme spectrum of the small intestine during adaptation 
to different heat exposure procedures] Korotina NA, et 
al. Patol Fiziol Eksp Ter 1979 Jul-Aug;(4):59-60 oe. 
Abstr.) (Rus) 

{Effect of the sequence of heat exposure on yeast 
radiosensitivity] Petin VG, et al. Radiobiologiia 1979 
Nov-Dec;19(6):910-2 (Eng. Abstr.) (Rus) 

[Physiological polymorphism of grass frog populations. IV. 
Effect of stress on the phenotypic expression of population 
polymorphism judged by the level of heat resistance of 
muscle tissue] Dzhamusova TA, et al. Tsitologiia 1980 Feb; 
22(2):222-6 (Eng. Abstr.) (Rus) 

[Reaction of isolated muscle tissue from different frog species 
to experimental heat tempering. I. Effect of temperature] 

Mironova AP. Tsitologiia 1980 Jan;22(1):33-6 (Eng. Abstr.) 

(Rus) 

[Volumetric change in the adrenocorticocyte nuclei of white 
rats during overheating] Pugachev MK. Tsitologiia 1980 
Jul;22(7):866-8 (Eng. Abstr.) (Rus) 

[Immunogenicity of the rabies virus treated with phenol, 
beta-propiolactone and heat] Sazanova Ela, et al. 


Veterinariia 1980 Mar;(3):32-3 (Rus) 


{Express method of determining the heat resistance of 


smallpox vaccine] Stepanov GM, et al. Vopr Virusol 1979 
Jul-Aug;(4):431 (Rus) 


1980 


[Experimental investigation of the —s of kidneys 
during warm ischemia] Georgiev M. 

Acta Chir toned a 89-95 (Eng. one) 
'wo-com tal model of kinetics of heat-damaged 
for the functional test 
ystem (author’s trans!)] 
Mikulecky ¥ et al. Bratis! Lek Listy 1980;74(1):17-29 
(Eng. Abstr. (Slo) 


[Nutritional Slaaditnen of nt pees of canned 
food] Barreiro Méndez JA, et al 
Jun;29(2):208-19 (Eng. Abstr.) 
ransfer of humoral immunity to Trypanosoma cruzi 
induced by heat in mice] Guhl F, et al. 
1979 Sul-Aug:21(4): 166-71 
(Spa) 


Latinoam Nutr 1979 
(Spa) 


Rev Inst Med Trop Sao 
(Eng. Abstr.) 


ADVERSE EFFECTS 


yte caused by the Haemotherm microwave 

blood warmer. Linko K, et al. Acta Anaesthesiol Scand 
1979 Aug;23(4):320-8 

Influence of the Taurus radiowave blood warmer on human 
red cells. Hemolysis and erythrocyte ATP and 2,3 DPG 
concentrations following warming by  radiowaves, 
microwaves and water bath. Linko K, et al. 
Acta Anaesthesiol Scand 1980;24(1):46-52 

The effect of exposure to heat on intraocular pressure. 
Shapiro S 8 et 


Albrecht Von Graefes Arch Klin Exp Ophthalmol 1979 May 
7;210(3):183-5 


comparison of heat stress indices in a hot-humid 

environment. Pulket C, et al. Am Ind Hyg Assoc J 1980 
Jun;41(6):442-9 

Leydig cell function and morphology in the rat testis “ 
exposure to heat. Damber JE, et al. Andrologia 1 
Jan-Feb; 12(1):12-9 

Thermal keratoses and squamous cell carcinoma in situ 
associated with erythema ab igne. Arrington JH 3d, et al. 
Arch Dermatol 1979 Oct;115(10):1226-8 

Response of mouse kidney to hyperthermia: pathology and 
temperature—dependence of injury. Elkon D, et al. 
Arch Pathol Lab Med 1980 Mar;104(3):153-8 

Heat stress exposure of aerial spray pilots. Gribetz B, et al. 
Aviat Space Environ Med 1980 Jan;5i(1):56-60 

Effect of various exposure times to hyperthermia and 
hypothermia on spontaneous contractions of the adult 
rabbit isolated testicular capsule. Davis JR, et al. 
Biol Reprod 1979 Sep;21(2):413-7 

Effect of heat exposure on in vitro intestinal transport and 
utilization of glucose in the rat. Toraason MA, et al. 
Can J Physiol Pharmacol 1980 Apr;58(4):424-8 

Formation of mutagens in cooked foods. II. Foods with high 
starch content. Spingarn NE, et al. Cancer Lett 1980 Mar; 
(1):7-12 

A case of hot water epilepsy in the monozygotic cotwin. 
Itoh N, et al. Folia Psychiatr Neurol Jpn 1979;33(3):329-30 

Thermal stress and physiological strain in rural based small 
ceramic industry. Ghodasara NB, et al. 
Indian J Med ‘Res 1979 Dec;70:970-9 

Cardiovascular changes during varied thermal stress. Rai UC, 
et al. Indian J Physiol Pharmacol 1980 Apr-Jun; 
24(2):119-25 

Factors for consideration in the interpretation of the adverse 
effects of elevated environmental temperatures on 
reproduction in the male rat. Bedrak E, et al. 
Int J Biometeorol 1980 Jun;24(2):117-28 

The influence of short-term exposure to tropical sunlight 
on boar seminal characteristics. Egbunike GN, et al. 
Int J Biometeorol 1980 Jun;24(2):129-35 

Short term post-partum heat stress in dairy cows. Fuquay 
JW, et al. Int J Biometeorol 1980 Jun;24(2):141-8 

Physiologic responses of dairy calves to environmental heat 
stress. Reuwath JG, et al. Int J Biometeorol 1979 Nov; 
23(3):243-54 

Plasma water shifts during thermal dehydration. Horowitz 
M, et al. J Appl Physiol 1979 Oct;47(4):738-44 

Thermal homeostasis in pregnant rats during heat stress. 
Wilson NE, et al. J p Physiol Psychol 1979 Jun; 
93(3):585-94 

Heat and gary activity. Pearl AJ. J Fla Med Assoc 1980 
Apr;67(4):396- 

The: a of erythrocyte acid phosphatase 

isozymes in a case sample. Yeshion TE. J Forensic Sci 1980 
Jul;25(3):695-8 

Differential inhibitory effects of medial and lateral midbrain 
stimulation on spinal neuronal discharges to noxious skin 
heating in the cat. Carstens E, et al. J Neurophysiol 1980 
Feb;43(2):332-42 

Health care of people at work. Controlling persons working 
in heat. Fernandez RH. J Soc Occup Med 1980 Jan; 
30(1):40-2 

Hazards of overheating in | ge connected equipment 
[letter] Shaw A, et al. Lancet 1980 Apr 26;1(8174):933 

Is overheating a factor in some unexpected infant deaths? 
Stanton AN, et al. Lancet 1980 May 17;1(8177):1054-7 

Electric blanket hazard. Shafer N. NY State J Med 1980 
Feb;80(2):238-9 

Heat oedema: a clinical study. Sitprija V. 
Postgrad Med J 1979 Oct;55(648):728-9 

Effect of diet composition on feed intake and growth of 
chicks under heat stress. II. Constant vs. cycling 
temperatures. Dale NM, et al. Poult Sci 1980 Jul; 
59(7):1434-41 





Acute thermal stressors and synthesis of antibodies in 
chickens. Regnier JA, et al. Poult Sci 1980 May; 
[Pheolopical heat ilibri d work hot 
lo t equilibrium during in a 
environment in the automobile ind a ee of the 
WBGT index] Vander Putten 
Arch Belg Med Soc 1979 Tal:39¢7),404-22 (Eng. Abstr.) 


[Heat-induced salivary gland h hy: change duri 
chronic heat — (34 de, Pa mcg -y (author’s during 
Curé M, et al. J Physiol (Paris) 1 1979;75(5):581-8 Eng. 
Abstr.) 

[Type-soldering finger] Schubert H, et al. 

Derm Beruf Beruf Umwelt 1978;26(2):52-3 (Eng. Abstr.) (Ger) 

[Clinical and immunological studies on d heat 
urticaria (author’s transl)] Wiithrich B. Dermatologica 1979; 
159(5):371-6 (Eng. Abstr.) (Ger) 

[Influence of hy; ia on toxic side — of cytostatic 





ents (author’s transl)] Neumann H, et 
Klin W Wochenschr 1979 Dec 17;57(24): Te *s (Eng. —) 
(Ger 


[On the exposure of ceramics bakers to infrared radiation} 
Reinhardt K, et al. Z Gesamte Hyg 1979;25(11):806-7 Eng. 
Abstr.) 

[General understanding of work physiology and oat 
hygiene during stress in workers in fully mechanized plants 
at higher contact heat) Schwarz HG. 

Zentralbl Arbeitsmed Arbeitsschutz Prophyi 1979 Dec; 
29(12):315-8 (Ger) 


[Adaptation of peripheral circulation to exertion in 
hyperthermia. II. Effects of raubasine] Di Gregoli A, et 
al. Boll Soc Ital Cardiol 1979;24(2):121-6 (Eng. -_ 

ita) 


[Mechanism of the increase of plasma renin activity (PRA) 
in environmental hyperthermia] Li Vecchi M, et al. 
Boll Soc Ital Cardiol 1979;24(2):117-9 (Eng. Abstr.) ' 

(Ita) 


[Problems concerning bone union influenced by heat 
emg 3 in osteotomy (author’s transl)] Ohtaki E. 
ippon Seikeigeka Gakkai Zasshi 1979 Dec;53(12):1839-55 
ig. Abstr.) (Spn) 
[Reaction of the bodies of rats to as after pleana 
hypokinesia] Vasil’ev PV, et al 
Kosm Biol Aviakosm Med 1979 Sep-Oct; 13(5):35-41 (Eng. 
Abstr.) 


DIAGNOSTIC USE 


Skin temperature over a heat source: experimental studies 
and theoretical calculations. Nilsson SK, et al 
Ann NY Acad Sci 1980;335:416-28 
[Evaluation of the heated cross-thermocouples technique for 
measurement of myocardial tissue blood flow (author's 
transl)} Fujii Y, et al. 
Nippon Kyobu Geka Gakkai Zasshi 
27(11):1498- 7506 (Eng. Abstr.) 


THERAPEUTIC USE 


Effect of hyperthermia alone and in combination with 60Co 
radiation on the growth of B16 melanoma in mice. Wahl 
A, et al. Oncol Radiat Phys Biol 1979; 
18(4):343-56 


Extreme hypothermia and ventricular fibrillation. DaVee TS, 
et al. Ann Emerg Med 1980 Feb;9(2):100-2 

Heat transfer problems during local perfusion in cancer 
treatment. Cavaliere R, et al. Ann NY Acad Sci 1980; 
335:311-26 

Monitoring of tissue temperature during hyperthermia 
therapy. Cetas TC, et al. Ann NY Acad Sci 1980;335:281-97 

The application of the bioheat equation to the design of 
thermal protocols for local hyperthermia. Cravalho EG, 
et al. Ann NY Acad Sci 1980;335:86-97 

Rationale for use of hyperthermia in cancer therapy. Dewey 
WC, et al. Ann NY Acad Sci 1980;335:372-8 

Temperature range and selective sensitivity of tumors to 
hyperthermia: a critical review. Dickson JA, et al. 
Ann NY Acad Sci 1980;335:180-205 

Some heat transfer problems associatec with heating by 
ultrasound, microwaves, or radio frequency. Hahn GM, 
et al. Ann NY Acad Sci 1980;335:327.-51 

Heat a in whole-body hyperthermia. Law HT, et al. 

Acad Sci 1980,335: 298-310 

The Boy! of tissue environmental factors on the kinetics and 
morphology of tumor cells exposed to hyperthermia. 
Overgaard J, et al. Ann NY Acad Sci 1980;335:254-80 

Hyperthermic perfusion for melanoma of the extremities: 
experience with 165 patients, 1967 to 1979. Stehlin JS Jr. 
Ann NY Acad Sci 1980;335:352-5 

Thermally induced resistance to hyperthermic damage. Suit 
HD, et al. Ann NY Acad Sci 1980;335:379-82 

The use of hyperthermia within the frame of cancer multistep 
therapy. von Ardenne M, et al. Ann NY Acad Sci 1980; 
335:356-61 

Rheumatoid arthritis: failure of daily heat therapy to affect 
its progression. Mainardi CL, et al. 
Arch Phys Med Rehabil 1979 Sep;60(9):390-3 

Mycobacterium ulcerans infection: treatment with rifampin, 
hyperbaric oxygenation, and heat. Krieg RE, et al. 
Aviat Space Environ Med 1979 Sep;50(9):888-92 

Influence of tumour volume and cell kinetics on the response 
of the solid Yoshida sarcoma to hyperthermia (42 degrees 
C). Calderwood SK, et al. Br J Cancer 1980 Jan;41(1): 2-32 


1979 Nov; 
(Jpn) 


CUMULATED INDEX MEDICUS 


Effect of misonidazole and hyperthermia on _ the 
radiosensitivity of a C3H mouse mammary carcinoma and 
its surrounding normal tissue. Over; J. 

Br J Cancer 1980 font: 10-21 
yperthermia, including physics, 
secrecy Meeting held November 
abstracts] Br J Radiol 1980 Mar;53(627):265-6 
_for producing localized measurable 
icial rat tumours using ultra-high 
frequency 
Jan;53(625):33-7 


ibe PB, et al. Br J Radiol 1980 
A multi-channel system for microwave heating of tissues 
Hand JW. Br J Radiol 1979 Dec;52(624):984-8 
studies with combined X rays and 
hyperthermia in vivo. Stewart FA, et al. Br J Radiol 1980 
Apr;53(628):346-56 
A broad band microwave tumours. 
* ican S, et al. Br J Radiol 1980 Jan;53(625):31-3 
Effects of hyperthermia in a rw eT tumor. Fajardo LF, 
et al. Cancer 1980 Feb;45(3):613-23 
yet eile gs local hyperthermia in combination with 
radiotherapy of human mali ~~ appealed alates 
Cancer 1980 Feb 15,45(4): 638-46 
In vitro ther py of human colon cancer cells 
with cie-dichlorodiammineplatinums(I) and mitomycin C. 
Barlogie B, et al. Cancer 1980 Apr;40(4):1165-8 
Treatment of VX2 carcinomas in rabbits by percutaneous 
intratumoral injection of heated 0.9% NaCl solutions. 
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y. Apropos of 2 fatal cases] Ducrot P, et al. 
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Effects of exercise in the heat on predisposition to heatstroke. 
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Sprung CL, et al. Arch Intern Med 1980 May;140(5):665-9 

Effect of calcium deficiency on survival time of young 
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. Weiner JS, et al. Lancet 1980 Mar 8; 4g Lane Pa 
uaeaeien of heat exhaustion in Sydney’s Sun 
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Non-secretory alpha-chain disease in intestinal lymphoma 
7 eames JC, et al. N Engl J Med 1980 Jul 3; 

1): 

[Hodgkin’s disease occurring 4 years after alpha-chain disease 
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Van Bergegk L, et al. Clin Lab Haematol 1980:2(1).83- —8 

G1 heavy chain disease: clinicopathological, ultrastructural 
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and d hibernation. Helle B “y . Cryobiology 1980 
Feb; 17(1):74-92 

Role of glucose and catecholamines in the regulation of 
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Testing for the recovery of Yersinia enterocolitica in foods 
and their ability to invade HeLa cells. Lee WH. 
Contrib Microbiol Immunol 1979;5:228-33 

Rhinovirus type 14 persistence in HeLa cells studied by use 
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not X-ray-induced damage in mammalian cells. Collins A, 
et al. Nucleic Acids Res 1979 Nov 10;7(5):1311-20 
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[Experimental studies of the influence of metals on the 
oxidation of some alimentary of pharmaceutical fats] 
Nastasé V, et al. Rev Med Chir Soc Med Nat Iasi 1979 
Oct-Dec;83(4):629-33 (Eng. Abstr.) (Rum) 
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pts on ex! respiration and exchan, 
ure newborns with pneumopathies} Nikulina LI, et 
ti Pediatriia 1980 Mar; 3(3):59 (Rus) 


HELIX (SNAILS) 


[Response of central neurons of the edible snail to exposure 

to lener radiation of different wavelengths] Prokhorov AM, 

et al. Dokl Akad Nauk SSSR 1980;251(3):766-8 (Rus) 

[Effect of ginseng preparations on the activity of identified 
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Lang W. MMW 1979 Dec 14;121(50):1693-6 (Eng. got 

(Ger) 
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carnivores from the rolling plains of Texas. Pence DB, 
et al. J Parasitol 1980 Feb;66(1):115-20 

Helminth fauna of waterfowl in central Oklahoma. Shaw 
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Mechanism of host restriction of adenovirus-associated virus 
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The effects of self-selection on trainees’ verbal helping skills 
performance. Ginsberg MR, et al. 

Am J Community Psychol 1979 Oct;7(5):577-81 

Sex differences in bystander intervention in a theft. Austin 
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Oct;37(10):1822-34 

Perceived distinctiveness of the handicapped. Pancer SM, 
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DRUG EFFECTS 


Increased utinability and haemadsorption of Marek’s 
disease RS line 1 lymphoblastic cells after 


concanavalin A treatment. Benda V, 
Folia Biol (Praha) 1979;25(5):288-92 
= of glutaraldehyde and other drugs - concanavalin 
A-mediated red blood cell t, 
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A, et al. Experientia 1979 Aug 15;35(8):1086-7 
Po Sa virus haemagglutinin signal sequence. McCauley 
J, et al. FEBS Lett 1979 Dec 15; "108(2): 422-6 
Haemagglutineting activity of leucoagglutinin after 
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Sialidase-enhanced lectin-like mechanism for Actinomyces 
viscosus and Actinomyces naeslundii hemagglutination. 
Ellen RP, et al. Infect Immun 1980 Feb;27(2):335-43 
Agglutination of human erythrocytes by Fusobacterium 
nucleatum: factors influencing hemagglutination and some 
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(Dufresne) & the reaction of their erythrocytes with lectins. 
More KN, et al. Indian J Exp Biol 1979 Dec;17(12): 1330-2 
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[A case of ibach-Merritt syndrome accompanied with 
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Nov;131(5):508-10 (Eng. Al (Ger) 
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Scand J Haematol 1979 Jul;23(1):5-9 
A structural model for the kinetic behavior of hemoglobin. 
Moffat K, et al. Science 1979 Nov 30;206(4422):1035-42 
Effect of phenobarbital on turnover of hepatic heme in rats. 
Kirshenbaum G, et al. Surg Forum 1979;30:386-8 
[Mechanism of heme catabolism (author's transl)] Yoshida 
T, et al. Seikagaku 1979 Jul 25;51(7):493-504 (70 = 
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PHARMACODYNAMICS 


Exogenous heme restores in vivo functional capacity of 
hepatic cytochrome P-450 destroyed 7 
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Biochem Biophys Res Commun 1979 ul on: ;89(2):456-63 

Partial purification and characterization of a 90,000-dalton 

ide involved in activation of the eIF-2 alpha protein 
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Wallis MH, et al. Biochemistry 1980 Feb 19;19(4): 798-804 

Control of protein degradation in reticulocytes and 
reticulocyte extracts by hemin. Etlinger JD, et al. 
J Biol Chem 1980 May 25;255(10):4563-8 


PHYSIOLOGY 


Effect of heme depletion on growth, protein synthesis and 
respiration of murine erythroleukemia cells. Tschudy DP, 
et al. Biochem Pharmacol 1980 Jun 15;29(12):1825-31 

Purification and characterization of a protein factor that 
reverses the inhibition of fio synthesis by the 
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98(2): 513-20 

Translocation of delta-aminolevulinate synthase from the 
cytosol to the mitochondria and its regulation by hemin 
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25;255(4):1746-51_ 
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J Cell Physiol 1979 Sep;100(3):467-79 
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Protein synthesis in rabbit reticulocytes: mechanism of 
protein synthesis inhibition by heme-regulated inhibitor. 
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SECRETION 


Secretion of haem by hepatic parenchymal cells. Bissell DM, 
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[Heme iron--an irrational and expensive preventive and 
therapeutic form] Hallberg L. 1980 May 
28;77(22):2081-3 (Swe) 


HEME OXYGENASE see under HYDROXYLASES 


HEMEPROTEINS 


Photoacoustic spectroscopy. Rosencwaig A. 
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Unusual spin-state transitions in the reduction of 
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microperoxidase. Mucchielli A, et er 
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Purified cytochrome P-450: spin-state control of the 
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oxidase and other haem proteins [proceedings] Millar FA, 
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Heme methyl hyperfine-shifted nuclear magnetic resonance 
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[Heat 5: of crystalline and dissolved 
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hog thyroid microsomes {author's transl)] 
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Cloning of soybean 
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Separation and Leese a of the relative concentrations 
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a from ee er a 

characterization. born 


KR, et 
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METABOLISM 
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treatment on acute » A 
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Alterations in tic microsomal cytochrome P-450 
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PHYSIOLOGY 


Oxidation-reduction potentials of haem proteins [letter 
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HEMERALOPIA 


REHABILITATION 
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HEMERYTHRIN see under METALLOPROTEINS 


HEMIANOPSIA 
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COMPLICATIONS 
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1980 Feb; 
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Rev Otoneuroophtalmol 1979 
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patterned half-field stimulation. pin J, et al. 
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occipital origin: say ‘by meats of Haidinger's trshs 
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HEMIANOPSIA 


Fifth ventricle ~~ bitemporal hemianopsia. Case 
won ii et al. J ne ge 1980 Feb;52(2):276-8 
al. South Med J 1980 Feb; 


revealing a juvenile distal 

encep! clinical angiographic and 
thological cases (author's transl)] Arnott G, et al. 
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[A case m multiple fusiform 
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aneurysms presenting 
homonymo thor’s transl)] Amano K, et 


al. No To. Shinkei 1979 ect nese (Eng. Aen 


NURSING 
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ement. Johnson 


79(12):2131-4 


PHYSIOPATHOLOGY 
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et al. Ady Otorhinolaryngol 1979;25:202-7 
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i Ganka Gakkai Zasshi 197 
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PHARMACODYNAMICS 
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HEMICRANIA see MIGRAINE 





HEMIN see under HEME 
HEMIPARESIS see HEMIPLEGIA 
HEMIPELVECTOMY see under AMPUTATION 


HEMIPLEGIA 


Stiff-legged * in 


hemiplegia: surgical correc 
RL, et al. 


rrection. ‘Waters 
Bone Joint Surg [Am] 1979 Sep;61(6A):927-33 
CHEMICALLY INDUCED 


— after single minibolus of labetalol 
hypertensive encephalopathy [letter] Solomons R. 
Br Med J 1979 Sep 15;2(6191):672 


COMPLICATIONS 


Effect of hemiparesis on rheumatoid arthritis [letter] Smith 
RD. Arthritis Rheum 1979 Dec;22(12):1419-20 

Internal fixation of fractures of the neck of the femur in 
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(letter)] Viala JJ, et al. Nouv Presse Med 1980 Jan 12; 


for 


(Fre) 
with be a aphasia in two right-handed 


patients r’s transl)} Pillon B, et al. 
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(Fre) 
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[F i of the femur in elderly 
“patents with spa hemiplega Zn 


Chir Narzadow Ruchu Ortop Pat 1999,04(3): 425-9 3 
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DRUG THERAPY 


Vitamin treatment oe Dente [letter] Tweedie DR. 
Med J Malaysia 1978 Dec;33(2):193-4 


ETIOLOGY 
Pure motor hemi: 





due to 
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associated with an 
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ae Po oe a Arch Neurol 1980 Jun; 


376)37 377-9 
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infection [letter] Jones DB. Br Med J 1 
2(6198):1144 

Peripheral nerve lesions the compartment 
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Paroxysmal hemipareses in childhood. Dittrich J, et al. 

Dev Med Child Neurol 1979 cornea ay 


Nov 3; 


al. Indian 1979 Aue,46(379): 274-8 
A study of acute hemi in children. Malik GK, et al. 
Indian Pediatr ;16(10):867-72 


it cell arteritis. 
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42(11):1066-7 
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The phenomenon of ipsilateral innervation. One case report. 
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a 2 ielealo pis of the 

hemiconvulsion-hemiplegia-epilepsy syndrome. Part II. 
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in juvenile insulin-dependent diabetes 
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ramidal infarction in the medulla [letter] Sadeh M. 
Neurology (Ny) 1979 Nov;29(11):1556 

Treatable extramedullary cord compression. Meningioma as 
a cause of the Brown-Séquard syndrome. Breuer AC, et 

al. Spine 1980 Jan-Feb;5(1):19-22 

Chronic subdural hematoma presentin; 
neurologic deficits. Welsh JE, et i Stroke 1979 epics 
10(5):564-7 

[Rare etiology of hemiplegia with young adult: paradoxical 
embolism (author’s transl)] Goasguen J, et al. 

Rev Neurol (Paris) 1979 Mar;135(3): 279-84 (Eng. Aj 


[A case of hemiparesis associated with a craniopharyngioma 
(author’s transl)} Yada K, et al. No Shinkei Geka 1980 J Jun; 
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[Herpes zoster Fea followed by dennsieage 
hemiparesis (author’s transl)] Onoda M, et al. 

Rinsho Shinkeigaku 1979 Aug;19(8): 496.503 (Eng. At) 
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[Atypical neurological symptoms of toxoplasmosis in a child] 
Wrdéblewski T, et al. Wiad Parazytol 1979;25(1):63-7 (Eng. 
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OCCURRENCE 


Acute hemiplegia in children. Gastaut H, et al. 
Ady Neurol 1979;25:329-37 


PATHOLOGY 


Posthemiplegic shoulder-hand syndrome, with special 
reference to related cerebral localization. Eto F, et al. 
J Am Geriatr Soc 1980 Jan;28(1):13-7 


PHYSIOPATHOLOGY 


Comparison of actual and simulated EMG biofeedback in 
the treatment of hemiplegic patients. Hurd WW, et al. 
Am J Phys Med 1980 Apr; 59(2): 73-82 

Resistance to non-depolarizing muscle relaxants in paretic 
upper extremities of patients with residual hemiplegia. 
Moorthy SS, et al. Anesth Analg (Cleve) 1980 Aug; 
59(8):624-7 

Brain activation in the presence of brain damage. Halsey JH 
Jr, et al. Brain Lang 1980 Jan;9(1):47-60 

Electromyographic study of polysynaptic responses from 
muscles not supplied by the stimulated nerve: preliminary 
report. Vernea J. Clin Exp Neurol 1978;15:204-14 

[Statistical evaluation of the clinical uses of Hoffman’s reflex 
in childhood hemipareses] Lehovsky M, et al. 

Cesk Neurol Neurochir 1980 Mar;43(2):93-8 (Eng. Abstr.) 
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PSYCHOLOGY 
The restricted effects of right-hemisphere lesions after age 


1980 


uae. BT. Neuropsychologia 1980; 

[Psychological analysis of a mild case of mixed aphasia 

associated with fri of a origin. 
ez Gonzalez A 
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its ex; tion 
Auten Late Esp Neurol coe Neurol Psiquiatr 1980 Jan-Feb: 8(1): 5-0 


(Eng. Abstr.) 


RADIOGRAPHY 


Radiological studies in acute infantile hemiplegia syndrome. 
Malik GK, et al. Indian Pediatr 1979 Aug:16(8) 689-92 


REHABILITATION 


Positional feedback and electrical stimulation: an automated 
treatment for the hemiplegic wrist. Bowman BR, et al. 
Arch Phys Med 1979 Nov;60(11):497-502 

and ambulation 7. or a ten year 
tive study. Ofir R, 
Med —— 1580. Mia ;61(5):216-20 
iplegia and bracing. W: jesinha © M Med J Aust 1979 Jul 
28; ee is 76-8 

Lapboard modification to help support a flaccid u uP 
extremity. Enstrom J, et al. Phys Ther 1980 Jun;60(6):7 tard 

Procedures for EMG biofeedback training in involved upper 
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Phys Ther 1979 Dec;38(12):1500- 

Clinical experience of e! aia 

pee By patients. Merletti R, et al. 
J Rehabil Med 1979;11(3): i121 

Assessment of gait SS in hemiplegics. Hemiplegic gait. 
Wall JC, et al. Scand J led 1979; NO): = 

[Treatment and rehabilitation of oof hemipegics Rabe J 
Med Welt 1979 Sep 7;30(36):132: (Ger) 

[Factors affectin; posers. of eens in patients with Rae 
(author's pce. ete H. Nippon Ronen Igakkai Zasshi 
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[Rehabilitation of patients with hemiplegia] Szawtowski K, 
et al. Pol Tyg Lek 1979 Jul 9;34(28):1107-10 (Eng. Abstr.) 

(Pol) 


stimulators in 50 


SURGERY 


Hemispherectomy for the treatment of epilepsy and behavior 
disturbance. Ameli NO. Can J Neurol Sci 1980 Feb: 
7(1):33-8 


THERAPY 


Electromy: phic feedback treatment of hemiplegia. Marsh 
RW. NZ Med J 1980 Feb 13;91(653):96-7 
Electrical stimulation of wrist and fingers for hemiplegic 
Lo. Baker LL, et al. Phys Ther 1979 Dec;59(12):1495-9 
Swedish knee cage. Management of the hyperextended 
canssee knee. Farncombe PM. Physiotherapy 1980 Jan; 
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HEMIPTERA 


ANATOMY & HISTOLOGY 


Redundant nutritive tubes in insect ovarioles: the fate of an 
extensive microtubule transport system. Bennett CE, et al. 
Cell Biol Int Rep 1979 Oct;3(7):577-83 

[Distribution of sensory fibers of the extremities in the 
neuropile of the abdominal chain of Eurygaster integriceps] 
Tysiachniuk MS. Zh Evol Biokhim Fiziol 1980 May-Jun; 
16(3):320-2 (Eng. Abstr.) (Rus) 


DRUG EFFECTS 


Effect of apholate on neurosecretion of pars intercerebralis, 
fat bodies & ovarian gee of a red cotton bug 
Dysdercus koenigii (F). Taneja SK, et al 
Indian J Exp Biol 1979 Feb:17(2):133-8 


EMBRYOLOGY 


Variations in the total sterols, free sterols and sterol esters 
concentration during embryogenesis in Dysdercus similis 
(Freeman). Saxena YP. Biochem Exp Biol 1978;14(4):385-7 


METABOLISM 


The function of the follicular epithelium in vitellogenic 
Oncopeltus follicles. Kelly TJ, et al. Tissue Cell 1979; 
11(4):663-72 


PARASITOLOGY 


Trypanosoma cruzi (Chagas) (Protozoa: Kinetoplastida) in 
invertebrate, reservoir, and human hosts of the lower Rio 
Grande valley of Texas. Burkholder JE, et al. 

J Parasitol 1980 Apr;66(2):305-11 


PHYSIOLOGY 


Origin and spatial distribution of maternal messenger RNA 
during oogenesis of an insect, Oncopeltus fasciatus. Capco 
DG, et al. J Cell Sci 1979 Oct;39:63-76 


ULTRASTRUCTURE 


An unusual cell surface modification: a double plasma 
membrane. Lane NJ, et al. J Cell Sci 1979 Oct;39:355-72 
Changes in fine structure of the ventral intersegmental 
abdominal muscles in the adult of Rhodnius prolixus. 





1980 
Auber-Thomay M. Tissue Cell 1979;11(4):655~-62 


HEMOBILIA 


COMPLICATIONS 


Non-traumatic hemobilia. Botoman VA, et al. 
Johns Hopkins Med J 1980 Mar; 14643) $05-9 


DIAGNOSIS 


Endoscopy and endoscopic retro 
graphy findings in traumatic liver 
injury ‘and hemobilia. -Locke DL, et al. 
Am J Gastroenterol 1980 Feb;73(2):162-4 
Hemobilia: endoscopic diagnosis and association with 
pancreatitis. Kaplan RP, et al. Dig Dis Sci 1980 Feb; 
25(2):140-4 
End ic observations of hemobilia. Lehman GA, et al. 
Endosc 1979 Aug;25(3):110-2 
Diagnosis of haemobilia by duodenoscopy. Rose J, et al. 
Postgrad Med J 1980 Feb, ;56(652):133-4 
[Value of ae « in the diagnosis of haemobilia. 
A report on a case liver needle y 
(author’s transl)] Ruiz R, et Ann Radiol (Paris) 1980 
Jan;23(1):52-5 (Eng. Abstr.) (Fre) 
hic diagnosis of hemobilia. 1 case after 
transparietal liver puncture biopsy (letter)] Ruiz R, et al. 
Nouv Presse Med 1979 Sep 17;8(35):2837 (Fre) 
[Hemorrhage through the pancreatic duct — 
endoscopic-radiologi diagnosis (author's  transl)] 
K, et al. ROEFO 1979 Oct;131(4):397-9 Eng. 





[Spurious aneurysm of the hepatic artery in the i YT; 
the pa ace 2 with hemobilia. Sonographic, angiographic, 
ymical findings Schubert Gi GE, et al. 

ROEFO 1980 Jans132(1)-88-90 Ger 
[Endoscopy in hemobilia Lang C, et al. Z Gastroenterol 1979 
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ETIOLOGY 


Hemobilia after liver biopsy. Early detection in a patient with 
mild hemophilia A. Elte PM, et al. Arch Intern Med 1980 
Jun; 140(6):839-40 
lemobilia after percutaneous transhepatic biliary drainage. 
Monden M, et al. Arch Surg 1980 Feb;115(2):161-4 

Hemobilia from a pancreatic pseudocyst after endoscopic 
pancreatography. Taylor F, et al. Gastrointest Endosc 1979 
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al. Blood 1980 Jan;55(1):131-7 

A severe hemolytic anemia related to a new case of 
hemoglobin Perth (Abraham Lincoln) in a French patient. 
Rousseaux J, et al. Hemoglobin 1980;4(1):89-93 

Two _ of hemoglobin New York in Costa Rica. Saenz 
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Further studies on the functional properties of hemoglobin 
M Hyde Park. Shih TB, et al. Hemoglobin 1980;4(2):125-47 
Functional properties of Hb Stanleyville II alpha 78 (EF 7) 
asparagine replaced by lysine. Effect of sodium chloride. 
Thillet J, et al. Hemoglobin 1979;3(2-3):185-91 


URINE 
An erythrocyte membrane-protein anomaly in march 


haemoglobinuria. Banga JP, et al. Lancet 1979 Nov 17; 
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GB, et al. Johns Hopkins Med J 1980 Jun;146(6):264-9 


METABOLISM 
Amylase, hemoglobine, and low molecular weight Loree 
[letter] Brohée D, et al. Gastroenterology 1980 May;78(5 
Pt 1):1126 
An erythrocyte membrane-protein anomaly in march 


haemoglobinuria. Banga JP, et al. Lancet 1979 Nov 17; 
2(8151):1048-9 


OCCURRENCE 


The incidence of thalassemias and hemoglobin E. in 
Vietnamese. Pornpatkul M, et al. 
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syndrome. Conrad ME, et al. Am J Hematol 1979;7(1):61-7 

Venous thrombosis and splenic rupture in paroxysmal 
nocturnal hemoglobinuria. Zimmerman D, et al. 
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(Jpn) 
[Hemolytic crisis in nocturnal — 
after ingestion of acetic acid enn K, et 
Acta Haematol Pol 1979 Oct;10(4):315-8 (Eas, ea 
I) 


DIAGNOSIS 


Paroxysmal nocturnal haemoglobinuria with unusual clinical 
features. Radhakrishnan S, et al. J Indian Med Assoc 1979 
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Probl Gematoi Pereliv Krovi 1980 Jun;25(6):52-7 (Rus) 

[Paroxysmal nocturnal globinuria. Report of 
twenty-one cases and a review of the literature (author’s 
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[Pathogenesis of ge ome nocturnal Kieiciitbtentes 
Savina LS. Probl Pereliy Krovi 1980 Jun; 
25(6):28-30 (Eng. ey (Rus) 


FAMILIAL & GENETIC 


Two abnormal clones in the bone marrow cells of a patient 
with paroxysmal nocturnal hemoglobinuria. Cohen AM, 
et al. Clin Genet 1979 Sep;16(3):178-82 


IMMUNOLOGY 


HLA antigens in paroxysmal nocturnal hemoglobinuria. 
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(Dan) 


[Cold agglutinin disease (CAD), paroxysmal cold 
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Nippon Juigaku Zasshi 1979 Dec;41(6):583-92 


HEMOLYMPH 
HEMOLYMPH 


Effects of cockroach salivary secretions and serum on human 
blood cells. Royal GC Jr. J Natl Med Assoc 1979 Jul; 
71(7):697-9 


ANALYSIS 


Haemolymph protein concentration of Scylla serrata : 
assessment of quantitative methods and intra-individual 
ot Subhashini MH, et al. 

Arch Int Physiol Biochim i980 Feb;88(1):47-51 

Chiral 1 >-Ghvigloudts | in the haemolymph of the locust, 
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hemolytically active exosubstance of Corynebacterium 
pseudotuberculosis. — B, et al. 
J Hyg Immunol (Praha) 
24(1):36-41 
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38(1):195-201 

Studies on haemolysin production of Staphylococcus aureus. 
Gupta RS, et al. Indian J Exp Biol 1979 Dec;17(12):1407-9 

Isolation and characterization of spontaneously arising 
auxotrophic and Kanagawa phenomenon-negative mutants 
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severe postpartum hemorrhage. Jacobs MM, et al. 
Obstet Gynecol 1980 May;55(5):665-6 
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[Profuse apne as a complication of acute suppurative 


lactation mastitis} Gritsenko VV, et al. Vestn 1979 
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Bleeding diathesis in malaria. Areekul S. 

Southeast Asian J Trop Med Public Health 1979 Sep; 
10(3):438-43 
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—s MR. J {Lab Clin Med 1980 Jun;95(6):777-82 (52 
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hemorrhagic fever. Cossio PM, et al. Intervirology 1979; 
12(1):26-31 

Immunosuppression in experimental Junin virus infection of 
mice. jovanniello OA, et al. Intervirology 1980; 
13(2):122-5 

[Infection of guinea pigs with an attenuated strain of Junin 
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Lymphatic tissue in “i ak hemorrhagic fe’ 


. Pathologic 
features. Gonzalez P| 


ver 
et al. Arch Pathol Lab Med 19 





HEMORRHAGIC FEVER, 


May; 104(5):250-4 
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Jikken Dobutsu 1979 Apr;28(2):317-20 (Jpn) 
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OCCURRENCE 


The nasty viruses--Lassa, Marburg, and Ebola. 
Br J dew Med 1980 Feb; 230% 191, 193-4 
Exotic infectious diseases: Marbur; la/haemorrhagic 
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Med Trop (Mars) 1979 Nov-Dec;39(6):675-84 (Eng. 
Abstr.) (Fre) 
[African hemorrhagic fever as a new in medicine] 
Stille W. Fortschr Med 1979 Sep coh) 1387 1387-90 (Ger) 
[Argentinian fever: epidemiology, 
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management and prognosis] Imagawa Y. Nippon Rinsho 
1980 Feb 10;38(2):308-14 (Jpn) 
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ETIOLOGY 
portance of hemorrhoidal patho! 
ape arena oA itner E, et al. A ~meeay ; Ave 

32(1-2):3-14 a Giee. Abstr.) 


HISTORY 
Classic articles in colonic and rectal surgery. Walter 
Whitehead 1840-1913: The surgi treatment of 


gical 
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Internal haemorrhoids: oe on their nature and 
classification in relation to their management. Collopy BT. 
Aust NZ J Surg 1980 Apr;50(2):167-9 
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Am J Proctol Gastroenterol Colon Rectal Surg 1980 Mar; 
31(3):18-22 

Hemorrhoidal diseases and office ligation of hemorrhoids. 
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Abstr. 
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eparinization in hemodialysis] Ko8lik S. Vnitr Lek 1980 
Feb;26(2):194-9 (Eng. Abstr.) (Slo) 
[Prevention of thrombosis using heparin in neurosurgical 
intervention] Holmgren E, et al. Lakartidningen 1980 Feb 
13;77(7):499-500 (Swe) 


TOXICITY 


Effect of lon; 


erm heparin administration in dogs. Smith 
JK, et al. 


Chem Toxicol 1978;1(3):251-8 
HEPARIN ANTAGONISTS 


Neutralising effect of histone fractions from human leukocyte 
nuclei on heparin. Giannitsis DJ. Arzneim Forsch 1978; 
28(11):2158-9 

Pure anti-heparin component of protamine [letter] Day TK. 
Lancet 1979 Nov 10;2(8150):1027 

[Histone-heparin complexes] Roszkowska W, et al. 

Acta Haematol Pol 1979 Oct;10(4):291-8 (Eng. — 
) 


[Antiheparin activity of polymers based on the alkaloid, 
lupinine] Usmanova DM, et al. Farmakol Toksikol 1979 
Nov-Dec;42(6):628-32 (Eng. Abstr.) (Rus) 

[Role of serum factors in yatend . immunosuppressant 
effect of anticoagulants] Chalaia L’ 

Zh meas Epidemiol inmesobici 1980;(2):31-3 Eng. 
Abstr. 





PHARMACODYNAMICS 
The anti-heparin of human low-density 


properties 
ro yoo oes IR, et al. Biochim Biophys Acta 
Mar 21;617(3):472-9 ‘ 


Low affinity platelet factor 4 and high affinity platelet factor 
4—two antiheparin factors secreted by human platelets. 
Niewiarowski S, et al. Thromb Haemost 1980 Feb 29; 
42(5):1679-80 


HEPARIN-CLEARING FACTOR see under 
LIPOPROTEIN LIPASE 


HEPARIN COFACTOR see ANTITHROMBIN III 


HEPARINOID 


PHARMACODYNAMICS 


Influence of an oversulphated heparinoid upon hyaluronate 
metabolism of the human synovial cell in vivo. Verbru; 
G, et al. J Rheumatol 1979 Sep-Oct;6(5):554-61 


THERAPEUTIC USE 


[Effect of Hemoclar on lipid metabolism and the clinical 
picture of ischemic heart disease] Orlov LL, et al. 
Kardiologiia 1980;20(4):25-8 (Eng. Abstr.) 


HEPARITIN SULFATE see under 
MUCOPOLYSACCHARIDES 


HEPATECTOMY 
see related 
LIVER REGENERATION 
Deleterious effect of pharmacological doses of 
corticosteroids after ial ete tomy in rats. Nagasue 
N, et al. Ann Chir 979; "68(4). 137-42 
j ic resections ~~ metastatic colorectal cancer. 
A, et al. Ann Surg 1980 May;191(5):576-83 
Effect of evisceration on the disposal of [14C] palmitate in 
the rat. Carmaniu S, et al. Arch Int Physiol Biochim 1979 
Dec;87(5):955-61 
Administration of L-3,4-dihydroxyphenylalanine to rats after 
complete hepatectomy-I. Metabolites in tissues. Tyce GM, 
et al Biochem Biochem Pharmacol 1979 Nov 15;28(22):3271-8 
Adelaiusetion of L-3,4-dihydroxyphenylalanine to rats after 
complete hepatectomy-II. Excretion of metabolites. Tyce 
GM, et al. Biochem Pharmacol 1979 Nov 15;28(22):3279-84 
Faseustane in the level of liver cat after partial 
hepatectomy. Tessitore L, et al. Boll Ital Biol Sper 
1979 Jan 15;55(2):69-72 
The evaluation of liver function after rig hepatectomy 
in the rat: serum changes. Sekas G, et al 
Br J Exp Pathol 1979 Oct;60(5):447-52 
Hepatic resection for trauma, tumour and biliary obstruction. 
Blumgart LH, et al. Br J Surg 1979 Nov;66(11):762-9 
Mechanism of the ultrastructural changes induced by partial 
hepatectomy in the STH cells of mice. G6mez Ade CL, 
et al. Cell Tissue Res 1980;206(2):333-9 
Serum alpha-fetoprotein in —~ following _ partial 
hepatectomy. Nagasue N, et al. Dig Dis Sci 1980 Apr; 
25(4):243-7 
Hepatic metastasis. Hepatic resection. Adson MA. 
Dis Colon Rectum 1979 Sep;22(6):366-9 
The release and metabolism of pancreatic hormones after 
major hepatectomy in the dog. Itatsu T, et al. 
Endocrinol Jpn 1979 Jun; 263% 319-24 
The proliferation activity of the rat thymocytes after partial 
hepatectomy. Desser-Wiest L, et al. Exp Pathol (Jena) 
1980; 18(3):167-9 
Effect and metabolism of 1 alpha,24—dihydroxyvitamin D3 
in hepatectomized rats. Kawashima H, et al. FEBS Lett 
1979 Aug 15;104(2):367-70 
Dexamethasone binding capacity of soluble fraction of 
regenerating liver of a rat after hepatectomy. 
Isohashi F, et al. Gan 1979 Aug;70(4):573-4 
Preoperative estimation of operative risk in liver surgery, 
with special reference to functional reserve of the remnant 
liver following major hepatic resection. Mizumoto R, et 
al. Jpn J Surg 1979 Dec;9(4):343-9 
86Rb wedhe by the liver and other organs of rats subjected 
to partial hepatectomy, splenectomy or both operations 
simultaneously. Volenec K, et al. Physiol Bohemoslov 1980; 
29(2):185-7 
Radiorespirometric analysis of glucose metabolism in the rat 
during feeding with 
3’-methyl-4—(dimethylamino)azob adiorespirome 
after partial tectomy. Kojima S, et al. 
1979 15;28(9):546-50 
Hydatid disease of the liver [letter] Wilson EA. 
S Afr Med J 1980 Mar 22;57(12):434 
Hepatic resection. Linder RM, et al. Surg Clin North Am 
1980 Apr;60(2):349-67 
Induction of OS aremen wr carcinoma in rat liver by initial 
treatment with benzo(a)pyrene after partial hepatectomy 
and promotion by phenobarbital. Kitagawa T, et al. 


(Rus) 








CUMULATED INDEX MEDICUS 
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iver resection for primary cancer 
jaundice] Zheliazkov S. Khirurgiia (Sofiia) (ota) 19783205 5203)255-6 a 
[About the surgeon’s responsibility facing liver’s cliinane 
bursts. Presenting a case of dextro-medial tomy 
performed in great emergency (author's trans!)] FG, 
et al. Ann Chir 1979 Dec;33(10):801-9 (Eng. ne 
) 
[Focal nodular hyperplasia of the liver discovered and 
biopsied during hysterectomy for fibroids secondarily 
treated by paramendian gee Ee with cure for more 
than one year (author's transl)] Verhaeghe P, et al. 
J Chir (Paris) 1980 Jan;117(1):53-8 (77 ref.) (Eng. —) 


{Liver resection in focal nodular Le and liver cell 
—< Se transl)] Grund: et al. 


mann R, 
Wochenschr 1980 Feb 1;108(5): 161-6 ng. 
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He tema status of the liver ne ee | Roneer 
C, et al. Z Med Lab Diagn 1979;20(6):307-11 (Eng. “ce 


[H 


tic metastases. 


lepati Typical resection or metastasectomy?] 
Donati A, et al. Minerva Med 1980 Mar 1,71()999-102 
ta) 


[Experimental od clinical studies on blood coagulation and 
gt a hepatic resection (author’s transl)} Saito 
I. Hokkaido Igaku Zasshi 1979 Jul;54(4):401-15 (Eng. 

Rs fe lasia ( ard 

r tans resection for metastatic neo) author’s 
< H, et al. Rinsho Hoshasen 1979; 
selon. 1067-7 os ge Abstr.) (Jpn) 

(Cellular ultrastructure of the hepatic sinusoid in partially 
hepatectomized rats] Pravotorov GV, et al. 

Biull Eksp Biol Med 1979 Dec;88(12): 29-33 (Eng. —) 
us) 

[Serum alkaline phosphatase activity and isoenzyme spectrum 
of rats following partial tectomy] Kasatkina MG 
Fiziol Zh 1979 Nov-Dec;25(6):705-9 (Eng. Abstr.) (Rus) 

[Liver resection using mechanical suturing with UKL and 
UAP apparatus] eee IR, et al. Klin Khir 1979 Sep; 

ne 50-2 (Eng. Fog od P (Rus) 

trastructure of the hepatocyte during tic re; _ 
after tectomy] Jiménez —- IM. et 
rr ed Hosp it Mex 1980 Jan-Feb;37(1): 31.42 Ene 
Abstr.) 


INSTRUMENTATION 


A useful clamp for hepatic resections. de Souza LJ. 
Indian J Cancer 1979 Jun;16(2):82-3 

[Use of laser CO2 in surgery of the a organs 
(experimental study)] Skobelkin OK, et al 
Khirurgiia (Mosk) 1979;(10):98-101 (Rus) 


METHODS 


Excisional treatment of cavernous hemangioma of the liver. 
Starzl TE, et al. Ann Surg 1980 Jul; 193(1): 25-7 
Experience in resection of small hepatocellular carcinoma. 
Yu YQ, et al. Chin Med J [Engl] 1980 Jul;93(7):491-4 
Right trisegmentectomy for hepatic neoplasms. Starzl TE, 
et al. Surg Gynecol Obstet 1980 Feb;150(2):208-14 
[The effect of splenectomy on the regenerating activity of 
liver after hepatectomy in rats] Sobotka L, et al. 
Sb Ved Pr Fak Univ Karlovy [Suppl] 1979;22(2): 307- 15 
(Eng. Abstr.) (Cze) 
— hepatectomy, extensive right hepatectomy or 
peo rae H Surgical applications related to in 
epatic anatomy (author’s transl)] Couinaud C. 
han Chir 1979 Jun;33(6):385-91 (Eng. Abstr.) (Fre) 
[Major hepatic resections. 74 home cases and = review 
(author’s transl)] Fekete F, et al. Sem Hop ii? ae - 
18-25;55(23-26):1195-208 (Eng. Abstr.) 
(Experimental n model of segmental hepatic resection] Pisarah 
N, et al. Ann Ital Chir 1978;50(1-6):287-95 (Ita) 
[Anatomo-surgical study of the swine liver with a view to 
segmental hepatic resection] Picardi N, et al. 
Ann Ital Chir 1978;50(1-6):269-78 (Ita) 
[Urgent problems of liver resection] Gal’perin EI. 
(Mosk) 1980;1:49-57 (Eng. Abstr.) (Rus) 
[Radical operations in focal lesions of the liver] Lubenskii 
IuM, et al. (Mosk) 1980;1:57-60 (Eng. > 


[Extensive hemihepatectomy for multiple cholangitic 
abscesses of the right lobe of the liver] Shalimov SA, et 
al. Khirurgiia (Mosk) 1980 Jun;(6):100-1 (Rus) 

[Experimental basis for cryogenic and laser destruction of 
a part of the cirrhotic liver for stimulating regenerative 

processes] Martynov Alu, et al. Vestn Khir 1979 Dec; 
123(12): 29-33 (Eng, Abstr.) (Rus) 

Case of simultaneous ee hemihepatectomy with 
resection of the I and ents and cholecystectomy 
in hepatic alveolar hydatid disease] Dzhumadilov ShD, et 

Zaravookhr Kirg 1980 Mar-Apr;2:54-5 (Rus) 

[Choice of the resection site in hepatic injuries] Sans Segarra 

M, et al. Rev Esp Enferm Apar Dig 1979 Oct;56(4):302-10 
(Spa) 
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see related 
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"Sas tic care Sane coil occlusion 
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tic artery. Treatment with 
L Sa et al. Am J Med 1979 
Oct; OneNe 


Embolization for arteriovenous fistula. Vujic 
I, et al. Am Surg 1980 uns46(6).366-70 

Ruptured hepatic aneurysm in systemic cy erythematosus. 
McCollum CN, et al. Ann Rheum Dis 1979 Aug;38(4):396-8 

Peripheral artery embolization in rabbits with VX2 
o_o of the liver. Burgener FA. Cancer 1980 Jul 

ng of tt 

Controlled loc! ts) 
enzymatically degradable microsp! 
oncolytic drugs. Aronsen KF, et al. Eur Surg Res 1979; 
11(2):99-106 

Visceral artery 
J Cardiovasc 


a foe 


aneurysmosis. Case report. Noyes PF, et al. 
Surg (Torino) 1979 Nov_Dec:30(6): 557-60 
Hemobilia from ruptured in aneurysm in a 
patient with juvenile itis. Fudge TL, et 
al. J Miss Med Assoc 1979 Oct;20(10):219-21 
Systemic vascular cotton fiber emboli in the neonate. 
Bavikatte K, et al. J Pediatr 1979 Oct;95(4):614-6 
Massive hepatic oe Ph em selective arterial 


embolization, case C Jr, et al. 
Mo Med 1979 Sep;7 789) 7489-91, 4 496 


Intra-arterial hepatic infusion via the axillary poy wes 
the headhunter catheter. Cason WP, et al. yng ait, 
Jan;134(1):247 

Transcatheter embolization of intrahepatic arterial 
aneurysms. Kadir S, et al. Radiology 1980 Feb;134(2):335-9 

Emergency hepatic arterial embolization for 
hypercalcemia in lular carcinoma. Roche A, et 
al. Radiology af lov; 133(2):315-6 

Hazards of tic artery infusion of s 
et al. Scott Med J 1979 Apr;24(2):163- 

Fatal outcome emergency embolization of an 
intrahepatic aneurysm: a case report. Sjévall S, et al. 
Surgery 1980 Mar;87(3):347-50 

[Aneurysm if the hepatic artery (a review of the literature)] 
Mladenov (Sofiia) a asa: 348-52 af 


[A rare cause vor obstruction icterus] S WN, et 
Ned ara Geneeskd 1979 Sep 8:123( 36):1552-5 ne 
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[Embolization of the hepatic artery for (letter) Henny = of 
carcinoid tumors. A 4-year follow. <b me! 
et al. Nouv Presse Med 1980 Apr 2 AXIS): he “re 
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hemobilia] Schubert GE, et og Med Welt 1980 Feb; 
31(9):315-9 (Ger) 
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) 

hepatic artery associated with portal vein 


anatomical 
1980 Jan;132(1):88-90 
pres and splenomegaly: a eval 
(author’s transl)] Cortinovis A, et al. Ital 
31(5):865-92 (Eng. Abstr.) (Ita) 
[Surgical treatment of an unusual case of intrinsic and 
extrinsic stenosis of the hepatic artery] Seghezzi R, et al. 
Minerva Chir 1980 Apr 30;35(8):547-58 
[A case trem T artery o> with calcification 
(author’s )] Takechi K, et al 
Nippon Shokakibyo Gakkai Zasshi 1979 Sep;76(9):1878-82 
(Eng. Abstr.) ce] 


[Profuse gastrointestinal hemorrhage from a branch of the 
hepatic artery] Oleszkiewicz L. Wiad Lek 1979 Dec 1; 
32(23):1711-4 (Eng. Abstr.) (Pol) 


ABNORMALITIES 
Anomalous ie oe of the common hepatic es 
artery—implications in tic surgery. Hadas N, et al. 
Am Surg 1979 Aug 45(0): 2541 
Hepatic arterial redistribution for intraarterial infusion of 
hepatic neo; y megeed Chuang VP, et al. Radiology 1980 May; 
138(2): 295- 
[Arteriohepatic dysplasia (author’s transl)] Grosse KP. 
ier Meas Darm 1979 Sep;9(5):247-52 (Eng. Abstr.) 
( 


[Two arterial variations: arteria hepatica 
and a_retroesophageal right subclavian artery (author's 
transl)] youagt hod al. Kaibogaku Zasshi 1980 Feb; 
55(1):1-7 (Eng. Al (Jpn) 
oo ps tees onsiipsdiies fistula associated with 
—— and digestive wey ogy MC, 
¥ Rev Hosp Clin Fac Med Sao 1979 Dec; 
34(6):285-8 (Eng. Abstr.) (Por) 


ANATOMY & HISTOLOGY 


Intrahepatic supply patterns in cases of double hepatic 
arteries—-a study by corrosion casts. Gupta SC, et al. 
Anat Anz 1979; 1460): 166-70 


DRUG EFFECTS 


The effect of hepatic arterial injection of contrast medium, 
blood, and saline on tic artery flow. Itzchak Y, et al. 
Invest Radiol 1978 Nov-Dec;13(6):528-32 

[Influence of bioflavonoid (4-methylesculetin) on the 
reaction of isolated calf hepatic artery to serotonin] Bettini 
V, et al. Boll Soc Ital Biol Sper 1979 Jul 15;55(13):1265-70 
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INJURIES 

Hepatic ry! jury during portacaval shunt surgery. Reuter 
SR, et 1980 Fe Feb, 134(2):349-53 

neem of post-traumatic vascular malformations of the 
liver by catheter embolization. Schmidt B, et al. 
Am J Surg beet Aug: 1900): 2332-5 ae 

M ement of blunt —T injuries to 
my Busuttil RW, et al. Ann Surg 1980 
191(5):641-8 

[Massive pulmonary embolism due to —traumatic 
pseudo-aneurysm due to rupture of the left tic 
revealed by dissecting aneurysm below the 
right lobe of the liver (author’s transl)] Lagac 
J Chir (Paris) 1980 Jan;117(1):27-30 


INNERVATION 


[Morphological and histochemical changes in the liver of 
dogs with extrahepatic — treated by means of 
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Dadan H, et al. Pol Praegl Chir 1979 Sep;51(9)891-9 (Eng 
Abstr.) 


PATHOLOGY 


[Splenic arterial steal in Banti’s disease (author's transl)] 
Kicetii S, et al. Chirurgie 1979 Oct;105(8):666-71 ens. 
Abstr.) 


PHYSIOLOGY 


Liver circulation and oxygen metabolism during short time 
ligation and the hepatic artery in the me | Hasselgren PO, 
et al. Acta Chir Scand 1979;145(7):471 

The measurement of arterial perfusion of the liver in man 
using the radioisotope xenon-133. Holroyd AM, et al. 

Br J Surg 1980 Mar;67(3):178-80 

Hepatic necrosis in - ig re by transient arterial 
occlusion. J g*s al. Eur Surg Res 1979; 
11(4):243-53 


Acute and chronic splanchnic blood flow responses to 
portacaval shunt in the normal dog. Gurll NJ, et al. 
1980 Jun;78(6):1432-6 
[Independent determinations of the flow volumes of the 
hepatic artery and the portal vein] Shimada Y. 
Nippon Rinsho 1979 Jun 29;Suppl:2339-42 


PHYSIOPATHOLOGY 


Arterial and portal blood supply in cirrhosis: a functional 
evaluation. Huet PM, et al. Gut 1979 Sep;20(9):792-6 
[Arterial hemodynamics of the liver in obstructive jaundice 
(according to cineangiographic data)] Savchenko AP, et 
al. Ter Arkh 1980;52(7):46-9 (Eng. Abstr.) (Rus) 


RADIOGRAPHY 


Angiographic determination of splanchnic blood flow. Lantz 
BM, et al. Acta Radiol [Diagn] (Stockh) 1980;21(1):3-10 

Accessory left gastric artery arisin; a left pe artery: 
angiographic study. Nakamura AJR 1980 Mar; 
134(3):529-32 

Malignant lesions of the liver--A comparative study using 
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transhepatic portography (PTP). Hoevels J. 
Ann Radiol (Paris) 1980. Apr-May;23(4): ood 

Normal roentgen variant: aberrant right he artery on 
computed tomography. Kuhns LR, et al 1980 
May; 135(2):392 

False aneurysm formation following arteriographic intimal 
dissection: serial studies in 2 patients. Long JA Jr, et al. 
Radiology 1980 May;135(2):323-6 

Percutaneous ti tic portography in bile duct 
pe Correlation with percutaneous transhepatic 
cholangi raphy and angiography. Hoevels J, et al. 
ROE °197 Aug;131(2):140-50 

aa diagnosis of a tic aneurysm as a cause 

pg (author’s transl)] Horak J, et al. 
Radiol 1980 Mar;34(2):105-9 (Eng. Abstr.) (Cze) 

[Selective arteriography of the branches of the abdominal 
aorta] Hélénon C, et al. Coeur Med Interne 1979 age | 

18(1):139-48 (Eng. Abstr.) 

Angiographic examinations of chronic ve a... 
and active liver cirrhosis (author’s xe tan) 
Bieganowska-Klamut Z, et al. Radiol Diagn (Berl) 1979; 
20(3):331-6 (Eng. Abstr.) (Ger) 

[Angiographic images of liver cirrhosis] Patrone P, et al. 
Minerva Dietol Gastroenterol 1978 Oct-Dec;24(4):299-304 
(Eng. Abstr.) (Ita) 

[Accessory left gastric artery arising from the left hepatic 
artery—angiographic study (author 's transl)] Nakamura H, 
et al. Nippon u Hoshasen Gakkai Zasshi 1979 Jul 25; 
39(7):685-90 (Eng. ” abstr.) (Jpn) 

[Cystic arteriography associated with the 
caerulein-bile; graphin test in _— with chronic alcoholic 


pancreas) Co mte VP, et al 

Fac Med Sao, Paulo 1980 Feb;35(1):17-20 

(Eng. Abstr.) (Por) 
SURGERY 


Hepatic artery ligation for delayed hepatic hemorrhage. 
Pearce W, et al. Arch Surg 1980 Jan;115(1):92 


(Ita) 
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G, et al. 
g. Abstr.) (Fre) 
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Arterialization of the vein in cirrhosis: the findings 
at celiac y. Martin EC, et al. 
Cardiovasc Radiol 979-2(1):19-25 


Hepatic artery ligation in metastases from colon and 
rectal malignancies. 


22(6): - = WS 
Serr tion in liver trauma. Radhamanalan S, et 
_ J 979 


;34(1):46-7 
—a , et al. Surgery 1979 Oct; 
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Enferm Apar Dig 1979 Dec;56(6):551-6 


hepatic 
Evans JT. Dis Colon Rectum 1979 Sep; 


HEPATIC CIRRHOSIS see LIVER CIRRHOSIS 
HEPATIC COMA 


[Neurologic manifestations in liver diseases] Ritland S. 
Tidsskr Nor Laegeforen 1979 Sep 20;99(26):1239-42 (Eng, 
Abstr.) 


BLOOD 


Serum amino acids in hepatic encephalopathy—effects of 
branched chain amino acid infusion on serum aminogram. 
Watanabe A, et al. Acta Hepatogastroeaterol (Stuttg) 1979 
Oct;26(5):346-57 

Analysis of —_— toxins in hepatic coma including the 

Pp by albumin-collodion charcoal. 
Chang TM, et al. Int J Artif Organs 1980 Mar;3(2):108-12 
A selective radioenzymatic assay for the determination of 





halopath y. Rossi-Fanelli F, et 
jov- ANG): — 


y. Ferenci P, 
‘wae oye 87-94 


yperammonemia associated with perinatal asphyxia. 
Goldberg RN, et al. Pediatrics 1979 Sep;64(3):336-41 
Problem of abnormal hemostasis in liver disease. Aledort LM. 
Southeast Asian J Trop Med Public Health 1979 Sep; 
10(3):348-9 
[Effect of glucagon, insulin and serum of patients in hepatic 
coma on the phosphorylation of human erythrocyte 
membranes] RySd4nek K, et al. Vnitr Lek 1979 Aug; 
25(8):729-35 (Eng. Abstr.) (Cze) 
[Variations of the distribution of amino acids as a function 
of the outcome of hepatic lesions. Preliminary data] Di 
Simone A, et al. Med Chir Dig 1978;7(7):613-5 (Fre) 
[Prognostic value of alpha-foetoprotein in fulminant hepatitis 
(author’s transl)] Pastore G, et al. Quad Sclavo Diagn 1979 
Mar; 15(1):14-21 (Eng. Abstr.) (Ita) 
[Determination of blood tosyl heterocyclic amine in 
fulminant hepatitis and its clinical significance (author’s 
transl)] Takai T. Nippon ° Gakkai Zasshi 1979 
Jul;76(7):1490-8 (Eng. Abstr.) 


CEREBROSPINAL FLUID 


CNS t ine metabolism in tic coma. Young SN, 
et al. J Neural Transm Lag a: 2153-61 

Tryptophan in hepatic coma. es TL. 
J Neural Transm [Suppl] fovea? 79-86 


CHEMICALLY INDUCED 


Toxic encephalopathy with hyperammonaemia during 
high-dose salicylate therapy. Makela AL, et al. 
Acta Neurol Scand 1980 Mar;61(3):146-56 
Acetaminophen overdosage: a case presentation and review 
of current therapy. Leibowitz H, et al. Del Med J 1980 
Mar;52(3):135-8 
Sodium val — = acute hepatic failure [letter] Addison 
RE ok bead 
rious to fatal liver age following taking of glaphenine 
Tijdschr Geneeskd 


(Jpn) 


Brandt KH, et al. Ned 1979 Oct 13; 
123(41):1798-9 (Dut) 
[Acute liver insufficiency caused by rifampicin-isoniazid] 
Schalm SW, et al. Ned Tijdschr Geneeskd 1980 Jun 21; 
124(25):1020-1 (Dut) 


COMPLICATIONS 


Transient cortical blindness in hepatic encephalopathy. 
Naparstek Y, et al. Isr J Med Sci 1979 Oct;15(10):854-6 

Viral hepatitis with extreme hyperbilirubinemia, massive 
hemolysis and encephalopathy in a patient with a new 
G6PD variant. Sidi Y, et al. Isr J Med Sci 1980 Feb; 
16(2):130-3 

Behavioral model of early hepatic encephalopathy in rats. 
Warbritton JD, et al. ‘tom 1979;30:394-6 

[Acute hepatic insufficiency] Dragomir D, et al. 
Rev Pediatr Obstet Ginecol [Pediatr] 1979 Jul-Sep; 
28(3):239-54 (Eng. Abstr.) (Rum) 

(Extrapyramidal hyperkinetic syndrome] Vidovié D, et al. 
Med Arh 1979 Jan-Feb;33(1):109-15 (Eng. Abstr.) (Ser) 
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DEAGNOSES 


aoe es and alcoholic « *lirium [letter] Swartz 
J Peychiatry 1980 Jan;137(1):125 
thy in chronic liver disease. Diagnosis and 
« he Waes L, et al. Tijdschr Giteeerel | 1978; 
1(5): 312 (Eng. Abstr.) (Dut) 
[Diagnosis and treatment of hepatic coma in viral hepatitis] 
; Bunin KV, et al. a 1980;(3): eg , (Rus) 
gre Rene pend prognostic value of various 
indicators o' ey metabolism in hepatic coma] Mel’k 
MV. Ter han! ;51(11):58-62 (Eng. Abstr.) (Rus) 
DRUG THERAPY 
Treatment of acute and chronic portal 7 ete with 
the of Szczerban J 


precursors of dopamine. 
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Clinical use jucagon insulin in pram | of fulminant 
row > ee Okita K, et al. Jpn 1979 Oct; 
Double-blind controlled trial of prednisolone therapy in 
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Gaocnneden 1980 Raney oe. es 


gy te for chronic systemic encephalopathy 
Marzio L, et al. Gastroenterology 1980 Jun; 
'8(6):1661-2 


Treatment of cirrhotic tic encephalopathy with a 
A controlled trial. Michel H, et al. Gastroenterology 1980 
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et al. Mikrobiol Zh 1979 May-Jun;41(3):291-302 (91 Pon 


IMMUNOLOGY 
[Allergic contact dermatitis due to propachlor (author's 
transl)]} Schubert H. Dermatol Monatsschr 1979 Jul; 
165(7):495-8 (Ger) 
ISOLATION & PURIFICATION 


[Decontamination of special clothing from the products of 
propanide manufacture] Beliakov AA, et al. 
Gig Tr Prof Zabol 1980 Jan;(1):40-1 (Rus) 


METABOLISM 


Intake and excretion of 2,4,6-tric yl-4’-nitrophenyl 


connie , et al wields ae 


methanearsona 
application rates. Abdelghani 
Bull Environ Contam Toxicol 1979 e216) 797-9 
U of monosodium methanearsonate by Bical 1979 Jal, 
JW, et al. Bull Environ Contam Toxicol 1979 Jul; 
22(4-5):612-6 
Metabolic fate of the herbicide buthidazole var ag—wow cows 
and laying hens. Atallah YH, et al. J Agric Food Chem 
1980 Mar-Apr;28(2):278-86 
Plant uptake of dinitroaniline herbicide-related nitrosamines. 
Kearney PC, et al. J Agric Food Chem 1980 May-Jun; 
28(3):633-5 
etabolism and selectivity of fluchloralin in soybean roots. 
Marquis LY, et al. J Agric Food Chem 1979 Nov-Dec; 
27(6):1148-56 
Accumulation of MSMA in the fruit of the black! (Rubus 
sp.). Anderson AC, et al. J Environ Sci Health [B] 1980; 
1503). 247-58 
Thidiazuron uptake, distribution and metabolism in bluegills 
and channel catfish. Knowles CO, et al. 
J Environ Sci Health [B] 1980;15(4):351-64 
[Adsorption of phenylurea derivative and 
chlorine-substituted — herbicides by microorganisms] 
Funtikova NS, et Mikrobiologiia 1979 Nov-Dec; 
48(6): 1086-92 (Eng. Aber) (Rus) 


PHARMACODYNAMICS 


Induction by manganese, ethanol, By ete and 
herbicides of microsomal ee cae -450 in higher plant 
tissues. Reichhart D, et al. Arch Biochem Biophys 1979 
Aug;196(1):301-3 

Interaction of N-(phosphonomethyl)glycine with some 
respiratory chain enzymes of isolated corn-shoot 
mitochondria. Olorunsogo OO, et al. 

Arch Environ Contam Toxicol 1980.9(1): 109-14 

Effects of paraquat and related herbicides on the 
acetylcholinesterase of rat lung. Brown EA, et al. 
Biochem Pharmacol 1980 Feb; '59(3): 2465-6 

The prompt effect of pyridazinone on the primary 

rocesses of photosynthesis. Herczeg T, et al. 
Lett 1979 Dec 1;108(1):226-8 

Influence of pesticides on the growth of cyanobacteria. 

Hutber GN, et al. Z Allg Mikrobiol 1979; 196): 397-402 


POISONING 


Toxicology of pa « and related bipyridyls: biochemical, 
clinical and therapeutic aspects. Manzo L, et al. 
Vet Hum Toxicol 1979 Dec;21(6):404-10 (43 ref.) 
Occupational exposures to pesticides containing 
organoarsenicals in California. Peoples SA, et al. 
Vet Hum Toxicol 1979 Dec;21(6):417-21 
[Differential diagnosis of fish poisonings by herbicides] 
Metelev VV. Veterinariia 1980 Apr;(4):62-3 (Rus) 


TOXICITY 


Toxicology of herbicides with woe reference to the 

1 re Rose MS, et al. Ann Occup Hyg 1980; 
1):91-4 

Toxicity of the herbicides 2,4-D, DEF, propanil and 
trifluralin to the Dungeness crab, Cancer magister. 
Caldwell RS, et al. Arch Environ Contam Toxicol 1979; 
8(4):383-96 

Toxicity of the herbicide glyphosphate and several of its 
formulations to fish and aquatic invertebrates. Folmar LC, 
et al. Arch Environ Contam Toxicol 1979;8(3):269-78 

Toxicity of selected arsenical compounds in short term 
bacterial bioassays. Anderson AC, et al. 
Bull Environ Contam Toxicol 1980 Jan;24(1):124-7 

Effect of sublethal dietary exposure of monosodium 
methanearsonate herbicide on the nest-building behavior 
of the white-footed mouse, Peromyscus leucopus. Lopez 
JF, et al. Bull Environ Contam Toxicol 1979 Sep; 
23(1-2):30-2 

a a es aay risk assessment: field testing of DEE with 
the scaleless chicken. Wilson BW, et al. 
Bull Environ Contam Toxicol 1980 Jun;24(6):921-8 

Toxicity of 1,1’-alkyl-4,4’-bipyridylium salts in the rat. Ross 
JH, et al. Drug Chem Toxicol 1979;2(3):207-22 

Agent Orange: what's to be done by whom? [news] Gunby 


1980 


P. JAMA 1980 Jun 20;243(23):2375, 2379 
What to do about new herbicides [news] Nature 1980 Jul 
17;286(5770): 193-4 
Delayed neurotoxic, late acute and cholinergic effects of 
S,S,S-tributyl phosphorotrithioate (DEF): subchronic (90 
days) administration in hens. Abou-Donia MB, et al. 
Toxicology 1979 Nov; py 229-43 
[About use of herbicides in the towns (author’s transl)] Rappe 
A. J Pharm Belg 1979 Nov-Dec;34(6):374-9 (Eng. _ 


[Critical remarks on the investigation methods of coergistic 
effects of acute oral toxicity of combination insecticides] 
eee Fo Arch Exp Veterinaermed 1979; 
33(2):307-12 (Eng. Abstr.) (Ger) 

[Effect of a et he ene herbicide (Hedolit) 
on human | apoctertos 2 aes et al. 

Dermatol Monatsschr | Sep: 165(0)658-64 (Eng. 7) 


[Establishment of the maximum permissible ree ea 
amiben in the water of reservoirs] Buslovich Slu, et al. 
Gig Sanit 1980 Apr;(4):74-5 (Rus 


our HERBICIDES, CARBAMATE 


ANALYSIS 


Influence of 
of 14C-triallate i in soil. Anderson 
al. Arch Environ Contam Toxicol 1980;9(1):115-23 
[Experience in the field of gas chromatographic herbicide 
residue analysis illustrated by —— and 
fenuron as examples] Schumann G. Z Gesamte Hyg 1979; 
25(12):926-8 (Eng. Abstr.) (Ger) 
[Gas chromato; — of sous tn ontlaene of 


gt environmental 
objects] Kofman ISh, et al. Gus Sanit 1979 epee 
us 


METABOLISM 


Relationship between herbicide concentration and the rates 
of enzymatic degradation of 14C-diallate and 14C-triallate 
in soil. Anderson JP, et al. 

Arch Environ Contam Toxicol 1980;9(3):259-68 

S-Chloroallyl beta herbicides: mouse hepatic 

microsomal 0: and rat metabolism of cis- and 
trans-[14C = O late. Chen YS, et al. 
J Agric Food Chem 1979 Jul-Aug;27(4):709-12 

Residue studies with [14C]fosamine ammonium in channel 
catfish. Han JC. J Toxicol Environ Health 1979 Sep; 
5(5):957-63 

Mercapturic acid occurrence in fish bile. A terminal product 
of metabolism of the herbicide molinate. Lay MM, et al. 
Xenobiotica 1979 Nov;9(11):669-73 


PHARMACODYNAMICS 


Mutagenic potency of haloacroleins and related compounds. 
Rosen JD, et al. Mutat Res 1980 Jun;78(2):113-9 

[Effects of propham and chloropropham on mitosis in 
cultured human lymphocytes. Ultrastructural study] Michel 
R, et al. C R Soc Biol (Paris) 1980;174(2):176-83 (Eng. 
Abstr.) (Fre) 


[Effect of sutan on the soil microflora in corn plantings] 
Ulasevich Elu, et al. Zh 1980 Jan-Feb; 
42(1):39-43 (Eng. Abstr.) (Rus) 


HERBICIDES, TRIAZINE 


ADVERSE EFFECTS 


[Relationship between the concentration of several 
microelements in plant products and herbicide use in the 
Tadzhik SSR] Baratov KB. Gig Sanit 1979 Aug;(8):77-8 

(Rus) 

[Biological value of Mironovskaya-808 winter wheat grown 
using the herbicide simazine] Peshkova GP, et al. 
Vopr Pitan 1979 Sep-Oct;(5):42-5 (Eng. Abstr.) 

ANALYSIS 

High-pressure liquid chromatographic determination of 
hydroxy-s-triazine residues in plant material. Ramsteiner 
KA, et al. J Agric Food Chem 1979 wal < 934-8 

Triazine herbicide residues in central European streams. 
Hérmann WD, et al. Pestic Monit J 1979 Dec;13(3):128-31 


METABOLISM 


Metabolism of 14C-labeled hexazinone in the rat. Rhodes 
RC, et al. J Agric Food Chem 1980 Mar-Apr;28(2):303-6 

Studies with 14C-labeled hexazinone in water and bluegill 
sunfish. Rhodes RC. J Agric Food Chem 1980 Mar-Apr; 
28(2):306-10 


(Rus) 


PHARMACODYNAMICS 


Effects of s-triazine herbicides on hormone-receptor 
complex formation, 5 alpha-reductase and 3 
alpha-hydroxysteroid dehydrogenase activity at 
anterior pituitary level. Kniewald J, et al. 

J Steroid Biochem 1979 Jul;11(1C):833-8 

Dynamics of microbial population in soil as influenced by 
simazine and ecological factors. Gaur AC, et al. 
Zentralbl Bacteriol Parasitenkd Infektionskr 


the 


1978; 








133(4): a 
[Effect of the triazine herbazine-50 the 
nitrate-nitrite concentration of corn] Nikov S, et : 
Vet Med Nauki 1979;16(1):77-81 (Eng. Abstr.) (Bul) 
[Effect oF ecologic-physiologic 
mechanisms of model pod gly wild house mice Vv 
DA, et al. Dokl Nauk SSSR 1979;249(3):756-60 
(Rus) 
POISONING 


[Clinical and experimental studies of chronic Herbazin-50 
poisoning in sheep] Nikov S, et al. Vet Med Nauki 1979; 
16(2):19-23 (Eng. Abstr.) (Bul) 


TOXICITY 
Effects of simazine on the blue-green alga Anacystis nidulans. 
Environ Contam 


Mehta RS, et al. Bull Toxicol 1979 Oct; 
23(3):319-26 


URINE 


Determination of s-triazine herbicide residues in urine: 
anal method development. Erickson MD, et al. 
J Agric Food Chem 1979 Jul-Aug;27(4):740-3 
Determination of s-triazine herbicide ues in urine: 
eS ee eee See 
to human metabolism. Erickson MD, et 
J Agric Food Chem 1979 Tul Aug:2 104). 143-6 


HERBICIDES, UREA 


Effect of some ecological factors of ae gaa of propanil, 
linuron, and their transformation prod 
3,4-dichloroaniline in soil. Galiulin RV. et al. 

Bull Acad Sci USSR 1978 Sep-Oct;5(5):546-59 

Heterocyclic thioureas as pesticides. Pandey HN, et al. 
Indian J Exp Biol 1979 Jun;17(6):614-5 


ANALYSIS 


(Experience in the field of gas chromatographic herbicide 
residue analysis illustrated by using phenmedipham and 
fenuron as examples] Schumann G. Z Gesamte Hyg 1979; 
25(12):926-8 (Eng. Abstr.) (Ger) 


METABOLISM 


Excretion balance, metabolic fate, and -tissue residues of 
N-phenyl-N’-1,2,5,-thiadiazol-3-ylurea 
ao in rats. Johnson TL, et al. 

viron Contam Toxicol 1979;8(5): 73. 87 

Plast Por orbs on the bioavailability of unextracted 
carbonyl-14C]methabenzthiazuron residues from soil. 

iihr F, et al. J Agric Food Chem 1980 Jan-Feb;28(1):122-5 


PHARMACODYNAMICS 


Differentiation of cultured neuroblastoma cells by urea 
derivatives. Erkell LJ, et al. FEBS Lett 1979 Aug 15; 
104(2):401-4 

[Effect of post-emergence a) 
winter wheat on the soi 


Malkomes HP. Zentralbl 
134(7):573-86 (Eng. Abstr.) 


HERBS 


‘Herbal’ medicines and rheumatoid arthritis [letter] Cashman 
B. Br Med J 1979 ans 25;2(6188):504 

‘Herbal’ medicines and rheumatoid arthritis [letter] Martin 
V. Br Med J 1979 Aug 25;2(6188):504 

Contact dermatitis from parsley gene cee Stransky L, 
et al. Contact Dermatitis 1980 Apr;6(3):23 

The effect of Melilotus extracts on Rivchcckes primaurelia 
and Lepidium sativum. Komala Z, et al. 
—a Biol (Krakow) 1979;27(2):79-83 

The effects of extracts of Asperula odorata on Paramecium 
Page ey and Lepidium sativum. Komala Z, et al. 
‘olia Biol (Krakow) 1979;27(1):17-23 

Inhibition of human pregnancy plasma diamine oxidase with 

alkaloids of Argemone mexicana—berberine and 
sanguinarine. Vaidya AB, et al. J Postgrad Med 1980 Jan; 

26(1):28-33 

Allergy to chamomile tea [letter] Casterline CL. JAMA 1980 
Jul 25;244(4):330-1 

Herbal abortifacients 5 aps ae. Gold J, et al. JAMA 1980 
Apr 4;243(13):1365-6 

Effect of extract of hairs from the herb Urtica massaica, o 
smooth muscle. Maitai CK, et al. Toxicon 1980; 18(2): 25-9 

[Experimental study of the toxic convulsant properties of 
commercial pri tions of essences of sage and hyssop 
(author’s transl)} Millet Y, et al. 
R 


lication of two herbicides to 
microflora (author’s transl)] 
[Naturwiss] 1979; 

(Ger) 


ev Neurophysiol Clin 1979 Jan-Mar; 
9(1):12-8 (Fre) 
[Pharmacological investigations with compounds of 


chamomile. V. Investigations on the spasmolytic effect of 
compounds of chamomile and Kamillosan on the isolated 
— pig ileum] Achterrath-Tuckermann U, et al. 
led 1980 May;39(1):38-50 (Eng. Abstr.) (Ger) 

[Effect of various plant p tions on influenza virus 
a Il. ieterforoe induction] Skwarek T. 
Acta Pol Pharm 1979;36(6):715-20 (Eng. Abstr.) (Pol) 
“a7 of plant extracts on the growth o influenza viruses. 
I. Effect of plant extracts on the growth of influenza viruses 


CUMULATED INDEX MEDICUS 


in cultures of chick embryo fibroblasts and in chick 
embryos] Skwarek T. Acta Pol Pharm 1979;36(5):605-12 
(Eng. Abstr.) (Pol) 


ANALYSIS 
Skin irritants of the sun spurge (Euphorbia helioscopia L.). 
Schmidt RJ, et al. Contact Dermatitis 1980 Apr;6(3):204-10 
IMMUNOLOGY 


Skin reactivity to purified pollen aller; er in highly 
ragweed-sensitive individuals. Santilli J 
J Allergy Clin Immunol 1980 Jun;65(6):406-12 


HEREDITARY DISEASES 


Presidential address. Our load of mutations and its burden 
of disease. Knudson AG Jr. Am J Hum Genet 1979 Jul; 
31(4):401-13 

The effect of association of genetic factors on relative risk. 
Falk CT, et al. Ann Hum Genet 1980 Jan;43(3):295-301 

An easy method of calculating sirens 5 recurrence risks 
using a multifactorial mode! transmission. 
Hutchinson TP. Ann Hum Genet 1980 Jan;43(3):285-93 

A two-locus model for the inheritance of a familial disease. 
Merry A, et al. Ann Hum Genet 1979 ie 

Diseases of DNA repair. Kidson C. Clin Haematol 1980 Feb; 
9(1):141-57 (69 ref.) 


CLASSIFICATION 


Cnr of genetic disease: a velocity sedimentation 
lure for the enrichment of heterokaryons. Hohmann 

ik a et al. Somatic ry Genet 1979 Nov;5(6):1013- i 
[Etiological anal of diseases and a genetic approach in 
their Ssificatvon] Yanase T. Nippon Rinsho 1979 Jun 29; 
Suppl:1382-6 (Jpn) 


DIAGNOSIS 


Antenatal diagnosis of genetic defects: foreword. Gerbie AB. 
Clin Obstet G 1980 Apr;7(1):1-3 
Antenatal pty ee | of genetic disorders. Simpson JL. 
Clin Obstet ynaecol 1979 Aug;6(2):259-93 (100 ref.) 
Medical pont RP aiestehe and pitfalls. Davenport SL. 
Ear Nose Throat J 1979 Nov;58(11):457-62 
Significance of cumeanets examinations in gynaecology and 
obstetrics. J. Ginekol Pol 1979;Suppl:244-6 
Evaluation of pee tei Il. The isolated case. Thurmon 
TF. J La State Med Soc 1979 Jun;131(6):159-63 
yaad diagnosis of genetic disorders. Henry G. 
ied 1979 Oct;23(4):185-93 
From nee N NIH: Family history information enables physicians 
© recognize genetically ‘at risk’ patients. JAMA 1980 Jan 
4 ;243(1):19-20 
From the NICHD. National institute of Child Health and 
Human Development. Predictors of hereditary disease or 
congenital defects. Pediatr Ann 1979 Dec;8(12):716-7 
American Academy of Pediatrics: Committee on Genetics. 
Prenatal diagnosis for pediatricians. Pediatrics 1980 Jun; 
65(6):1185-6 
Genetic amniocentesis. Fuchs 
242(6):47-53 
[Methodology and effectiveness of genetic counseling] Carter 
CO. Pediatr Pol 1980 Jan;55(1):49-5 (Pol) 
[Diagnosis of the diseases accompanying retardation of sexual 
development] Dzenis IG, et al. Pakush Ginekol (Mosk) 1979 
Jul;(7):56-9 (Rus) 
[Value of the ultrasonic studies in biopsy of the chorion, 
according to genetic indicators] Kazi Z, et al. 
Akush Ginekol (Mosk) 1979 Aug;(8): 29.31, (Eng. —) 
(Rus 


F. Sci Am 1980 Jun; 


DIET THERAPY 


Nutritional management of genetic disorders. 
Curr Concepts Nutr 1979;8:3-231 


ETIOLOGY 


Health survey in high background radiation areas in China: 
High Background Radiation Research Group, China. 
Science 1980 Aug 22;209(4459):877-80 


FAMILIAL & GENETIC 


Genetic counseling for adoptees at risk for specific inherited 
disorders. Omenn GS, et al. Am J Med Genet 1980; 
5(2):157-64 

A genetics primer for social workers. Brantley D. 

Health Soc Work 1980 Feb;5(1):5-13 

Calculating genetic risk figures using a programmable pocket 
calculator. Stalder GR. Hum Genet 1979;52(3):337-41 

Inheritance of common disease. Horton W. 

J Kans Med Soc 1979 Dec;80(12):649-52 

Genetics for the clinical obstetrician-gynecologist. Pernoll 
ML, et al. Obstet Gynecol Annu 1980;9:1-53 

Genetic analysis of common diseases: applications to 
predictive factors in coronary disease. Workshop held at 
Snowbird, Utah. August 28-31, 1978. 

Prog Clin Biol Res 1979;32:1-749 

On hereditary wre in diseases of complex etiology. 
Feldman MW, et al. Prog Clin Biol Res 1979;32:203-27 

Approaches in modeling mode of inheritance with distributed 
traits. Karlin S. Prog Clin Biol Res 1979;32:229-57 


HERMAPHRODITISM 


Whee Gt SS ee eee ee 1979; 
32:3- 
Mu ow ee Schull WJ. Prog Clin Biol Res 1979; 
2:7. 
seases determined by ma; 
ne Biol 1979 Summer:26 ode ie 3 
[Determination of the probability of being heterozygote 
among relatives of sporadic cases of sex-linked recessive 
diseases (author’s transl)} Moser H. Arch Genet (Zur) 
1976-77;49-50(2-3):113-26 (Eng. Abstr.) (Ger) 
[Radiation injuries of the cl in the lymphocytes 
of hereditary disease — its] Khandogina EK, et al. 
Med Radiol (Mosk) 1980 Feb;25(2):53-8 (Eng. Abstr.) 


{Molecular biological studies of hereditary diseases] Bochk 
NP, et al. Vestn Akad Med Nauk SSSR 1979;(8):35-42 (Eng. 
Abstr.) 


genes. Morton NE. 


IMMUNOLOGY 
Statistical oe of HLA-disease associations. Smouse PE. 
Prog Clin Biol Res 1979;32:545-51 


HLA markers and disease. Svej 
Prog Clin Biol Res 1979;32:523-4 


OCCURRENCE 


Effect of reproductive compensation and the desire to have 
male offspring on the incidence of a sex-linked lethal 
disease. Templeton AR, et al. Am J Hum Genet 1980 Jul; 
32(4).575-81- 

Estimation of male to female ratio of mutation rates from 
carrier-detection tests in X-linked disorders. Winter RM. 
Am J Hum Genet 1980 Jul;32(4):582-8 

A test for the radomness of the occurrence of a disease trait 
in familial or other similar ordered sequences of 
epidemiological data. Chakraborty R, et al. 

Proc Natl Acad Sci USA 1980 May; 71(5):2974-8 

[Frequency and prevention of genetic defects and diseases 
(auchor’ 's Y wenall Witkowski re et al. Aerztl Jugendkd 1980 
Feb;71(1):21-6 (Eng. Abstr. (Ger) 

[Medico-genetic study of o ulation of Uzbekistan. VI. 


3a a. 


Hereditary pathology among t of 4 regions 
of the area] Ginter EK, et al 
Genetika 1979;15(2): 343-51 ig. Abstr.) (Rus) 


PREVENTION & CONTROL 
Screening program for genetic/metabolic disorders. 
J Iowa Med Soc 1980" Feb;70(2):66, 69, 72 
— genetics - a tool of preventive medicine] Kuterova 
Cesk Zdrav 1979 Dec;27(12):508-11 (Cze) 
[Donor insemination for the prevention of hereditary defects] 
Kremer J. Ned Tijdschr Geneeskd 1980 ne 


124(16):577-81 

Does medical progress entail deterioration of our i 
heritage?] Dodinval P. Rev Med Liege 1980 Jan 5 
35(1):11-9 


[Medical genetics as a routine of 
Lazarevié +e M. Arh Celok Lek 
107(7- 8)7 701-7 (Eng. Atetr) 


PSYCHOLOGY 


Genetic counseling and parental — change. Corgan 
RL. Birth Defects 1979;15(5C):281-5 


THERAPY 


Therapy of genetic diseases: a three-level approach. Karp 
LE. Postgrad Med 1980 Feb; ;67(2):239, 24d 

The ment of genetic disorders. ings of the 

Second International Clinical Genetics Seminar on t 
Management of Genetic Disorders held in Athens, Greece, 
June 1979. Prog Clin Biol Res 1979;34:1-415 

Therapeutic modalities for diseases: an overview. 
Rosenberg LE. Prog Clin Res 1979;34:41-52 


primary health mee 
1979 Jul-Aug; 
(See) 


Cost of treating birth defects in State Crippled Children’s 
Services, 1975. Ma P, et al. Public Health Rep 1979 
Sep-Oct;94(5):420-4 

VETERINARY 


Changing attitudes to congenital and inherited diseases. 
Pearson H. Vet Rec 1979 “Oct 6;105(14):318-23 (77 ref.) 


HEREDITARY OPALESCENT DENTIN see 
DENTINOGENESIS IMPERFECTA 


HEREDITY see GENETICS 
HERELLA see ACINETOBACTER 


HERMAPHRODITISM 


Pregnancy without benefit of reconstructive surgery in a 
bisexually active true he hrodite. Tegenkamp TR, et 
al. Am J Obstet Gynecol 1979 Oct 1; £138():427-8 

The postembryonic cell lineages of the hermaphrodite and 
male gonads in Caenorhabditis elegans. Kimble J, et al. 
Dev Biol 1979 Jun;70(2): oc 

Instances of sex inversion in the domesticated swordtail, 
Xiphophorus helleri Heckel (Pisces, Osteichthyes). Lodi 
E. Experientia 1979 Nov 15;35(11):1440-1 

Brooding and the evolution of hermaphroditism. Heath DJ. 

J Theor Biol 1979 Nov 21;81(2):151-5 
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HERMAPHRODITISM 


COMPLICATIONS 


germinoma of the ovary associated with true 
“herpaphratim Schwartz IS, et al. Obstet Gynecol 1980 


1):102-6 
Utricular con in hypospadias and intersex. Devine 
CJ Jr, et al. Trans Am Assoc ‘Senitourin Surg 1979;71:154-8 


DIAGNOSIS 


Intersex problems: their clinical recognition, evaluation, and 
management. With a review of 47 patients. Dinner M, et 
al. Surg Annu 1979;11:403-39 (81 ref.) 

True hermaphroditism: a rational appranch to diagnosis and 
treatment. Braren V, et al. Urolosy 1980 Jun; 15(6):569-74 

[Practical di of sexual ambiguity in children] Josso 
N. J Urol Nephrol (Paris) 1979 Jun;85(6):345-56 (Eng. 
Abstr.) (Pre) 

[New methods in —S di 


CUMULATED INDEX MEDICUS 


Intersexes in the dog. Hinsch GW. Teratology 1979 Dec; 
20(3):463-8 


HERNIA 


Mesenteric hernia. Janin Y, et al. Surg Gynecol Obstet 1980 
a 747-54 “ia ref.) 
[A of hernia of the hiatus of Winslow in the 7th month 
pt na yb ag | prchnbe ade and surgical considerations] 
Gneo S. Minerva Ginecol 1979 Dec;31(12):911-5 (Eas. 
Abstr.) 


COMPLICATIONS 


Strangulated Bochdalek hernia. Mustafa R. 
J R Coll Surg Edinb 1980 Jul;25(4):260-1 

[Case of a strangulated obturator hernia] Mitov F, et al. 
Khirurgiia ¢ 1980;33(1):64-5 

incidence of ileus 





Veishove EA, et al or Aska 19825207):160-5 (Eng 
Abstr. 


EMBRYOLOGY 


The morphology of fetal 
hermaphrodites. Whitten 
J Embryol Exp Morphol 1979 y Le 63-78 


FAMILIAL & GENETIC 

True hermaphroditism with peripheral blood and gonadal 
karyotyping. Johnson JG, et al. Obstet Gynecol 1979 Nov; 
54(5):549-53 

The genetics of intersexuality: clinical and theoretic 

tives. Wachtel SS. Obstet Gynecol 1979 Dec; 
54(6):671-85 (74 ref.) 

Origin of chi46,XX/46,XY chimerism in a human true 
hermaphrodite. Dewald G, et al. Science 1980 Jan 18; 
207(4428):321-3 

Familial true hermaphroditism. Tungbilek E, et al. 

Turk J Pediatr 1978 Jan-Apr;20(1-2):29-34 

[Hypogonadism and intersexuality--genetic causes and 
cytogenetic diagnosis] Witkowski R, et al. 

Z Gesamte Inn Med 1979 Oct 15;34(20):601-5 (Eng. Abatr.) 
(Ger) 


a : spontaneous mouse 
WK. 


METABOLISM 


[Clinical, cytogenetical, histological, immunological and 
hormonal studies in a case of true hermaphroditism 
(author’s transl)] Roger M, et al. 

Ann Endocrinol (Paris) 1980 Jan-Feb;41(1):73-5 (Eng. 
Abstr.) (Fre) 

[Studies on pituitary-gonadal endocrine function in patients 
with male hermaphroditism (author’s transl)] Ishida H. 
Nippon Hinyokika Gakkai Zasshi 1979 Jun;70(6):655-67 
(Eng. Abstr.) (Spa) 


PATHOLOGY 
Hermaphroditism indscsd in the female chick by testicular 
grafts. Stoll R, et al. Gen Comp Endocrinol 1980 May; 
41(1):66-75 
A rare case of true hermaphroditism with an unusual 
presentation. Gupta AS, et al. Int Surg 1979 Mar;64(2):83-6 
[Surgical anatomy of ambiguous genitalia in intersex states] 
Lodovici O, et al. Rev Hosp Clin Fac Med Sao Pave 1979 
Sep-Oct;34(5):202-6 (Eng. Abstr.) (Por) 


PHYSIOPATHOLOGY 


Evaluation of hypothalamo-pituitary-gonadal axis in true 
hermaphroditism: a case report. Ghandchi A, et al. 
Int J Fertil 1979;24(2):120-4 


RADIOGRAPHY 


The -adiological evaluation of intersex: technique of 
demonstrating Miillerian duct remnants in difficult cases. 
Sober I, et al. J Urol 1980 Mar;123(3):439-40 


SURGERY 


“one Snyder CC. Clin Plast Surg 1980 Apr; 
i 96 
Creation of an artificial bo age A > patients with false male 
hermaphroditism. Sokushev GK. 
Neurosci Behav Physiol 1980 Mar-Apr;10(2):171-5 
[Surgical treatment of sexual ambiguities] Mollard P 
Pediatrie 1979 Sep;34(6):595-602 (Eng. Abstr.) " (Fre) 
[Operative pediatric ———- - Pediatric surgical aspects 
in congenital and acquired c in the female genitals] 
Joppich I. Fortschr Med 1980 Feb 21;98(7):240-2 (Eng. 
bstr.) (Ger) 


THERAPY 


The diagnosis and management of intersex. Rosenfield RL, 
et al. Curr Probl Pediatr 1980 May;10(7):1-66 

Male hermaphrodites; a follow-up study. Boczkowski K. 
Mater Med Pol 1979 Jan-Mar; Ti(1).78-8 


VETERINARY 


The occurrence of spermatozoa in the ovary of nulliparous 
females of Heterandria formosa Agassiz, 1853 (Pisces, 
Poeciliidae). Riehl R. Cell Res 1980 Feb; 
205(2):289-94 


8282 


ileus without mention of hernia] 
Geneeskd 1979 ~~ 2 


new technique for closure of t tes cll pea “pete we diagno A 
transl)] Cohen P, et al. 
Chung Hua Fu Chan Ko Tsa Chih 1979;105(5):384-6 e, 
Abstr.) 

[Neoplasia in vesical 
Minerva Urol 1979 peo Peery, <y (Ea. Abstr) 


DIAGNOSIS 


Absent thigh adductor reflex in obturator 
Hannington-Kiff JG. Lancet 1980 Jan 26;1(8161):180 

Strangulated obturator hernia [letter] Roberton HR. 

al cd J Aust 1980 Mar ye adn Kes je 
loduli piezogenes um (author's t , et al. 
Cesk termatol 1980;55(2):115-8 oke Abstr. (Cze) 

[Left-sided paraduodenal hernia] L P. Roa Chir 1980 
Jun;59(6):415-8 (Eng. rom (Cze) 

{Obturator hernia, an equivocal di Schneider R, et 


eq iagnosis] i 
al. Hely Chir Acta 1980 Feb;46(5-6):747-50 (Eng. Abstr.) 
(Fre) 


[The significance of urodynamic study in cystocele and in 
uterovaginal prola) without stress incontinence] 
Acanfora F, et al. Minerva Ginecol 1979 Oct 10; 
31(10):773-6 (Eng. Abstr.) (Ita) 

[Laryngocele] Korn-Rydzewska H. Otolaryngol Pol 1980; 
34(1):79-82 (Pol) 

[Strangulated obturator hernia] Isaev GV. 

(Mosk) 1980 Jul;(7):94 (Rus) 

[Hernias of Spieghel’s (semilunar) line] Vasiutkov VIa. 
Sov Med 1979 Nov;(11):104-6 (Rus) 

[Difficulties of diagnosis and treatment of Richter’s hernias] 
Zherlov GK, et al. Vestn Khir 1979 Nov;123(11):55-8 (Eng. 
Abstr.) (Rus) 

[Deviation of the genitals in nulliparae found in the material 
(author’s transl)] BlaSkova O, et al. Cesk Gynekol 1979 Aug; 
44(7):491-3 (Eng. Abstr.) (Slo) 


ETIOLOGY 


Right paraduodenal hernia: a source of chronic abdominal 
pain in the adult. Turley K. Arch Surg 1979 Sep; 
114(9):1072-4 

Cardiac herniation resu!tin, 
report. Panichabhongse 
Mar;63(3):168-72 

Traumatic intercostal hernia due to a —— injury 
in a child. Sandrasagra FA, et al. J Pediatr Surg 1979 Aug; 
14(4):471-2 

Pulsion enterocele: review of functional anatomy of the 
pelvic floor. Zacharin RF. Obstet Gynecol 1980 Feb; 
55(2):135-40 

[Paralytic abdominal hernia in zoster] Landthaler M, et al. 
Hautarzt 1979 Aug;30(8):432-3 . Abstr.) (Ger) 

{Intrathoracic prolapse of the stomac' 


after 
splenopneumopexy] Beltrami V, et al. Chir Ital 1979 Feb; 
31(1):20-9 (Ita) 


from severe chest trauma: a case 
, et al. J Med Assoc Thai 1980 


MORTALITY 


[Cause of death in acute surgical diseases of the abdominal 
organs] Fishchenko Ala, et al. Khirurgiia (Mosk) 1979 Jul; 
(7):64-8 (Eng. Abstr.) (Rus) 


PATHOLOGY 


— of an incarcerated lumbar hernia] Deredzhian A, et 
al. Khirurgiia (Sofiia) 1979;32(3):257-8 (Bul) 


PREVENTION & CONTROL 
Incision decision [editorial] Lancet 1980 Jul 12;2(8185):77 


RADIOGRAPHY 

Post- * + -Waeaed shock. Ebel TA, et al. Chest 1980 Jun; 
71(6):787- 

Pseudopseudotumor of the lung. Hepatic herniation into the 
right major fissure imitating a pseudotumor on chest 
nuk Fanta CH, et al. Chest 1980 Aug; 

):346— 
ore graphy of transitorial bladder hernia in infancy] Lange 
Kinderaerzt! Prax 1979 Oct;47(10):521-4 (Eng. 

ytd ) (Ger) 


1980 


[Correlation of clinical and roentgenographical ge ged of 
cystocele in incontinent women (author’s )) Filicky 
J, et al. Cesk Gynekol 1979 Aug;44(7):509-11 (Eng. A) 

) 


[The double level. A radio Soe Sa 
of external hernias] Sastre de Yaxta F, et al. 
Rev Esp Enferm Apar Dig 1979 Apr;55(4):435-6 (Spa) 
RADIONUCLIDE IMAGING 

Intense activity in an_ incisional hernia on a dynamic 


study--an incidental finding. Makhija MC, et al. 
Clin Nucl Med 1979 Dec;4(12):526-7 


SURGERY 


Incisional hernia ty eo mechanical approach. Jenkins TP. 
Br J Surg 1980 May;67(5):335-6 
Incarcerated obturator hernia: two case and review 
of the literature. Temple DF, et al. J Med Assoc 1980 
May;72(5):513-5 
Transplan' the superficial gluteal muscle in the treatment 
of hernia and flexure of the rectum in the dog. 
Spreull JS, et al. J Small Anim Pract 1980 May;21(5):265- 8 
Simultaneous transurethral prostatectomy and 
Kk tally of @ enee fame Rt, et al. 
JAMA 19% ‘A _8;244(6):586-7 
Hernia ren [letter] Brereton RJ. Lancet 1980 
mm. 19; i 60): 136 
pag in children [letter] Cumming RP. Lancet 1980 
"a ao ae 


8159):98 

sion enterocele: long-term results of an abdominoperineal 
tec! F, et al. Obstet Gynecol 1980 Feb; 
55(2):141-8 


hnique. Zacharin 
— treatment of my go eyelid retraction and orbital 
hernia. Putterman AM. Otolaryngol 


fat Clin North Am 1980 
Feb; ee 
[A denomectomy and herniotomy at the same time] Ashkov 
(Sofiia) 1979.32(6). S47 51 (Bul) 
[Problems of hernias in scars] Stockarova D, af al. 
Rozhl Chir 1979 Jul;58(7):407-13 os one 
[Lumbar hernia (author’s transl)] Sal R, et A 
J Chir (Paris) 1979 Oct;116(10): 303-4 ¢ (Eng. Abstr.) 


[Bilaterally oes © bilateral obturator hernia. Plastic 
surgery, using the round ligaments] Pandolfo G, et al. 
Minerva Chir 1979 Nov 30;34(22):1555-6 (Eng. me 


[Trausomental lesser sac hernia (author’s transl)] Kcnen 
Y, et al. Nippon Geka Hokan 1979 Sep een 
(Jpn) 


(Cze) 


THERAPY 


[Treatment of eventrations] Toskin KD, et al. Vestn Khir 
1980 Mar;124(3):117-22 (Eng. Abstr.) (Rus) 


VETERINARY 


Transplanting the superficial gluteal muscle in the treatment 
of perineal hernia and flexure of the rectum in the dog. 
Spreull JS, et al. J Small Anim Pract 1980 May;21(5):265-78 
Acute gastric dilatation with herniation in a Rhesus monkey. 
Boyce L, et al. VM SAC 1980 Jan;75(1):130-1 
Perineal hernia in a cat: a possible complication of 
urethrostomy. Johnson MS, et al. vM SAC 19 Fe, 
75(2):241-3 


HERNIA, CEREBRAL see ENCEPHALOCELE 


HERNIA, DIAPHRAGMATIC 


[Presentation of a case of unusual posterior hernia of the 
diaph: . Hernia of the lumbo-costal hiatus] Dei Poli 
M, et al. Minerva Chir 1979 Jun 15;34(11):875-8 (Ita) 


COMPLICATIONS 


Hiatal hernia complicated by oesophageal stricture. re 
treatment and results. A follow-up study. Gatzinsky 
al. Acta Chir it oe ~_ ae a pe | 
tomatic 


Patterns of ey reflux in sym 
infants. Jo! ory A SG, et re Amd Sel Surg 1979 Dec; 1386 (946-50 
reflux and sliding hiatus hernia. Bassett HF. 
Low J al Med 1980 Jan; 231):70, basen 
wer hageal strictures, benign or ignant? Ho CS, 
al. J Can Assoc Radiol 1980 Jun;31(2):110-3 
dunehectaned reflux and hiatal hernia: complications and 
y. Urschel HC Jr, et al. J Fla Med Assoc 1979 Oct; 
66(10):1005-7 
goer syndrome with associated Morgagni hernia in a 
Nigerian infant. Adebo OA, et al. J Natl Med Assoc 1979 
Oct;71(10):965-7 
Cholelithiasis in a 2-year-old child with reflux esophagitis 
and hiatus hernia. Mock DM, et al. J Pediatr 1980 May; 
96(5):878-9 
Diaphragmatic hernia associated with double pulmonary 
uestration. Tovar J, et al. J Pediatr Surg 1979 Oct; 
5):604-6 
one pickles—-an excellent antacid! [editorial] Harvey WP. 
Med ‘Times 1980 Apr;108(4):31-2 
Boerhaave’s syndrome with paraesophageal hiatus hernia. 
Hines GL, et al. NY State J Med 1980 Jul;80(8):1294-6 
The ‘riding’ ulcer: A report of 3 cases. Richter IA, et al. 
S Afr Med J 1979 Oct 6;56(15):612-4 





pers rin o thor with a subcardial 
ary th we se tana Rea. (Eng. — a 


oat — hiatal hernia with pericanditie ; 
cc agrted J, et al. Ugeskr Laeger 1979 Oct 8;141(41):2830-1 
(Eng. A’ (Dan) 

[A case of a congenital diaphragmatic hernia with 
necrosis and rupture of the colon and herniation into a 
left hemithorax in an adult (author’s transl)] Sarris M, et 
al. Ann Chir 1979 Feb;33(2):120-2 (Eng. Abstr.) (Fre) 

[Acute intrathoracic = volvulus in a retro-costo-xiphoid 
hernia (Larrey’s cleft)] Pourcher J, et al. ae 
1979;8(4):343-7 

[A case of strangulated congenital diaphragmatic hernia een] 
necrosis and rupture of the colon and herniation into a 
left hemithorax in an adult (author’s transl)] Sarris M, et 
al. Sem Hop Paris 1980 Jan 8-15;56(1-2):43-5 (Eng. Amn 


[Ulcer of the hernial i 
diaphragmatic hiatal hernia} 1 Kralik J. Lae 
104(16):1069-71 . sisiee allt all 
hragmatic hernia with acute vo —_ us Re 
of the stomach] Sgndenaa K. Nor Laegeforen 1980 
(eos 10;100(1):14-5 (Eng. Abstr.) (Nor) 
ic picture of the lower —— segment mucosa 
hernia] Szymanski Z. Ann Acad Med Stetin 1979; 
25:365-85 (83 ref.) (Eng. Abstr.) (Pol) 
[Diagnostic difficulties in cases of cancer of the lower 
segment of the esop! complicating hiatal hernia] 
Szymafski Z. Pol Tye! 1979 Jul 16;34(29):1167-8 Eng. 
Abstr.) 
[Acute torsion of the stomach in incarcerated false Miata 
hernia. Case rt] Wronski T, et al. Wiad Lek 1980 Mar 
cen g- pee ) : (Pol) 
Bronchopulmonary manifestations of gastroesophageal 
reflux] Stoicescu P, et al. Rev Ig [Pneumoftiziol] 1979 
Jul-Sep;28(3):137-46 (15 ref.) 


in ae he 


CUMULATED INDEX MEDICUS 


SL, et al. Dev Med Child Neurol 1980 a 374-8 
itis and hiatal hernia [letter] Achord J 
Sci 1979 Dec;24(12):970-1 
Gastric volvulus with perforation of stomach in congenital 
hragmatic in an infant. Talukder BC. 
J Med Assoc 1979 Dec 16; be a gel 
—, Pon Mor; "s foramen presen as asym tic 
JI, et - South Med J 1979 Oct; 


rican. Ofoegbu RO. 
5 el Med 1979 Dec;31(4):561-4 
[The clinical picture and differential di of esophageal 
reflux and the hiatal hernia a, Duda M, et al. 
Cesk Gastroenterol Vyz 1979 Sep;33(6):342-9 (Eng. “a 
( 


[Right-sided diaphragmatic hernias of late di is (author’s 
transl)] Krim G, et al. Sem Hop Paris 1980 Jan yn 
56(3-4):167-71 (Eng. Abstr.) (Fre 

[Acute dysphagia] Kuntz HD. MMW 1980 Jan 11; 230: 

) 


es axial hiatus hernia a disease entity — Blum AL, 
al. Schweiz Med Wochenschr Dec 29; 


109(50): 1977-81 (Ger) 
[What is your di Osteomalacia, liver cirrhosis, 
polyneuritis, hiatal ia] Helanich F. ZFA (Stuttgart) 1979 
Oct 20;55(29):1660-4 (Ger) 
[A case of diaphragmatic hernia of the liver (author’s transl)} 
prev , et aa Rinsho Hoshasen 1980 Mar;25(3):385-8 (Eng. 
(Jpn) 

[Diagno and treatment of hiatal hernias during pregnancy] 
Polozhenkova LA. Vopr Okhr Materin Det 1980 Apr; 


25(4):51-5 (Eng. Abstr.) (Rus) 

imary manometric a in sliding hiatal hernia] Benages 
A, et al. Rev Esp Enferm Apar Dig 1979 Jun;55(6): pe 
) 


DRUG THERAPY 
[Clinical evaluation of the action and tolerance of a new 





jum) 
[Gastric torsion in Bogdalek’s diaphragmatic hernia] Gesheli 
SA. Klin Khir 1979 Aug;(8):66-7 (Rus 
(Pathogenesis, clinical — and treatment of neurologic 
disorders in di tic hernia] Agte BS, et al. 
Sov Med 1979 9 faiths ;(7):44-9 (Eng. Abstr.) (Rus) 
[The association of diffuse pulmonary fibrosis and hiatal 
hernia: a simple coincidence? (author's transl)] Sauret J, 
et al. Med (Barc) 1980 Mar 25;74(6):235-8 (Eng. 
Abstr.) ( 
[Relation of hiatal hernia and respiratory tract pathology] 
Diez Gémez ML, et al. Rev Clin Esp 1979 Sep 15; 
154(5):221-3 (Eng. Abstr.) (Spa) 
[The angina syndrome and esophageal hiatal hernia] Marrero 
Rodriguez F, et al. Rev Clin Esp 1979 Sep 15;154(5):175-7 
(Eng. Abstr.) (Spa) 


CONGENITAL 


Congenital diaphragmatic hernia. Bray RJ. Anaesthesia 1979 
Jun;34(6):567-77 

Congenital go ym hernia. New concept in 
management. Shochat SJ, et al. Ann Surg 1979 Sep; 
190(3):332-41 


Congenital diaphragmatic hernias: eleven years’ experience. 
Mishalany HG, et al. Arch Surg 1979 Oct;114(10):1118-23 

Supradiaphragmatic right liver lobe and gallbladder. Organ 
CH Jr, et al. Arch 1980 Aug;115(8):989-90 

Congenital — hernia. David TJ. Clin Genet 1 
Apr;17(4):2' 

Strangulated ome grec hernia Daas Es, 

Fg ge rax (case report). Dhaka et al 

Assoc Physicians India 1979 Aug;27(8):777-9 

Hypertrophic rmaeie stenosis following repair of congenital 
diaphragmatic hernia. Redman M, et al. J Pediatr Surg 
1979 Oct;14(5):607 

Congenital ‘diaphragmatic hernia. Black P. Radiography 1980 
Jan;46(541):6-8 

Correction of congenital diaphragmatic hernia in utero. II. 
Simulated correction permits fetal lung growth with 
survival at birth. Harrison MR, et al. Surgery 1980 Aug; 
88(2):260-8 

{Intrathoracic ped > childhood with special reference to 
secon a * in Bochdalek’s hernia] 
Pfister-Goedeke L, ‘¢ Helv Paediatr Acta 1979 oni 
34(4):345-57 (Eng. Abstr.) 

[Congenital diaphragmatic hernia in newborn infants] skank 
EA as vs Pol Przegl Chir 1979 Aug;51(8):781-7 (24 ref.) 9 
Abstr. 

[Congenital ogeyte y diaphragmatic hernia in infants} 
WoOjtowicz M, et al. Pol Przegl Chir 1979 May;51(5):493-9 
(Eng. Abstr.) (Pol) 

[Surgical procedures in somatic defects in children with 
Down’s ‘ontionel Jamrég-Cendrzak A, et al 

Pol Tyg Lek 1979 Jul 30;34(31):1233-6 (Pol) 

[Late results of the treatment of congenital diaphragmatic 
hernias in children] Dreier KL, et al. Vestn Khir 1979 Sep; 
123(9):94-8 (Rus) 

[Congenital posterolateral shore eat hernia with delayed 
clinical manifestations ( or’s transl)] Ruiz Jiménez JI, 
et al. An Esp Pediatr 1979 Aug-Sep;12(8-9):623-26 (Eng. 
Abstr.) (Spa) 


DIAGNOSIS 
Sandifer syndrome: an unappreciated clinical entity. Werlin 


hydrotalcite] Malfatti S, et al. 
Clin Ter 1979 May 31;89(4):381-90 (Eng. Abstr.) 


ETIOLOGY 
Hiatus hernia: a complication of 


postero-lateral 
Coke fab a a herniation (Bochdalek hernia) in infants. 
D, et al. Clin Radiol 1980 Mar;31(2):215-9 
Recurrent diagphragmatic herniation: following gastric onlay 
reinforcement of esophageal rupture (Boerhaave 
syndrome). Levinsky L, et al. NY State J Med 1980 Feb; 
80(2):244-8 
[Acute hiatal hernia with intrathoracic stomach volvulus 
after Nissen’s operation (letter)] Anduze-Acher Y, et al. 
Nouv Presse Med 1979 Sep 17;8(35):2834-5 (Fre) 
[Clinical conference at the 2nd id Department of Surgery, 
Tokushima University--2. Diaphragmatic after 
surgery of lung cancer] Kyobu Geka 1979 Aug;32(8): 7 
(Jpn) 
[Incidence of changes of the terminal esophagus in patients 
with chronic bronchopneumopathies}] Sanchez Sanchez 
ML, et al. Rev Clin Esp 1979 May 15;153(3):225-8 (Eng. 
Abstr.) (Spa) 


(Ita) 


FAMILIAL & GENETIC 


Posterolateral (Bochdalek’s) diaphragmatic hernia in sisters. 
Pollack LD, et al. Am J Dis Child 1979 Nov;133(11):1186-8 
Familial congenital —— hernia: prenatal di tic 
— roach and analysis of twelve families. Crane JP. 
Genet 1979 Oct;16(4):244-52 
"ie hernia in a female newborn with focal dermal 
and marked asymmetric malformations 
(Goltz-Gorlin syndrome). Kunze J, et al. Eur J Pediatr 
1979 Jun 28;131(3):213-8 
Familial congenital diaphragmatic defect: review and 
conclusions. Wolff G. Hum Genet 1980;54(1):1-5 (39 ref.) 


MORTALITY 


Postoperative causes of death in pediatric surgery: analysis 
and conclusions for the therapy. Grotte G, et al. 
Prog Pediatr Surg 1979;13:231-8 


OCCURRENCE 
Diaphragmatic hernia in Avon. David TJ, et al. 
J Med Genet 1980 Apr;17(2):135 
Hiatus hernia in Johannesburg blacks. Segal I, et al. 
S Afr Med J 1980 Sep 6;58(10):404-5 
[Clinicopathological studies on the esop! = hiatal hernia 
in the aged ano auere Takeuchi t al. 
Nippon Gakkai Zasshi 1979 Aug.16(8): 1613-20 
(Eng. Abstr.) (Jpn) 


PHYSIOPATHOLOGY 


Assessment of various factors influencing esop 
measurement. I. Significance of methodi 
intraluminal manometry. Weihrauch TR, et al. 

Klin Wochenschr 1980 1 Mar 17; ;58(6):279-85 

[Autonomic manifestations of hiatal hernias of the diaphragm] 
po 5 AF, et al. Klin Khir 1979 Oct;(10):38-41 Eng. 

tr us) 


eal pressure 
factors in 


HERNIA, DIAPHRAGMATIC 


RADIOGRAPHY 


reflux. Lindell 
poral wad guntc cughyseme, oth 
venous 
survival. Haswell DM, al ASE 1979 79 Dec; 1334 36); 1183-5 
Bilateral anteromedial defect of the ms q 
Robinson AE, et al. AJR 1980 Aug;135(2 301-6 
Partial Bochdalek’s computerized tomographic 
evaluation. De Martini Wi, et al. Chest 1980 May; 
71(5):702-4 
Pseudopseudotumor of the lung. —— herniation into the 
right major a a —* on chest 
roentg: . Fanta et Chest 1980 Aug; 
8(2)346-8 
Roentgenologic di 
Chen XR. Chin 
Case report. Diaphi 
1979 Fall;18(2):11-5 
Right cardiophrenic mass in a 49-year-old man. Key BM. 
Clin Notes Respir Dis 1980 Spring;18(4):13-4 
Intrathoracic stomach: CT evaluation of two cases. Schnyder 
PA, et al. Diagn Imaging 1979;48(3):154-60 


a gastric carcinoma. Cooper 
Radiol 1980 Apr 30;5(2):113-6 
Cystic lung. Press HC Jr, et al. J Natl Med Assoc 1979 
71(9):903-4 . . dela 
Peritoneography——diagnosis o Jeglege ——_ 
diaphragmatic hernias masq 
Graviss ER, et al. J Pediatr ae ul.97 Dea 
The respiratory eo hiatus: 
anatomo-radiol . Govoni om et al. 
ROEFO 1980 Jan;132(1):15-20 
[Radiology of the roesophageal reflux (author's trans!)] 
Brombart M, et al. Acta Belg 1979 May-Jun; 
42(5-6):173-82 (Eng. Abstr.) (Fre) 
[Bochdalek’s diap! hernia: a computer 
contribution to the ae A differential 
raroser = cae circular focus dorsobasall 
et al. ROEFO 1979 ~~ 13103): 327-8 ( 
[Computed tomogram in the diagnosis of foramen Morgagni 
hernia (author’s transl)] oes N, et al. Kyobu Geka 1979 
Nov;32(11):870-2 (Eng. Abstr. (Jpn) 
[Hiatal hernia in infants and Shiidiren with reference 
to pulmonary complications and reflux esophagitis (author's 
transl)] pare S, et al. 
Ni Hoshasen Gakkai Zasshi 1979 Jun 25; 
Ry 505-90 { 0 (Eng. Abstr.) 


(Spn) 
hiatal Rim Brees ome — as lung 
apr Kwiatkowski K. Pneumonol Pol 1980 Feb; 
48(2):117-20 (Pol) 
[Case of ‘round shadows’ in the chest] Sedlaczek A, et al. 
Pneumonol Pol 1979 Dec;47(12):861-5 (Eng. Abstr.) 


[Hiatal hernia following T.E.F. repair (author's transl)] 
Benavent MI, et al. An Esp Pediatr 1979 Nov;12(11):791-6 
(Eng. Abstr.) 

[Pheochromocytoma simulating hiatal hernia] Caubet 
Gonzalez J, et al. Rev Clin Esp 1979 Apr 30;153(2):151-3 


T it and hernias of the diaphragm] Pastor J, 
wal Ber the Won Apar Dig 1979 Novsas)al7-3 


of sliding esophageal hiatus 
J [Engl] 1980 Feb;93(2):78-85 
ic hernia. Clin Notes Respir 


SURGERY 


Hiatal hernia and shortened Gatzinsky P, et al. 
Acta Chir Scand ely eca ):159-66 


Surgery for eso 1363 = us hernia. Ellis FH Jr, et al. 


Adv Surg 19 

Controversies the management of hiatus hernia. 
Ellis FH Jr. Am J Surg 1980 Jun;139(6):782-8 

Late results in agro with Schatzki rings Omer 
destruction of ring and hiatus 


hernio: y- 
LW, et al. Am J a he 1980 Ee 2591-4 


bie By A Mark V Surg, 1980 Mi mar.29(3). Ay 


Nissen tet eee ir: problems of recurrence and 
continued sym rae Asay enderson RD. Ann Thorac Surg 
1979 Dec; 28(6).587-9 587-93 

Present of the Belsey mark IV procedure 
gastro-oeso) wal Siitiax ate tants henge’ Sak BY 
Br J Surg 1980 Jan;67(1):26-8 

Hiatus hernia: a complication of postero-lateral 
Cohen MD, « herniation (Bochdalek hernia) in infants. 

et al. brn 1980 — 215-9 

Current ex wi management of paraesophageal 

a ee pe yre JT, et al. Conn Spey eas Apr;44(4):197-203 
artial gastric wrap-around as an alternative ure in 
the treatment of hiatal hernia. Ein SH, et 
J Pediatr Surg 1979 Jun;14(3):343-6 

Experimental and clinical eur on the — treatment 
of sliding esophageal hiatal hernia. Okazaki Y 
Nippon Hokan 1980 Jan a 3-36 

Mortality after operation for hiatus hernia. 

Prog Pediatr Surg 1979;13:245-S2 

Causes of death in operated neonates with diaphragmatic 
defects. — J, et al. Prog Pediatr Surg 1979; 
13:239-4 

A new oes prosthesis for hiatal hernia 
peep oe appearance. Lewis RA, et al. Ratoiegs 1 
Jun;135( ae 

Effect of Nissen fundoplication operation on the competence 


Bettex M, et al. 


8283 





HERNIA, DIAPHRAGMATIC 


of the lower . Bjerkeset T, et al. 
Scand J sO) 213-7 
with partial fundoplication. 
Thorac Cardiovasc Surg 1980; 
14(1): 137-43 
Husfeldt hernia repair: indications and results. A follow-up 
study. Gatzinsky P, et al. 
Scand J Thorac ak. Surg 1980;14(1):129-35 
Postnatal lun; wth after repair of diaphragmatic hernia. 
Thurlbeck WM, et ST — 4 ey oy 
[Diaphragmatic hernias] Chaliikov P. (Sofiia) 7 
3302) 100-4 (Eng. Aber) oP (Bul) 
ux Oesop itis paraoesop 
eee Ra 2 a Be tactics in bleeding into the 
trointestinal tract in the two diseases (author's transl)] 
Buda § M, et al. Cas Lek Cesk 1980;119(11):321-5 Eng. 
Abstr.) 


spends results of Meee poe Bree and riers | in +2 
ow of Vainionpai S, et 
Duodecim 1 oo.sstie- 13): 532-300 ( g- ae (Fin) 
[Reflux esophagitis, induced or persisting 
intervention on the cardia, “rested by Ry do. 
diversion (author’s transl)] Yvergneaux JP, et 
Acta Gastroenterol Belg 1979 May-Jun; 4545-6: 228-40 
(Eng. Abstr.) (Fre) 


(Recurrence of hiatal hernia. A study of 20 cases] Bonnard 
C, et al. Helv Chir Acta 1980 Feb;46(5-6):677-80 ~~ 
Abstr.) 

[Operative treatment of hiatal hernia by os BF = 
omental strip] Cesnik H. Chirurg 1980 Feb;51( ay” * 


[Experiences about ductus arteriosus closure with lua 
diaphragmatic hernia (author’s transl)] Hagberg S, et al. 
Paediatr Paedol 1979;14(4):329-32 (Eng. Abstr.) (Ger) 

—¢~ treatment of hiatal hernias (author’s transl)] Kothe 

W. Zentralbl Chir 1979;104(11):698-703 (Eng. me 
) 


[Surgical treatment of hiatal hernia in adults. Indications, 
technical and tactical considerations on 310 operated cases] 
Forni E, et al. Chir Ital 1979 Oct;31(5):663-9 (Eng. Abstr.) 


(Ita) 

we oe Larrey hernia (author’s transl)] Scarabelli L, et 
Chir Ital 1979 Oct;31(5):742-57 (Eng. Abstr.) (Ita) 
[sliding hiatal hernia treated with the Dor technic] 
Anselmetti G, et al. Minerva Chir 1980 Mar 15;35(5):363-6 
(Ita) 


[Retrochondrosternal hernia in children. Personal case] 
Contiero G, et al. Minerva Chir 1979 Sep eae > 
(Ita) 
[Treatment of the gastric tuberosity in sliding hiatal hernias] 
Marullo U, et al. Minerva 1979 Jan 15-31; 
34(1-2):19-25 (Eng. Abstr.) (Ita) 
[Combined treatment of gastroduodenal and biliary diseases. 
Problems raised by vagotomy] Valentini M, et al. 
Minerva Chir 1979 Dec 15-31;34(23-24):1601-6 (Ita) 
(Diaphragmatic hernia through Morgagni’s hiatus. Report 
of 4 cases] Kalume R de S, et al. AMB 1979 Apr; 
25(4):131-4 (Eng. Abstr.) (Por) 
[Treatment of sliding hiatal hernia by hiatoplasty and 
esophagofundogastropexy. Experience of 179 cases] Raia 
A, et al. Rev Hosp Clin Fac Med Sao Paulo 1979 Jun; 
34(3):101-7 (Eng. A Abstr.) (Por ) 
(Surgery of hiatal dia) ow rw hernias] Gredzhev AF, et 
Klin Khir 1980 Peb; 3(2):23 (Rus) 
mt results of the surgical anal of hernias of the 
diaphragmatic cupula] Zavgorodnii LG, et al. Klin Khir 
1979 Oct;(10):36-8 (Eng. Abstr.) (Rus) 
[The history and present status A — of hiatal hernia 
and esophageal reflux] Duda M 
Cesk Gastroenterol Vyz 1979’ Sep:33(6): 332-41 (Eng. 
Abstr.) lo) 


[Posterior gastropexy with cardial calibration in the ae. 
of hiatal hernia in children: preliminary communication] 
Ossand6n Correa F, et al. Rev Chil Pediatr 1978 Jan-Dec; 
49(1-6):156-9 (Spa) 

[Sur, — treatment of hiatal hernia and gastroesophageal 

ux: our yoy Aljama Pérez de la Lastra P, et 
al Rev Esp Enferm Apar Dig 1979 Oct;56(4):341-6 
(Spa) 


VETERINARY 


Diaphragmatic hernia in a cow. Divers TJ, et al. 
J Am Vet Med Assoc 1979 Nov 15;175(10):1099-1100 
Bovine diaphragmatic hernioplasty using autologous skin 
. Kumar R, et al. Mod Vet 1979 Nov; 
60(11):907-8 
On the etiology of diaphragmatic hernia in buffaloes (Bubalus 
bubalis). Singh J, et al. Nippon Juigaku Zasshi 1980 Feb; 
42(1):89-91 
A probable congenital diaphragmatic defect in an adult pony 
yn-Jones G, et al. Vet Rec 1979 Sep 15; 105(11):251- 2 
Radiographic diagnosis of diaphr. tic hernia in cattle. 
Kumar R, et al. VM SAC 1980 Feb;75(2):305-9 
Postxi 1 — app proach for repair of bovine 
diap! Rengmetie ia. Singh J, et al. VM SAC 1980 Jan; 
751 1):106-9 


CUMULATED INDEX MEDICUS 


HERNIA, DIAPHRAGMATIC, 
TRAUMATIC 
COMPLICATIONS 
[Subtotal splanchnoptosis with incarceration: 
complication of traumatic diap! ic rupt 
HD, et al. Zentralbl Chir 1979;104(16):1077-81 
In ] Oliaro A, et al. 


hragmatic hernia 
Apr 15;35(7):505-8 (Eng. Aber) 


alate 
ntrapericardial 
Minerva Chir 19 


Be ages 


ig, eee] in traumatic rupture of the 
oy ynne JM, et al. Aust NZ J Surg 1979 
7 :473-6 
[Problems of unrecognized diap rupture] Pinter H, 
et al. Zentralbl Chir COTY 1045-7 (Ger) 
[Case of post-traumatic right-sided diaphragmatic rupture] 
Szumilowicz G, et al. Wiad Lek 1980 Feb eee? 
) 


ic diaphragmatic hernia] Kosti¢é V, et al. 
Acta Chir Iugosl 1979;26(1 Suppl):203-5 


ETIOLOGY 


Acute blunt traumatic rupture of the diap! 
Berlatzky Y, et al. Injury 1979 Aug;11(1):62-4 

Rupture of the right hemi-diap! secondary to blunt 
trauma. Clarke , et al. West Indian Med J 1979 Sep; 
28(3):189-95 


PATHOLOGY 


Traumatic diaphragmatic hernia. Vogt DB. 
Proc Mine Med Off Assoc SA 1977 May-Dec;57(424):22 


RADIOGRAPHY 


CT recognition of traumatic rupture of the diaphragm. 
Heiberg E, et al. AJR 1980 Aug;135(2):369-72 

Traumatic ey of the diaphragm: a method of diagnosis. 
Nelson JW. J Can tans 1980 Jun;31(2):99-100 

X-ray case of the pana rupture of the right hemidiaphragm 
(RRHD) with secondary herniation of liver into chest. 
Petereit MF, et al. SD J Med 1979 Jul;32(7):14-6 


RADIONUCLIDE IMAGING 


Diagnosis of right-sided diaphragmatic rupture by liver-lung 
scanning. Cheung D, et al. Can J Surg 1980 May; 
23(3):302-3 


SURGERY 


Pericardiodiaph tic hernia. Larrieu AJ, et al. 
Am J Surg 1980 Mar;139(3):436-40 
Rupture of the right hemidiaphragm with liver herniation: 
report of a case with extension of a tear of a previously 
undiagnosed ruptured right hemidiaphragm. Estrera AS, 
et al. J Trauma 1980 Feb;20(2):174-6 
Traumatic diaphragmatic hernias. Nano M, et al. 
Surg Gynecol Obstet 1980 Aug;151(2):191-2 
[Diaphragmatic hernias] Chaliikov P. Khirurgiia (Sofiia) 1980; 
33(2):100-4 (Eng. Abstr.) (Bul) 
[Traumatic ruptures of the diaphragm] Duda M, et al. 
Rozhl Chir 1980 Apr;59(4): a 82 2 (eg Abstr.) (Cze) 
[Traumatic hernias of th the right hemidiay eae Forni E, et 
al. Chir Ital 1979 Oct;31(5):946-62 (Eng. Abstr.) (Ita) 
[Late result of a 1-step cesarean section operation, resection 
of the splenic flexure of the colon and suturing of a 
traumatic diaphragmatic hernia] Bagdasar’ian VS. 
Vestn Khir 1979 Aug;123(8):88-9 (Rus) 
[Post traumatic diaphragmatic hernia with situs inversus in 
a student 11 years old] Belio Castillo C, et al. 
Bol Med Hosp Infant Mex 1980 Mar-Apr;37(2):247-53 
(Eng. Abstr.) (Spa) 


(Ser) 


in a child. 


VETERINARY 


ee hernia in a newborn calf. Hunter R. 
SAC 1980 Feb;75(2):315 


HERNIA, FEMORAL 


COMPLICATIONS 


Femoral hernia with strangulated Meckel’s diverticulum 
(Littre’s hernia). Perlman JA, et al. Am J Surg 1980 Feb; 
139(2):286-9 (19 ref.) 

Cancer in inguinal and femoral \ caer Roslyn JJ, et al. 
Am Surg 1980 Jun;46(6):358-62 

Obstructed groin hernia in a tropical African population. 
Ajao OG. J Nati Med Assoc 1979 Nov;71(11):1093-4 

[Unusual causes of mechanical occlusion of the small intestine 
in adults] Poivret P, et al. 

Duche Luxemb 1979;116(2):231-4 
(Eng. Abstr.) (Fre) 

[2 cases of incarcerated Meckel’s diverticulum in right-sided 
femoral hernia] Przepiérski J, et al. Wiad Lek 1979 Dec 
1;32(23):1719-20 (Pol) 

[Strangulated combined hernia] Parganenko VP. 

Vestn Khir 1979 Nov;123(11):84-5 (Rus) 


1980 


DIAGNOSIS 
[Pseudostrangulated hernias] Vitebskii IaD. aecees 


) 

[Difliculties of omet s and treatment of Richter’s hernias] 
yy GK, et al. Vi Khir 1979 Nov;123(11):55-8 es. 

Abstr. us) 


SURGERY 


ee & Seah ee eee ae day-bed unit. 
Goulbourne IA, ‘- al. Br Med J 1979 Sep 2; 3(6192): 712-4 
Cooper’s ligamen’ By od for adult groin hernias. Rutledge 
RH. Surgery 15 1980 se oy 10 
case history] Groebli Y, 


[Hernia recurrence—study 
et al. Helv Chir Acta 1980 Febt6(s @):74106 (Eng. “re 
[Abdominal wound d: and complications] 


rainage: indications 
Tégel H, et al. Chirurg 1980 Mar;51(3):180-1 (Ger) 
[De-epidermized free skin in the treatment of 


eventrations and ] ghera C, et al. 
Rev Chir [Chir] 1980 Mar-Apr;29(2):93-100 (Eng. Abstr.) 
(Rum) 


HIATAL see under HERNIA, 
DIAPHRAGMATIC 


HERNIA, INGUINAL 


Emergency presentation of pediatric inguinal hernia. 

IK, et al. Indian Pediatr 1979 Jun;16(6):503-6 

Scrotal kidney and ureter: an unusual hernia. Weitzenfeld 
MB, et al. J Urol 1980 Mar;123(3):437-8 

[Giant inguino-scrotal hernia with unusual contents] 

Christensen SE. Ugeskr Laeger 1979 Sep 24;141(39): 3679 

Lew Abstr.) (Dan) 

hernia and hydrocele in childhood (author’s trans!)] 

rer B. Ther Umsch 1980 Apr;37(4):274-8 (Eng. —_ 

(Ger) 


COMPLICATIONS 


Mechanical bowel obstruction. Review of 316 cases in Benin 
City. Chiedozi LC, et al. Am J Surg 1980 Mar; 
139(3):389-93 

Cancer in inguinal and femoral hernias. Roslyn JJ, et al. 
Am Surg 1980 Jun;46(6):358-62 

Christmas disease (clotting factor IX deficiency) and the 

resentation of a carcinoid tumour in an inguinal hernia. 
Prentice AG. Br J Clin Pract 1980 Mar;34(3):80-2 

Neonatal inguinal hernia and recurrent apnea. Philip AG. 
Hosp Pract 1980 Aug; ee 21, 24 

Colon carcinoma in a right in hernia. Gross BH, et 
al. J Can Assoc Radiol 1980 Jun;31(2):145-6 

Scrotal faecal fistula. Rahim MM, et al. 

J Indian Med Assoc 1979 Dec LTA): 192-4 

The ovarian inguinal hernia. Suvatte A, et al. 
J Med Assoc Thai 1980 Feb;63(2):105-8 

Obstructed groin hernia in a tropical African population. 
Ajao OG. J Natl Med Assoc 1979 Nov;71(11):1093-4 

Aarskog syndrome: significance for the surgeon. Andrassy 
RJ, et al. J Pediatr Surg 1979 Aug;14(4):462-4 

The relation between testicular tumours, undescended testes, 
and inguinal hernias. Wobbes T, et al. J Surg Oncol 1980; 
14(1):45-51 

46,XX hernia uterus inguinale and vaginal agenesis. Riggall 
FC, et al. Obstet Gynecol 1980 Aug; 56(2)- 265-6 

[Risk factors in strangulated we ws ow Study of 243 
cases in Kasongo, Zaire] De Muyn 
Ann Soc Belg Med Trop 1979 =, 50(2):185- -98 (Eng. 
Abstr.) 

[Intestinal obstruction due to non frequent cause] Medori 
M, et al. Ann Ital Chir 1979;51(4):455-61 (Ita) 

[An unusual case of strangulated Littré hernia in the left 
inguinal site] Dello Russo B, et al. Minerva Chir 1979 Aug 
15-31;34(15-16):1109-10 (Ita) 

[Testicular infarct secondary to strangulated inguinal hernia 
in childhood] Savanelli A, et al. Minerva Chir 1980 Feb 
29;35(4):317-22 (Ita) 

gy cyst of the major omentum as the contents of 

hernia] Obel W, et al. Pol Tyg Lek 1979 Dec 24; 
34(52). 2051-2 (Eng. Abstr.) (Pol) 

[Strangulated inguinal hernia with sigmoid perforation by 
a foreign body and scrotal phlegmon] Badowski A, et al. 
Wiad Lek 1980 Apr 1;33(7):575-7 (Eng. Abstr.) (Pol) 

[Persistent oviduct syndrome with cross testicular ectopy] 
Carneiro Neto J, et al. Rev Paul Med 1979 Nov-Dec; 
94(5-6):140-1 (Eng. Abstr.) (Por) 

[Rupture of an aneurysm of the left external iliac artery after 
autoreduction of an incarcerated inguinal hernia] Biré A, 
et al. Rev Chir [Chir] 1979 t;28(5):379-82 (Rum) 

[Strangulated combined hernia] Parganenko VP. 

Vestn Khir 1979 Nov;123(11):84-5 (Rus) 


CONGENITAL 


A = oa of congenital inguinal hernia. Czeizel A, et 
al. Med Genet 1979;4(3):247-54 

onlin inguinal hernia~-management of the contralateral 
side. Golladay ES, et al. J Arkansas Med Soc 1980 May; 
76(12):494-6 

(Rokitansky-Mayer-Kiister syndrome in combination with 
ectopic Ryton location of the right kidney, bilateral 
congenital inguinal hernias and with ovarian cystosclerosis] 
Trdat’ian AA, et al. Zh Eksp Klin Med 1979;19(3):116-9 





(Rus) 
DEAGNOSES 


Distinguishing direct and indirect inguinal hernias 
Beattie WM. Br Med J 1980 May 31;280(6227):1321 
direct and indirect hernias 


Distinguishing —— 
Browse NL. Br Med J 1980 May 24;280(6226):1270 
ene df eae tah ead si 
vaginalis. Si JP, et 
*poaten 1979 itr 1979 May: 16(5):417-9 
[Diagnostic and surgical treatment — in sliding 
inguinal hernias] Chetrafilov D, et al. Khirurgiia (Sofiia) 
1999. ;32(4):312-7 (Eng. Abstr.) (Bul) 
[Pseudostrangulated hernias] Vitebskii IaD. Sov Med 1980; 
(2):86-8 (Rus) 
[Fatty tumor of the inguinal region simulating an in; 
hernia] Mirzoev ES. Vestn Khir 1979 Aug;123(8): a 
us) 
[Difficulties of diagnosis and treatment of Richter’s hernias] 
Zherlov GK, et al. Vestn Khir 1979 Nov;123(11):55-8 o. 
Abstr.) (Rus 
[In hernia and testicular feminization in childhood 
(author’s transl)}] Nieto B, et al. An Esp Pediatr 1979 —_ 
12(10):695-702 (Eng. — 
[Transomental hernia, An unusual form of internal heres} 
Martinez Ramos C, et al. Rey Esp Enferm Apar Dig 1979 
Dec;56(6):563-72 (Spa) 


ECONOMICS 


The government and the inguinal hernia. Friedman D, et 
al. J Pediatr Surg 1979 Jun;14(3):356-9 
ETIOLOGY 
[Appendicular itonitis with a hernial manifestation] 
Pansini L, et al Minerva Pediatr 1979 Oct 15;31(19):1421-3 
(Eng. Abstr.) (Ita) 
[Internal herniation behind gastrojejunostomy loop of 
Billroth II gastrectomy: report of two cases (author’s 
on Kikuchi Y, et al. 
Shokakibyo Gakkai Zasshi 1980 Jan;77(1): oe 
( 


[Causes of recurrent inguinal hernia] Nesterenko IuA, et rr 
Khirurgiia (Mosk) 1980 Jul;(7):24-9 (Eng. Abstr.) (Rus) 


OCCURRENCE 


Incarcerated and strangulated inguinal hernias in infants and 
children. Momoh JT. East Afr Med J 1980 May;57(5):340-5 


PATHOLOGY 


Pseudotumor of the hernial sac: a case report. Rhone D, et 
al. Am Surg 1980 Mar;46(3):187-93 


RADIOGRAPHY 


Hematoma of bowel and cellulitis of the abdominal wall 
complicating herniography. Ducharme JC, et al. 
J Pediatr Surg 1980 Jun; 1503): 318-9 

[The radiologic diagnosis of inguinal hernias. Experience 
with the use of intraperitoneal iodinated contrast media 
(author’s transl)] Ekberg O, et al. ROEFO 1979 Aug; 
131(2):166-8 (Eng. Abstr.) (Ger) 

[Herniography] Ekberg O, et al. Lakartidningen 1979 Dec 
5;76(49):4508-10 (Eng. Abstr.) (Swe) 


SURGERY 


— herniorrhaphy in a health center. Freedman DL. 
cta Chir Scand 1979;145(4):235-7 
a of the shutter mechanism in inguinal 
herniorrhaphy. Dubbs W, et al. Am J Surg 1980 Mar; 
139(3):461-2 
Sleep in herniorrhaphy patients. Kavey NB, et al. 
J Surg 1979 Nov;138(5):683-7 
Bilaterality and the prosthetic repair of large recurrent 
inguinal hernias. Read RC. Am J Surg 1979 Dec; 
138(6):788-93 
Testicular function after herniotomy. Herniotomy and 
fertility. Homonnai ZT, et al. Andrologia 1980 Mar-Apr; 
12(2):115-20 
The management of elective hernia repair. Iles J. 
Ann Plast Surg 1979 Jun;2(6):538-41 
Evaluation of dextran with local anaesthesia for herniorraphy 
[letter] Ann R Coll Surg Engl 1980 Mar;62(2):153-4 
anaesthesia for herniorraphy [letter] Hanning CD. 
Ann R Coll Surg Engl 1979 Nov;61(6):484 
Evaluation of dextran with local anaesthesia for short-stay 
inguinal anes. Kingsnorth AN, et al. 
Ann R Coll — Engl 1979 Nov;61(6):456-8 
Influence of on the endocrine-metabolic response to 
surgery. Blic nert-Toft M, et al. Ann Surg 1979 Dec; 
190(6):761-70 
Inguinal herniorrhaphy and sperm-agglutinating antibodies 
in infertile men. Friberg J, et al. Arch Androl 1979 Jun; 
2(4):317-22 
Polyglycolic acid, silk, and topical ampicillin. Their use in 
hernia repair and cholecystectomy. Andersen JR, et al. 
Arch Surg 1980 Mar;115(3):293-5 
Repair of massive inguinal hernia: with pneumoperitoneum 
and without using prosthetic mesh. Forrest J. 
Arch Surg 1979 ;114(9):1087-8 
The medium-term results of repairing inguinal hernias with 


CUMULATED INDEX MEDICUS 


Br Gin Pract 1979 Ful 350)191, 60 et al. 
Gin Pract 1979 Jul; guy 191, 6 
The floss-silk lattice p> - Fea unguinal hernias. 
R. Br J Clin Pract 1979 roe citd Wy A 
for hernia and varicose veins in a day-bed un 
Goulbourne IA, et al. Br Med J 1979 Sep 22-2(6192): 712-4 
Shouldice technique for of in, hee Obney N 
Bull NY Acad 1979 Oct;55(9):86: 
“oa and anesthesia in Ontario [letter “y Iles JD. 
perth Mas Assoc J 1978 Jan 21;118(2):114 
~ ir under field block anesthesia. Garcia 
. Del a Med 1980 Jul;52(7):381-3 
Phar 8 absence after inguinal herniorrhaphy. Griffiths M, 
et al. J Epidemiol Community Health 1979 Jun;33(2):121-6 
The unilateral pediatric inguinal hernia: Should the 
contralateral side by explored? McGregor DB, et al. 
J Pediatr Surg 1980 Jun;15(3):313-7 
Hernia repair and time off work in Oxford. Semmence A, 
et al. J R Coll Gen Pract 1980 Feb;30(211):90-6 
Short-stay surgery for inguinal hernia [letter] Datta D, et 
al. Lancet 1980 Jul 12;2(8185):99-100 
Hernia repair in children [letter] Huntington KM. Lancet 
1980 Jan 12;1(8159):98 
Transversalis fascia hernioplasty. Berliner SD, et al. 
NY State J Med 1980 Jan;80(1):25-7 
Inguinal hernia ir. Comparison of local, 
general anesthesia. Job CA, et al. NY State 
Set: 379(11):1930-3 
Simultaneous open prostatectomy and inguinal 
herniorrhaphy. Kramer SA, et al. South M Med J 1979 Oct; 
72(10):1293-6 
Ipsilateral thrombophlebitis and pulmonary embolism after 
*s ligament herniorrhaphy. Brown RE, et al. 
Surgery 1980 Feb;87(2):230-2 
a yt ligament yond for adult groin hernias. Rutledge 
1980 Jun;87(6):601-10 
nae results of the use of N. I. Kukudzhanov’s method in 
the surgical treatment of inguinal hernias] Khristov Kh. 
(Sofiia) 1979;32(5):422-5 (Eng. Abstr.) (Bul) 
[Simultaneous singuinal hernia incarceration in twins] 
Nikolov A, et al. Khirurgiia (Sofiia) 4s ;32(5): go (ul) 
[Results of eR operations of rnias} 
Stockarova et al. Rozhl Chir 1980 | un;59(6): 316 88 
me kacver's (Cze) 
icVay technic for inguinal hernia cure. Results of 
eee in a teaching center (author’s transl)] Van Laere 
M, et al. Acta Chir Belg 1979 Sep-Oct;78(5):311-5 (Eng. 
Abstr.) (Dut) 
[Cure of inguino-crural herniae through median 
preperitoneal route and teflon prosthesis. Personal series 
of 56 cases (author’s transl)] Blondiau JV, et al. 
Acta Chir Belg 1979 Sep-Oct;78(5):317-23 (Eng. oo 
) 


(Hernia recurrence--study of 100 case history] Groebli Y, 
et al. Helv Chir Acta 1980 Feb;46(5-6):741-6 (Eng. Saas 
) 


Maingot 


idural, and 
Med 1979 


[The repair of inguinal hernia by insertion of prosthetic 
material with tunnelisation of the spermatic cord (author’s 
transl)] Bourde J. Nouv Presse Med 1979 Oct 8;8(38):3047-8 
(Eng. Abstr.) (Fre) 

[Surgical treatment of experimental laparocele in rats by 
means of an inguinal subcutaneous island )] Marconi 
F, et al. Minerva Med 1979 Oct 20;70(45):3129-32 (Ita) 

[De-epidermized free skin in the treatment of 
eventrations and hernias] Caloghera C, et al. 

Rev Chir [Chir] 1980 Mar-Apr;29(2):93- {00 (Eng. no 


[Use of dura mater for the treatment of inguinal hernia] 
Toskin KD, et al. Khirurgiia (Mosk) 1980 Jul;(7):29-33 
(Eng. Abstr.) (Rus) 

[Operation for strangulated inguinal hernias with late 
hospitalization of the patients] Grinevich VA. Klin Khir 
1980 Apr;(4):68 (Rus) 

[Modification of the Bassini-Postempskii method in treating 
direct inguinal hernias] Khiba VS. Klin Khir 1980 Feb; 
(2):42-3 (Rus) 

[Surgical treatment of nonstrangulated inguinal hernia] 
Napalkov PN, et al. Sov Med 1979 Nov;(11):25-30 (Eng. 
Abstr. (Rus) 

a meen of the single-row goffering suture in inguinal 

hernia operations in children] Roshal’ ME. Vestn Khir 1979 
Sep; 12309): 9):109-10 (Rus) 

[Tractional diverticulum of the urinary bladder as a 
component in recurring inguinal hernias] Stojanovski R. 

Acta Chir Iugos! 1979;26(1):99-103 (Eng. Abstr.) (Sec) 

[Operative methods and our results in the surgery of — 
hernias in children] Edhemovié S. Acta Chir Iugosl 1979; 
26(2):103-8 (Eng. Abstr.) (Ser) 

(Early recurrence of inguinal hernia after Bassini’s plasty] 
Maksimovié V. Vojnosanit Pregl 1980 Mar-Apr;37(2):89-94 

(Ser) 


THERAPY 


Progressive pneumoperitoneum in the treatment of massive 
inguinal hernia. 


iles CB. S Afr J Surg 1980 Mar; 
18(1):27-30 


Ccpuservestee inguinal hernia treatment? (letter)] Peiper HJ. 
Wochenschr 1980 May 9;105(19):678 (Ger) 


VETERINARY 
Bilateral inguinal hernia in a pig-tailed monkey (Macaca 


HERNIA, UMBILICAL 


a Warren RG, et al. Lab Anim Sci 1979 Jun; 
29(3): 
[Incarcerated scrotal hernia in a gelding poe transl)]} 
Breukink HJ, et al. Tijdschr Diergeneeskd 1980 Mar 15; 
105(6):242-7 ‘Eng. Abstr.) (Dut) 


HERNIA, OBTURATOR see under HERNIA 


HERNIA, UMBILICAL 


COMPLICATIONS 


Symptomatic umbilical hernias after peritoneovenous shunts 
[letter] Eisenstadt S. Arch Surg 1979 Dec;114(12):1443 

Sirenomelia with exomphalos associated with absent hind gut. 
Bhandari B, et al. Indian Pediatr 1979 Nov;16(11):1045-9 

Thyroxine-binding lobulin deficiency in Beckwith 
‘os Leung AK, et al. J Pediatr 1979 Nov;95(5 Pt 
1 

Complete and incomplete forms of Beckwith-Wiedemann 
syndrome: their oncogenic potential. Sotelo-Avila C, et 
al. J Pediatr 1980 Jan;96(1):47-50 

Absence of the caudal a in a twin: a combined 
thoraco-abdominal defect. liaday ES, et al. 
J Pediatr Surg 1980 A a 

[Segmental dilatation o! the ileum associated with an 
omphalocele and a = mesentery. Discussion around 
2 cases : chance > temo ‘related’? (author’s 
transl)] Aboulola M, et al Pediatr 1979;20(3):197-202 
(Eng. Abstr.) (Fre) 

[Strangulation of a portion of the ileum with a : oe in 
a newborn infant with an embryonic umbilical cord hernia! 
Bukhonkin MD, et al. Vestn Khir 1979 Dec; pay 

) 


[Wiedemann-Beckwith syndrome Gmacen 


glossia, 
omphalocele, itism 


gigantism)] Mena M, et al. 
Rev Chil Pediatr 1979 Jan-Feb; one 59-61 (Eng. a) 


CONGENITAL 


[Exomphalos-macroglossia-gigan' EMG _ syndrome] 
Veleminsky M, et al. Cesk Pediatr 1979 Jul;34(7):421-2 
(Eng. Abstr.) (Cze) 

[Ectopia cordis and omphalocele: defective closure of the 
thorax and frontal abdominal wall] Pintér A, et al. 

Orv Hetil 1980 Jan 13;121(2):81-3 (Hun) 

[Clinical report of a case of omphalocele] Argento MP, et 
al. a (Napoli) 1979 Mar 31;87(1): T3144 = 
Abstr. 


[Urinary omphalocele] Valdivia Uria JG, et 
Actas Urol Esp 1979 Sep-Oct;3(5): 287.90. Eng. Am) 


DIAGNOSIS 


Prenatal > of ary by ultrasound and 

rey hy. Hesseldahl 
= _ andi the da intssgt 83-6 i 

eed trasound in and management of fetal 
exomphalos. Case repo! mas F, et al. 
Br J Obstet Grated 1979 Sul; 86(7):581—4 

Prental diagnosis and subsequent team approach to the 
management of omphalocele. Wilson BR, et al. 
J Reprod Med 1980 Mar;24(3):134-6 

Early antenatal diagnosis of exomphalos [letter] Wald NJ, 
et al. Lancet 1980 Jun 21;1(8182):1368-9 

In utero diagnosis of Beckwith--Wiedemann syndrome b: 
ultrasound. Weinstein L, et al. 
134(2):474 

[The antenatal diagnosis before 20 weeks of an omphalocoele 
and a failure of development . the abdominal wall 


bag ee transl)] Thoulon JM, et al 

Obstet Biol Reprod (Paris) 1979 Jul-Aug; 
xs) 415-7 (Eng. Abstr.) (Fre) 

[Prenatal recognition of omphalocele (author’s transl)] 
Meyenburg M, et al. Geburtshilfe Frauenheilkd 1979 : 

39(12):1021-3 ‘Eng. Abstr.) 


DRUG THERAPY 


Giant exomphalos—-conservative or 
[letter] Chan MC. Arch Dis Child 19 


EMBRYOLOGY 


The pathogenesis of gastroschisis and omphalocele. deVries 
PA. J Pediatr Surg 1980 Jun;15(3):245-51 


ETIOLOGY 


Umbilical hernia and abdominal cramp in swimmers [letter] 
Penny T. Br Med J 1979 Sep 15; 2(6191):674_5 

Umbilical hernia in child swimmers '] Skidmore FD. 
Br Med J 1979 Aug 25;2(6188):494 


FAMILIAL & GENETIC 

Dysmorphic facies, pee mage laryngeal and pharyngeal 
hypoplasia, spinal anomalies, and ing disabilities in a 
-_ dominant malformation syndrome. Shprintzen RJ, et 

Birth Defects 1979; a. 347-53 

Oughta and partial t risomy iq syndrome. Chen H, et 
al. Hum Genet 1979;53(1):1-4 

Monozygotic twins discordant for Wiedemann-Beckwith 
syndrome and the implications for genetic counselling. 


rative treatment? 
Feb;55(2):167 





HERNIA, UMBILICAL 


Berry AC, et al. J Med Genet 1980 Apr;17(2):136-8 

[Omphalocele: hereditary disease with dominant 
transmission?] Le Marec B, et al. J Genet Hum 1979 Oct; 
27(3):259-62 (Eng. Abstr.) (Fre) 


OCCURRENCE 


Infantile umbilical hernia. Blumberg NA. 
Surg Gyzecol Obstet 1980 Feb: 150(2): 187-92 


SURGERY 


Use of Teflon mesh for repair of abdominal wall defects in 
neonates. Moazam F, et al. J Pediatr Surg 1979 Jun; 
14(3):347-51 

Prognostic factors in omphalocele and gastroschisis. Stringel 
G, et al. J Pediatr Surg 1979 Gct;14(5):515-9 

Repairing umbilical hernia in infancy [letter] Teja K, et al. 
Pediatr Pediatr Surg 1979 Oct;14(5):633 

Omphalocele and gastroschisis. Hasse W, et al. 

Prog Pediatr Surg ogg en 

Causes of postoperative dea’ in 
omphalocele. Hofmann-von Kap-herr 
Prog Pediatr Surg 1979;13:63-70 

Gastroschisis and omphalocele. Knutrud O, et al. 

Prog Pediatr Surg 1979;13:51-61 

Umbilical hernia and surgical indications. Ajao OG, et al. 
Trop Doct 1979 Oct;9(4):176-7 

[180 cases of umbilical hernia repaired in a new way (author’s 
transl)] de Medinaceli L, et al. J Chir (Paris) 1979 May; 
116(5):361-4 (Eng. Abstr.) 

[Ruptured omp le: treatment with dura mater 

rosthesis] Costa F, et al. Rev Paul Med 1979 Sep-Oct; 
aon 85-6 (Eng. Bag os ) (Por) 
[De-epidermized — in the treatment of 

eventrations and bend ee C, et al. 
Rev Chir [Chir] 1980 iae-Agu 29(2):93-100 (Eng. Abstr.) 
(Rum) 


THERAPY 


Congenital ventral abdominal wall defects. Leonard T Jr, 
et al. Milit Med 1979 Oct;144(10):666-70 

{A prosthesis for children with massive abdominal hernia 
before surgery] Jacobs JJ. S Afr J Surg 1979 Mar; 
17(1):35-41 (Eng. Abstr.) (Afr) 


URINE 


Excretion of polyamines by children with Beckwith’s 
syndrome. Barlow GB. Arch Dis Child 1980 Jan;55(1):40-2 


VETERINARY 


Repair of incisional hernias in the horse. Scott EA. 
J Am Vet Med Assoc 1979 Dec 1;175(11):1203-7 


HERNIA, VENTRAL 


COMPLICATIONS 


Essential fatty acity deficiency and impaired wounc healing 
in an infant with gastroschisis. Burney DP, et ai. 
Am Surg 1979 Aug;45(8):542 

[Uterine myoma as content of incarcerated postoperative 
hernia] Tuszewski M, et al. Pol Przegl Chir 1979 Aug; 
51(8):759-61 (Pol) 
[Adhesive in large and huge postoperative ventral 
hernias] latsentiuk MN. Vestn Khir 1979 Aug;123(8):40-3 
(Eng. “Abstr ) (Rus) 


CONGENITAL 


Congenital lumbar ‘pseudohernia’. Due J Jr. 
J Pediatr Surg 1979 Aug;14(4):475-0 

Congenital ventral abdominal wall defects. Leonard T Jr, 
et al. Milit Med 1979 Oct;144(10):666-70 


DIAGNOSIS 


Ultrasonic demonstration of Spigelian hernia. Sutphen JH, 
et al. AJR 1980 Jan;134(1):174-5 
Spigelian hernia: an ultrasonic diagnosis. Deitch EA, et al. 
Arch Surg 1980 Jan; “ew 
[Hernia Spigelii) Aasted A, et al. Ugeskr Laeger 1980 Apr 
21;142(17):1094-5 (Eng. Abstr.) (Dan) 
Paraduodenal hernia: 3 cases and revue of the literature 
(author's transl)] Jamart J, et al. Acta Chir Belg 1980 
Jan-Feb;791):35-42 (Eng. Abstr.) (Fre) 
{Errors in the = of strangulated ventral hernia] 
Gushcha AL, et al. Khirurgiia (Mosk) 1980 Jul;(7):77-8 
(Rus) 


[Intr-abdominal hernias simulating nonorganic 
retroperitoneal tumors] Kukharenko EI, et al. Klin Khir 
1980 Feb;(2):38 (Rus) 


DRUG THERAPY 


[Treatment of strangulated hernias with the use of 
heparin-fibrinolysin-novocaine mixture] Efendiev VA, et 
al. Sov Med 1980;(3):45-9 (Eng. Abstr.) (Rus) 


ETIOLOGY 
Acute Spigelian hernia. An unusual 
cardiopul 
J Ky 


complication of 
monary resuscitation. Brockman GF, et al 
led Assoc 1979 Oct;77(10):511-2 


8286 


CUMULATED INDEX MEDICUS 


Trauma’ 


1 O)T10-1 
(Annis 30 


hernia. Dajee H, et al. J Trauma 1979 


wall hernias after obstetrical and 
gnyecological their 7 and the ways for 
their prevention] Zhebrovskii VV, et 
Akush Ginekol (Mosk) 1979 Jul;(7): 23 (Eng. Abstr.) 
[Postoperative eventrations] Rodionov VV, et al. 
Khirurgiia (Mosk) 1979;(10):84-8 
PATHOLOGY 


[Anatomical study and surgical approach in 704 external 
abdominal hernias in the Ivory Coast] Silberstein AJ. 
Ann Soc Belg Med Trop. 1979 Jun;59(2):165-83 Gn. 
Abstr.) 


(Rus) 


RADIOGRAPHY 


a hernia: plain film diagnosis. S; 
J Can Assoc Radiol 1980 Jun;31(2):147- 


RADIONUCLIDE IMAGING 


Petit’s hernia: an unusual cause of abnormality on 
Ga-67-citrate scintigraphy. Powers TA. Clin Nucl Med 
1980 Feb;5(2):61-2 


SURGERY 


ir of long, large midline incisional hernias using reflected 
flaps of anterior rectus sheath reinforced with Marlex mesh. 
Browse NL, et al. Am J Surg 1979 Nov;138(5):738-9 
New technique for repairing incisional hernias with Marlex 
mesh. Usher FC. Am J 1979 Nov;138(5):740-1 
Selective repair of neonatal gastroschisis based on degree 
of visceroabdominal disproportion. Fonkaisrud EW. 
Ann Surg 1980 Feb;191(2):139-44 
Repair of midline abdominal incisional hernia by ilis 
muscle transfer. Venugopalan S. Br J Plast Surg 1980 Jan; 
33(1):43-5 
The use of flexible carbon fibre in the repair of experimental 
large abdominal incisional hernias. Johnson-Nurse C, et 
al. Br J Surg 1980 Feb;67(2):135-7 
Healing of the operative fascial defect after repair of huge 
midline hernias with the reverse sheath method. Chaimoff 
C, et al. Int Surg 1979 Mar;64(2):63-6 
Prosthetic mesh repair of large hernias at the site of colonic 
stomas. Sugarbaker PH. Surg Gynecol Obstet 1980 Apr; 
150(4):576-8 
[Method for the surgical treatment of postoperative 
eventrations after upper median laparotomy and large 
epigastric hernias] Rachev R. Khirurgiia (Sofiia) 1979; 
32(6):554-7 (Bul) 
[Autoplasties of evisceration on total flap-skin-graft (author’s 
transl)} Arianoff AA, et al. Acta Chir Belg 1979 Sep-Oct; 
78(S):325-34 (Eng. Abstr.) (Fre) 
[Autogenous full thickness skin lacing used in the treatment 
¢ yng eventrations. Apropos of 36 cases] Banzet P, et 
Ann Chir Plast 1979;24(2):182-6 (Eng. Abstr.) (Fre) 
[ivestanes of severe median abdominal cicatricial 
eventrations by an aponeurotic plastic procedure (author’s 
transl)] Clotteau JE, et al. Chirurgie 1979; 105(4):344-6 
(Eng. Abstr.) (Fre) 
[Indications for selective operative procedures in the 
treatment of post-operative eventrations of the 
anterolateral abdominal wall (author’s transl)] Stoppa R, 
et al. Chirurgie 1979;105(4):276-86 (Eng. Abstr.) (Fre) 
[The surgical treatment of large incisio hernias by lacin 
of autogenous full thickness skin. 36 cases (author’s  transl)} 
Banzet P, et al. Noav Presse Med 1979 Oct 22;8(40):3227-9 
(Eng. Abstr.) (Fre) 
[Our modified hernia operations with polyester mesh] 
Hoffmann J, et al. Chirurg 1979 Sep;50(9):576-8 (Ger) 
[The Schrudde operation—-two case rts] Schuwerack O. 
Z Plast Chir 1980 Apr;4(1):57-62 ( a een) (Ger) 
[Repair of huge hernia in scar] Shilon et al. Harefuah 
1979 Jul;97(1-2):9-11 (Eng. Abstr.) (Heb) 
[Eventration] Grabowski S, et al. Pol Przegl Chir 1979 Oct; 
51(10):957-62 (Eng. Abstr.) (Pol) 
[Our method of wound suturing in recurrent eventration] 
Krokowicz A, et al. Pol Przegl Chir 1979 May;51(5):475-7 
(Eng. Abstr.) (Pol) 
{Hernias of the semilunar line of Spigel] Slowinski W, et 
al. Pol Przegl Chir 1980 Jan;52(1):25-7 (Eng. At=tr.) 


[Bilateral peritoneo-aponeurotic superposition wil the 
hernial sac of median and paramedian longitudinal 
incisional hernias] da Silva AL. AMB 1979 Mar; 2563). 87-90 
(Eng. Abstr.) (Por) 

[De-epidermized free skin graft in the treatment of 
eventrations and hernias] Caloghera C, et al. 

Rev Chir [Chir] 1980 Mar-Apr;29(2):93-100 (Eng. Abstr.) 
(Rum) 

detects correction of large ventral hernias in developmental 
ects of the abdominal wall in children] Bairov GA, et 
Klin Khir 1980 Jun;(6):9-13 (Eng. Abstr.) (Rus) 
rcanpeionded preoperative preparation of patients with 
large and = postoperative ventral hernias] Iatsentiuk 
MN. Klin 1980 Feb;(2):26-7 (Eng. Abstr.) (Rus) 

[Surgical treatment experience with middle postoperative 
ventral hernias] Shpakovskii NI. Klin Khir 1980 Feb; 
(2):27-30 (Eng. Abstr.) (Rus) 

[Use of the greater omentum in plastic repair of the abdominal 


rs TC, et al. 


(Pol) 


1980 


wall for perative hernias] Silaev IuS, et al. 

Vestn Khir ry Apr; 124(4):86-7 (Rus) 

[Causes of mortality. in sti ne ventral hernia and 
methods of its reduction "Zakharov SN, et al. 

(Rus) 

hez 


Vestn Khir 1979 Nov;123(11):52-5 (Eng. Abstr.) 
[ lian hernia. Contribution of 2 cases] Serrano Sanc 
, et al. Rev Esp Enferm Apar Dig 1980 Apr;57(4): — 
Abstr.) 


VETERINARY 


ir of incisional hernias in the horse. Scott EA. 
Am Vet Med Assoc 1979 Dec 1;175(11):1203-7 
Ventral hernia in the sheep. Tirgari M. Vet Rec 1980 Jan 
5;106(1):7-9 


HEROIN see DIACETYLMORPHINE 
HEROIN ADDICTION 


Seven-year follow-up of heroin addicts: abstinence and 
continued use compared. Oppen E, et al. 
Br Med J 1979 Sep 15;2(6191):627-30 

Narcotic abuse in p: y [clinical conference] Werblun 
MN, et al. J Fam 1979 Oct;9(4):711-6 

The physician: an unknowing pusher? [editorial] Sell MB. 
J Med Assoc Ga 1978 ‘Aug. 67(8):649 

b> My of heroin addiction upon criminality. Ball JC, 

atl Inst Drug Abuse Res Monogr Ser 1979;27: 163-9 

[Prelisninary assay of clonidine in te withdrawal. Results 
of an open-study (author's t 1) (letter)] Cottereau MJ, 
et al. Nouv Presse Med 1979 Oct 22;8(40):3267 (Eng. 
Abstr.) (Fre) 

[Jaundice in the newborn infant of a ‘poly-drug-dependent’ 
mother. Heroin and methadone, G6PDH deficiency and 
antagonism in the enzymatic modulation (letter)] Di Comite 
A, et al. Minerva Pediatr 1980 Apr 15;32(7):517 _— (Ita) 


BLOOD 


Heroin and naltrexone effects on pituitary-gonadal hormones 
in man: interaction of steroid feedback effects, tolerance 
and supersensitivity. Mendelson JH, et al. 

J Pharmacol Exp Ther 1980 Sep;214(3):503-6 

Beta-endorphin-like immunoactivity in the plasma of heroin 
addicts and normal subjects. Ho WK, et al. 

N 1980 Jan;19(1):117-20 * 
Growth hormone response to thyrotropin-releasing hormone 


mone stimulation in heroin 

addicts, Brambilla F, chobiology 1980; 
6(3):152-8 

Endocrine studies in heroin addicts. Afrasiabi MA, et al. 

rinology 1979;4(2):145-53 

Heroin addiction: relationship between the plasma levels of 
testosterone, dihydrotestosterone, androstenedione, LH, 
FSH, and the plasma concentration of heroin. Bolelli G, 
et al. Toxicology 1979 Dec;15(1):19-29 


COMPLICATIONS 


Heroin nephropathy. A ey and epidemiologic 
Gate. Con ningham EE. al. Am J Med 1980 Jan; 
68(1):47-53 

Alteration of pulmonary function in intravenous drug 
abusers. Prevalence, severity, and characterization of gas 
exchange abnormalities. Overland ES, et al. Am J Med 
1980 Feb; ;68(2):231-7 

A vitamin profile of heroin addiction. el-Nakah A, et al. 
Am J Public Health 1979 Oct;69(10):1058-60 

Heroin addiction: acute presentation of medical 
complications. Sternbach G, et al. Ann Emerg Med 1980 
Mar;9(3):161-9 (90 ref.) 

Tricuspid endocarditis and embolic pneumonia in heroin 
addicts. Davies W. Australas Radiol 1980 Mar;24(1):27-31 

The structure of depression in heroin addicts. Shaw BF, et 
al. Br J Addict 1979 Sep;74(3):295-303 

peer ca infective endocarditis in a drug addict. Multiple 

ie episodes in nine years. Mokotoff D, et al. 
Chest. 979 Nov;76(5):592-4 

Primary skeletal infections in heroin users: a clinical 
characterization, diagnosis and therapy. Roca RP, et al. 
Clin Orthop 1979 Oct;(144):238-48 

A comparison of alcoholics and heroin abusers: computerized 
transaxial tomography and neuropsychological functioning. 
Hill SY, et al. Curr Alcohol 1978 May 1-3;5:187-205 

Brain abscess secondary to bacterial endocarditis in a heroin 
addict. Richardson RR, et al. IMJ 1979 Dec;156(6):463-5 

The role of race and social class in the psychiatric disorders 
of treated narcotic addicts. Ausubel DP. Int J Addict 1980; 
15(2):303-7 

Alcohol abuse by heroin addicts: review of research findings 
and issues. Belenko S. Int J Addict 1979;14(7):965-75 

Thrombocytopenia in heroin addicts: case reports. Khaleeli 
M, et al. Int J Addict 1980;15(2):295-301 

Isolated Candida parapsilosis arthritis in a heroin addict. 
Yarchoan R, et al. J Rheumatol 1979 Jul-Aug;6(4):447-50 

Isolated Candida parapsilosis arthritis in a heroin addict. 
Yarchoan R, et al. J Rheumatol 1979 Jul-Aug;6(4):447-50 

Complications of heroin injections of the neck. Espiritu MB, 
et al. Laryngoscope 1980 Jul;90(7 Pt 1):1111-9 

Thrombocytopenia associated with intravenous heroin abuse. 
Taetle R, et al. West J Med 1979 Jul;131(1):62-4 

[The neuropsychiatric symptoms of heroinism (author’s 
transl)]} Benos J. Fortschr Neurol Psychiatr 1979 Oct; 





et al. 








47(10):499-519 (Eng. Abstr.) 


DRUG THERAPY 


Early appearance of Laennec’s cirrhosis in former heroin 
addicts on methadone maintenance. Ryan JJ. 
J Med Soc NJ 1980 Jun;77(6):425-8 

Double-blind comparison of methadone and placebo 
maintenance treatments of narcotic addicts in Sef 
Newman RG, et al. Lancet 1979 Sep wg 

The phase III clinical evaluation of LAAM 1 Camps 

a of ens, in LAAM and met 


Natl Inst Drug Abese Res Monogr Ser 1979;27:289-295b 
Buprenorphine suppresses heroin use by heroin addicts. Mello 


(Ger) 


rai 


NK, et al. Science 1980 Feb 8;207(4431):657-9 
[Detoxication of heroin addicts in the area of Genoa] Piredda 
F, et al. Clin Ter 1979 Dec 31;91(6):555-64 (Eng. ow 
ta 


ECONOMICS 


Ethnoeconomical approach to the relationship between crime 
and drug use: preliminary findings. Goldstein PJ. 
Natl Inst Drug Abuse Res Monogr Ser 1979;27:156-62 


ETIOLOGY 


Dependence in rats after one aeeaten of heroin-, LAAM- 
or hydromorphone-zinc tannate. Brands B, et al. 
Pheresecel Wisthen Behav 1979 Sep;11(3):279-82 


FAMILIAL & GENETIC 


Heroin and chromosome damage. Falek A, et al. 
Arch Gen Psychiatry 1980 Feb; ;37(2):227-8 

Family ties of heroin addicts. Madanes C, e 
Arch Gen Psychiatry 1980 Aug;37(8): 889-94 

Parenting among women addicted to narcotics. Lawson MS, 
et al. Child Welfare 1980 Feb;59(2):67-79 


IMMUNOLOGY 


Immunoglobulins in heroin users. Blanck RR, et al. 
Am J Epidemiol 1980 Jan;111(1):81-6 


METABOLISM 


Effects of opiates and demographic factors on DNA repair 
synthesis in human leukocytes. Madden JJ, et al. 
Proc Natl Acad Sci USA 1979 Nov;76(11):5769-73 


MORTALITY 


Mortality rates of persons entering methadone maintenance: 
a seven-year study. Concool B, et al. 
Am J Drug Alcohol Abuse 1979;6(3):345-53 


OCCURRENCE 


A mathematical model of a heroin yg implications 
- control policies. Mackintosh DR 
Community Health 1979 Dec; 33(4): 299-304 


PHYSIOPATHOLOGY 


Suppression of morphine abstinence in heroin addicts by 
beta-endorphin. Su CY, et al. 
Adv Biochem Psychopharmacol 1980;22:503-9 

Effects of heroin addiction on thyrotrophin, thyroid 
hormones and porlactin secretion in men. Chan V, et al. 
Clin (Oxf) 1979 Jun; 10(6):557-65 

Heroin and naltrexone effects on pituitary-gonadal hormones 
in man: tolerance and supersensitivity. Mendelson JH, et 
al. Natl Inst Drug Abuse Res Monogr Ser 1979;27:302-8 


PREVENTION & CONTROL 


Success and failure of LAAM maintenance: selected case 


studies. Tyler J, et al. J Psychedelic Drugs 1980 Jan-Mar; 
12(1):41-6 


PSYCHOLOGY 


Perceived family environments among ethnic pow. ‘J 
compulsive heroin users. Penk W, et al. Addict Behav 1 
4(3):297-309 

Career dynamics of female heroin addicts. Gerstein DR, et 
al. Am J Drug Alcohol Abuse 1979;6(1):1-23 

A twenty-year follow-up of narcotic addicts in Tucson, 
Arizona. Harrington P, et al. 

Am J Drug Alcohol Abuse 1979;6(1):25-37 

Self-concept and completion of treatment for heroin and 
nonheroin drug abusers. Hunter KI, et al. 
Am J Drug Alcohol Abuse 1978;5(4):463-73 

The impact of Vietnam service on heroin-addicted veterans. 
Mintz J, et al. Am J Drug Alcohol Abuse 1979;6(1):39-52 

Depression in treated narcotic addicts, ex-addicts, 
nonaddicts, and suicide attempters: validation of a very 
Brief Depression Scale. Mintz J, et al. 

Am J Drug Alcohol Abuse 1979;6(4):385-96 

Parental correlates of drug use among young Puerto Rican 
adults. Nuttall EV, et al. Am J Drug Alcohol Abuse 1979; 
6(2):173-88 

Difficulties in taking care of business: women addicts as 
mothers. Rosenbaum M. Am J Drug Alcohol Abuse 1979; 
6(4):43 1-46 

Craving in heroin addicts maintained on the opiate antagonist 


CUMULATED INDEX MEDICUS 


naltrexone. Sideroff SI, et al. 

Type ¥ Bre, Alcan layed by berola addicts. S 
'ypes of psyc' disp! icts. Steer 
RA, et al. Am J Psychiatry 1979 Nov: “geal caaeaie 

Hostility on and off opiates. Roy A, et al 
Compr chiatry 1979 Sep-Oct: 20(5): 433-4 

Self-portraits and selected poe of oS peony of a 
— = heroin-addicted 

Psychiatr 1979;22(4 234-48 

Affective changes in male and female methadone patients. 
Steer RA, et al. Drug Alcohol Depend 1980 Feb;5(2):115-22 

Personality characteristics of heroin addicts: a review of the 
empirical literature with critique--part II. Craig RJ. 

Int J Addict 1979 Jul;14(5)-607-26 (47 ref.) 

Personality characteristics of heroin addicts: a review of the 
empirical literature with —— I. Craig RJ. 
Int J Addict 1979 May;14(4):513-32 

Children of heroin addicts. Herjanic BM, et al. 

Int J Addict 1979;14(7):919-31 

Comparison of perceived locus of control among heroin 
eddicts, alcoholics, and amphetamine abusers. Pearlstein 
RC. Int J Addict 1980;15(2):277-82 

MMPI factor scale differences among heroin addicts differing 
in race and admission status. Penk WE, et al. 

Int J Addict 1980;15(3):329-37 

Challenging some ‘common wisdom’ on drug abuse. Reed 
T. Int J ‘Addict 1980; 15(3):359-73 

Personality characteristics of juvenile delinquent heroin 
users. Stayton SE, et al. Int J Addict 1979 May;14(4):585-7 

Mood components of heroin addicted men: psychosocial 
correlates. Steer RA, et al. Int J Addict 1979; 408): 1171-6 

An MMPI comparison of polydrug and heroin abusers. Penk 
WE, et al. J Abnorm Psychol 1980 Apr;89(2):299-302 

A test of the voluntarism hypothesis among nonvolunteering 
opiate addicts who voluntarily return to treatment. Penk 
WE, et al. J Abnorm Psychol 1980 Apr;89(2):234-9 

Heroin addiction and the Wechsler Digit Span test. Keiser 
TW, et al. J Clin Psychol 1980 Jan;36(1):347-51 

MMPI comparison of black heroin users volunteering or not 
volunteering for treatment. Robinowitz R, et al 
J Consult Psychol 1980 Aug;48(4):540-2 

Degree of suppression of associations to stages of addiction 
by the response of ‘high’. Haertzen CA, et al 
J Psychol 1980 May;105(First Half):111-21 

Alcoholics and opiate addicts. Comparison of personality 
characteristics. Sutker PB, et al. J Stud Alcohol 1979 Jul; 
40(7):635-44 

Drug abusers: defeated and joyless. Cowan JD, et al. 
Natl Inst Drug Abuse Res Monogr Ser 1979;27:170-6 

Unreinforced self-injections: effects on rituals and outcome 
in heroin addicts. O’Brien CP, et al. 

Natl Inst Drug Abuse Res Monogr Ser 1979;27:275-81 

Conditioned heroin responses as an indication of readdiction 
liability. Sideroff SI, et al. 

Natl Inst Drug Abuse Res Monogr Ser 1979;27:268-74 

The effect of schedule removal on the maintenance of heroin 
self-injection. Madden C, et al. 

Pharmacol Biochem Behav 1980 Jun;12(6):983-6 

The involvement of interoceptive factors in the maintenance 
of heroin-seeking behavior. Madden C, et al. 
Pharmacol Biochem Behav 1979 Oct;11(4):445-8 

Effects of heroin self-administration on cigarette smoking. 
Mello NK, et al. Psychopharmacology (Berlin) 1980 Jan; 
67(1):45-52 

Opioid effects on computer-derived sleep and EEG 
parameters in nondependent human addicts. Kay DC, et 
al. Sleep 1979;2(2):175-91 

[Haschish and heroine: considerations on interviews with 
drug addicts (author’s transl)] Foulon L. 

Acta _ Belg 1979 May-Jun;79(3):343-54 yo 
Abstr. re) 


REHABILITATION 


Therapeutic community ag criminal behavior five 
Poop! after treatment. De Leon G, et al. 
Am J Drug Alcohol Abuse 1979; Sis 253-71 

Alcohol use in methadone maintenance clinics. Gelb AM, 
et al. Am J Drug Alcohol Abuse 1979;6(3):367-73 

Effects of contingent payment on  Reliae! with a 
ee regimen. Grabowski J, et al 

J Drug Alcohol Abuse 1979;6(3): 355-65 

Pn Eon, tterns of male methadone maintenance 
patients. Rothenberg PB. Am J Drug Alcohol Abuse 1978; 
5(4):425-39 

Therapeutic communities vs methadone maintenance. A 
prospective controlled study of narcotic addiction 
prego design and one-year follow-up. Bale RN, et al. 
Arch Gen Psychiatry 1980 Feb;37(2):179-93 

Evaluation of heroin maintenance in controlled trial. Hartnoll 
RL, et al. Arch Gen Psychiatry 1980 Aug;37(8):877-84 

A_ cooperative clinical study of methadyl acetate. II. 
Friday-only — Ling W, et al. 
Arch chiatry 1980 Aug;37(8):908-11 

Restabilization with methadone after methadyl acetate 
maintenance. Ling W, et al. Arch Gen Psychiatry 1980 Feb; 
37(2):194-6 

The case for drug abuse treatment effectiveness, based on 
the DARP research program. Sells SB, et al. 
Br J Addict 1980 Jun;75(2):117-31 

An evaluation of a behaviour therapy programme as an 
intervention treatment for the fear of withdrawal with 
heroin-dependent persons. Hollonds GB, et al. 


HERPES GESTATIONIS 


Drug Alcohol Depend 1980 Feb;5(2):153-60 

Levo-alpha-acetylmethadol (LAAM) in the treatment of 
heroin addicts. I. Dosage schedule for induction and 
stabilization. Judson BA, et al. Drug Alcohol Depend 1979 
Nov;4(6):461-6 

Methadone use in patients with chronic renal disease. Kreek 
MJ, et al. Drug Alcohol Depend 1980 Mar;5(3):197-205 

Differences in heroin addicts seeking inpatient es 
ambulatory detoxification, or methadone 
Steer RA. Drug Alcohol Depend 1979 Sep:4(5):399-406 

Methadone matinenance patients’ self- ived factors 
responsible for successful rehabilitation. Abrahams JL. 
Int J Addict 1979;14(8):1075-81 

The validity and reliability of self-reported data from heroin 
addicts: mailed questionnaires compared with face-to-face 
interviews. Bale RN. 3 J Addict 1979;14(7):993-1000 

Pupillary correlates of methadone treatment in heroin 
postaddicts. Campbell KB, et al. Int J Addict 1979 Jul; 
14(5):627-38 

Characteristics of inner city heroin addicts applying for 
treatment in a Veteran Administration Hospital ig 
Program (Chicago). Craig RJ. Int J Addict 1980; 
15(3):409-18 

The frequency of narcotic use before and after admission 
to a methadone maintenance program. Kahn RB. 
Int J Addict 1979;14(8): 1157-62 

Arrest record and retention in methadone maintenance 
treatment. McGuire FL. Int J Addict 1979;14(7):1009-13 

Crime and treatment of heroin users. Maddux JF, et al. 
Int J Addict 1979;14(7):891-904 

Implosive therapy treatment of heroin addicts during 
methadone detoxification. Hirt M, et al. 
J Consult Clin Psychol 1979 Oct; 45): 982-3 

Interest in ancillary services in lone main 
Hargreaves WA. J Psychedelic Drugs 1980 Jan-Mar; 
12(1):47-53 

Posttreatment outcomes of sex and ethnic groups treated in 
methadone maintenance during 1969-1972. Savage LJ, et 
al. J Psychedelic Drugs 1980 Jan-Mar;12(1):55 

Vasopressin analogue in methadone detoxification of heroin 
addicts [letter] van Beek-Verbeek G, et al. Lancet 1979 
Oct 6;2(8145):738-9 

Modification of treatment compliance as a function of 
7 payment manipulations. Grabowski J, et al. 

Natl Inst Drug Abuse Res Monogr Ser 1979;27:402-8 

The abstinence phobia. Hall SM 
Natl Inst Drug Abuse Res Monogr Ser 1979 Jun;(25):55-67 

Naltrexone and behavior therapy for heroin addiction. 
Rawson RA, et al. 
Natl Inst Drug Abuse Res Monogr Ser 1979 Jun; is 26-43 

On the relative 4 of LAAM and methadone. Whysner 
JA, et al. Natl Inst Drug Abuse Res Monogr Ser 1979; 
27:429-33 

(Moratorium on new admissions to the Ulleraker met! 


hadone 
treatment] Gunne LM. Lakartidningen 1979 Oct 31; 
76(44):3895-6 (Swe) 


THERAPY 


Immunoassayable a level in the plasma and 
CSF of heroin addicted and normal subjects before and 
after electroacupuncture. Wen HL, et al. 

Am J Chin Med 1980 Spring-Summer;8(1-2):154-9 

Changes in adrenocorti hormone (ACTH) and 
cortisol levels in drug addicts treated by a new and rapid 
detoxification procedure using acupuncture and naloxone. 
Wen HL, et al. Comp Med East West 1979 Fall;6(3):241-5 

Treatment of heroin addicts: is the client—therapist 
relationship important? Cohen GH, et al. Int J Addict 1980; 
15(2):207-14 

A running therapy. Brennan J, et al. J Psychedelic Drugs 
1979 Jul-Sep;11(3):243-5 

Outcome for structural family therapy with drug addicts. 
Stanton MD, et al. 

Natl Inst Drug Abuse Res Monogr Ser 1979;27:415-21 

Heroin dependence in developing countries: WHO 
collaborates in treatment evaluation studies. 

WHO Chron 1980 Feb;34(2):60-2 

[Ambulatory detoxication of heroin addicts (letter)] Bschor 

F. Dtsch Med Wochenschr 1980 Feb 22;105(8):253-4 
( 


URINE 
Frequency of use of diazepam in individuals on no? 


and in methadone maintenance programs. Budd RD, 
al. Am J Drug Alcohol Abuse 1979;6(4):511-4 


HERPANGINA \ 


TRANSMISSION 


—— in an anesthesiologist. Rosenblatt RM, et al. 
nesth Analg (Cleve) 1980 May;59(5):384-5 


HERPANGINA VIRUS see COXSACKIE A VIRUSES 


HERPES GESTATIONIS see under SKIN DISEASES, 
BULLOUS 





HERPES LABIALIS 


HERPES LABIALIS 


COMPLICATIONS 


Carcinoma at the site of herpes 
Caron GA. JAMA 1900 Nee 20: 


DRUG THERAPY 


Treatment of herpes simplex of the skin. Critical evaluation 
of an’ drugs Ra ds reference to relative potency 
on the eye. Wassilew SW. Adv Ophthalmol 1979;38:125-33 

Treatment of recurrent herpes simplex labialis with 
levamisole. Spruance SL, et al. 
eee pe ok Chemother 1979 May; po aang 5 

and herpes simplex labialis. Guinan ME, et 
TOR AMA | 1980 Mar 14;24 10): 1059-61 

Acyclovir for treatment of mucocutaneous infection 
in a child with leukaemia [letter] O’Meara A, et al. 
Lancet 1979 Dec 1;2(8153):1196 

Adenosine in the treatment of recurrent tier labialis. Sklar 
SH, et al. Oral Surg 1979 Nov;48(5):41 

Cimetidine in the treatment of herpesvirus infections. 

der Spuy S, et f S Afr Med J 1980 Jul rc 3}:112-6 

L ine therapy 0 oye Leaee 1979 Oct 2 lex labialis) Milman 
N, et al igeskr Laeger 1979 Oct 22 3.443 )2960-2 (Eng. 
Abstr.) (Dan) 


—— infection 
3(23):2396 


PREVENTION & CONTROL 


Lysine prophylaxis in recurrent herpes si — labialis: a 
double-blind, controlled crossover study. Milman N, et al. 
Acta Derm Venereol (Stockh) 1980;60(1):85-7 

[Lysine prevention in recurrent labial herpes simplex] Milman 

Ugeskr Laeger 1980 May 5;142(19):1202-3 (Eng. 
Abstr.) (Dan) 


THERAPY 


Possible treatment for cold sores [letter] Mayne DG. 
Br Med J 1979 Nov 24;2(6201):1368-9 


HERPES LABIALIS VIRUS 


see HERPESVIRUS 
HOMINIS 


HERPES SIMPLEX 


— simplex encephalitis in pregnancy. King RL. 

Am J Obstet Gynecol 1979 Dec 15; 135(8): 1114-5 

Maternal death secondary to disseminated herpesvirus 
hominis. Kobbermann T, et al. Am J Obstet Gynecol 1980 
Jul 15;137(6):742-3 

The decision to biopsy, treat, or wait in suspected herpes 
encephalitis. Barza M, et al. Ann Intern Med 1980 May; 
92(5):641-9 

= simplex encephalitis: a great clinical oo. Lauter 
CB. Ann Intern Med 1980 May;92(5):696- 

Herpetic proctitis and sacral ilaehe~ hazard for 
homosexual men. Samarasinghe PL, et al. Br Med J 1979 
Aug 11;2(6186):365-6 

Cutaneous herpes simplex infections and their treatment. 
Curry SS. Cutis 1980 Jul;26(1):41-58 

Temporal cluster of herpes simplex encephalitis: a 
by restriction endonuclease cleavage of viral 
Hammer SM, et al. J Infect Dis 1980 Apr;!41(4):436-40 

Topical therapeutic efficacy of 
9-(2-hydroxyethoxymethyl)guanine and 
5-iodo-5S’-amino-2’,5’-dideoxyuridine on oral infection 
with herpes simplex virus in mice. Park NH, et al. 

J Infect Dis 1980 May;141(5):575-9 

American Academy of Pediatrics. Committee on fetus and 
newborn. Committee on infectious diseases. Perinatal 
herpes simplex virus infections. Pediatrics 1980 Jul; 
66(1):147-9 

Genital he: simplex virus infections. Rosenthal MS. 

1979 Sep;6(3):517-28 (16 ref.) 

Some results obtained in the ‘Stefan S. Nicolau’ Institute of 
Virology by the study of herpes simplex virus. Mu . A, 
et al. Virologie 1979 Oct-Dec;30(4):295-306 (39 ref. 

Herpes simplex virus infection: problems and Comets as 

rceived by a peripatetic pediatrician. Nahmias AJ. 
ale J Biol Med 1980 Jan-Feb;53(1):47-54 

{Light and electron microscopy of one case of herpetic 
cervicitis (author’s transl)] Toccanier MF, et al. 

Arch Anat Cytol Pathol 1979;27(4):253-7 (Eng. Abstr.) 
(Fre) 


[Herpes meningoencephalitis. Difficulties and need for early 
diagnosis. Ap of 3 recent cases in adults] Froissart 
ied 1980 Mar;25(3):74-82 (Fre) 

[Persistence of herpetic inflammation of the central nervous 
system four years after an episode of acute encephalitis 
(author’s transl)] Tardieu M, et al. Rev Neurol (Paris) 1980; 
136(1):67-9 (Eng. Abstr.) (Fre) 


CLASSIFICATION 
[Selected chapters from clinical bacteriology. Herpesviruses] 
Beer K. Praxis 1980 Feb 5;69(5):156-8 (Ger) 

COMPLICATIONS 


Development of tumours in mice sprentestty infected with 
y~ 4! simplex virus. Barinsky IF, et al 
Acta Virol (Praha) 1979 Sep:34(5): 367-74 

New research on viral diseases and deafness [editorial] 


CUMULATED INDEX MEDICUS 


Am Ann Deaf 1980 Jun;125(4):459 
Arthralgia pe peer mb 
poms: ah of 
Am J Med 1980 
Recurrent herpetic itis in an adult. Jakobiec 
a et al. Am J 1979 Oct;88(4):744-7 
ycorrhachia in herpes simplex type 2 meningitis. 
renton DW. Arch Neurol 1980 wrt poate 
Relation between pay noma [letter 
Davies MG. Br Med J 1 Sep cpait 549-10 
Simultaneous infection with be gay 


simplex virus. Chapel TA, et al Cutis 1 uganay old 191-2 
Partial Kliiver-Bucy Sredems Silke wag Ay na 
simplex encephalitis. Shoji H, et al. J 1979 Sep; 
221(3):163-7 
i inated herpes simplex associated with H. influenzae 
ei in a previously healthy child. Jaworski MA, et 
al. J Pediatr 1980 Mar;96(3 Pt 1):426-9 
Acute motor lytic bladder in renal transplant P ae 
de ng herpes infection. Jacobs SC, et al. 
‘ Urol 1980 Mar; ee 426-7 
Herpes simplex encephalitis [letter] Roman-Campos G, et 
al. Lancet 1980 Mar 1; -1(8166):489 
Méniére’s disease as a form of cranial po! oes Adour 
senate vul, ay en roo 382 ki KJ, et al. 
‘em, simplex. _— et 
NY State tied 197 1979 Ost: 7911} 1760 


Facial ‘oearalgia soci pina 
Stalker WH. Oral eng 1990 3 Jun;49(6): tl 
Herpes simplex poly ionitis. Adour KK. 
Otolaryngol Head Surg 1980 May-Jun 480): 270-4 
Cellular immunity in herpes simplex and cytomegalovirus 
infections in renal allograft recipients. S et al. 
Proc Eur Dial Transplant Assoc 1979;16:745-6 
[Acute herpetic keratoconjunctivitis following _ renal 
transplantation. Treatment with gary (letter)] 
Charpentier B, et al. Nouv Presse Med 1980 Jan 19; 
9(4):255-6 ) 
[Herpes virus and cancer of the cervix] Simard R, et al. 
Union Med Can 1980 Jan;109(1):103-8 (50 ref.) (Eng. 
Abstr.) (Fre) 
[Herpes immune complex nephritis] Streitman K, et al. 
Orv Hetil 1980 Apr 13-121(15):879-83 (Hun) 
[Virological and serological study in the herpetic 
gengivostomatitis (author’s transl)] Ammatuna P, et al. 
Ann Sclavo 1978 Nov-Dec;20(6):833-40 (Eng. ess? | 


simplex. 


[Necrotic encephalitis due to virus hominis 


herpes 
(anatomo-clinical study of 3 cases)] Alema G, et al. 
Riv Neurobiol 1978 Jul-Sep;24(3):208-23 (Eng. “ 
ta) 


CONGENITAL 


Congenital herpes simplex virus infections. R 
cases and review of the literature. Honi; 
Arch Dermatol 1979 Nov;115(11):1329-3 

Intra-uterine infection with — simplex virus and 
observed radiological changes. Walpole IR, et al. 

Aust Paediatr J 1979 Jun;15(2):123-5 

Neonatal herpes simplex virus infection introduced by 
fetal-monitor scalp electrodes. Parvey LS, et al. 
Pediatrics 1980 Jun;65(6):1150-5 

Torch agents in neonates and in infants in Turkey. Kanra 
G, et al. Turk J Pediatr 1979 Jan;21(1):4-6 

DIAGNOSIS 
iagnosis of herpes simplex. Lennartz H. Adv Ophthalmol 
1979;38:17-23 

Acute monoarticular arthritis caused by simplex virus 
and cytomegalovirus. Friedman HM, et al. Am J Med 1980 
Aug;69(2):241-7 

Herpes simplex polyganglionitis. The great masquerader. 
Adour KK. Arch Intern Med 1979 Dec;139(12):1339-40 

Herpes simplex virus and recurrent laryngeal nerve paralysis. 
Report of a case and review of the literature. Magnussen 
CR, et al. Arch Intern Med 1979 Dec; an 1423-4 

The mimicking of mania in ‘benign’ rpes simplex 
encephalitis. Koehler K, et al. Biol auey 1979 Apr; 
14(2):405-11 

Detection of herpes simplex virus infection of female genitalia 
by the peroxidase-antiperoxidase method alone or in 
conjunction with the Papanicolaou stain. Pearson NS, et 
al. J Clin Microbiol 1979 Nov;10(5):737-46 

The stability of herpes simplex virus on vaginal tam 
Myers MG, et al. J Med Virol 1979;3(3): asain 

Western equine encephalitis mimickin simplex 
encephalitis. Bia FJ, et al. JAMA 1980 Fai 25:30 25;244(4):367-9 

Disease alert [news] Schrock CG. JAMA 1980 Mar 28; 
243(12):1231 

Herpes simplex encephalitis: need for accurate dia is 
[editorial] Whitley RJ, et al. JAMA 1980 Jul 25; 
ae 371-2 

is of Herpes simplex encephalitis [letter] McKendrick 
“_ Lancet 1979 Dec 1;2(8153):1181-2 

Spot the din diagnosis. Ratnam AV. Med J Zambia 1978 Jun-Jul; 

Brain biosy in herpes simplex encephalitis — Caplan 
LR. N Engl J Med 1980 Sep 18,303(12):700- / 

Case 44-1979: herpes simplex encephalitis lester] Sonne DP, 

et al. N Engl J Med 1980 Apr 10;302(15):867-8 

Brain biopsy in herpes simplex encephalitis [letter] Weisz RR. 


rt of three 
PJ, et al. 


1980 


N Engl J Med 1980 Sep 18;303(12):700 
gee amniotic fluid cytology in a urient with 
active genital infection at term. Block BS, et al. 
Obstet Gynecol 1979 Nov;54(5):658-60 
ae Ao On uid of an unaffected fetus. 
IA, et al. Obstet Gynecol 1980 Mar;55(3 
Suppl): gy 
and clinical value of the reaction of immune 
cytolysis of virus-infected cells] Karmysheva Via. 
Kclnioel and Sgberniecy Slageaate of lecpes type lame 
ratory type diseases 
Mikhailenko AA, et al. Vrach Pek Dele 1980 May;(5):101-6 
Heat, Abstr.) 
lerpes simplex virus as a potential causative — of fatal 
eneephalit (author’s transl)] Itzeova V, et 
Lek Listy 1980 Apr;73(4): 499-503 (Eng. _ 


DRUG THERAPY 


Topical application of zinc-solutions: a new treatment for 
herpes simplex infections of the skin? Wahba A. 
Acta Derm Venereol (Stockh) 1980;60(2):175-77 
Trifluorthymidine in the treatment of simplex corneal 
ulcers. A clinical evaluation. Gilbert P, et al. 
Acta Ophthalmol (Copenh) 1980;58(1):117- “0 
oa as a systemic agent for treatment 
of herpes simplex virus encephalitis. Comparison of effects 


in a normal and immunosu) murine model. Davis 
WB, et al. Adv 1979;38: age od 


Comparative evaluation of an rugs in animal 
experiments. Streissle G. Adv Oplduahacl 1979;38:43-8 
Treatment of herpes simplex of the skin. Critical evaluation 
of antiherpetic drugs with Pog ov x to relative potency 
on the eye. Wassilew SW. Adv Ophthalmol 1979;38: 125-33 
Relative potencies of different anti-herpes agents in the 

treatment of cutaneous —, virus 
infection of athymic nude mice. 19 Novihe(3):68 
Antimicrob Agents Chemother 1979 Nov; 6(5): S02 
Latent infections of sensory as influenced by 
phosphonoformate treatment of herpes simplex 
virus-induced skin infections in hairless mice. Klein RJ, 
et al. Antimicrob Agents Chemother 1979 Sep;16(3):266-70 
In vitro antiherpesviral activity of 5-alkyl —- of 
1-beta-D-arabinofuranosyluracil. Machida H, et al. 
Antimicrob Agents Chemother 1979 Aug: 16(2): 158-63 
Effect of treatment with 1-beta-D-arabinofuranosylthymine 
of experimental encephalitis induced by herpes simplex 
virus in mice. Machida H, et 
Chemother 1980 Feb;17(2):109-14 
In vitro and in vivo resistance of i 


). 
1980 Feb; 
17(2):144-50 
Acyclovir topical therapy of cutaneous herpes simplex virus 
infection in guinea pigs. Park NH, et al. Arch Dermatol 
1980 Jun;116(6):672-5 
Aspirin, cyclophosphamide, and dexamethasone effects on 
experimental herpes simplex uveitis. Dennis RF, 
et al. Arch 1979 Nov;97(11):2170-4 
Effect of trisodium phosphonoformate in genital infection 
of female guinea pigs with simplex virus t 2. 
Alenius S, et al. Arch Virol 1979;60(3-4):197-206 
Genital herpes. Br Med J 1980 ‘a 7;280(6228):1335-6 
Possible treatment for cold sores. Skinner GR, et al. 
Br Med J 1979 Sep 22;2(6192):704 
Use of a gp oe alcoholic solution in the treatment 
of herpes genitalis: a preliminary study. Bullough J. 
Curr Med Res Opin 1979;6(3):175-7 
Disseminated neonatal herpes simplex infection treated with 
levamisole. Report of a case. Constantopoulos A, et al. 
— 1980; 160(2):121-4 
Levamisole plus indomethacin in the treatment of herpes 
simplex. Seralaton Pance E. Dermatologica 1980; 
160(2):118-20 
Encephalitis and adenine arabinoside: an indictment without 
fact. NIAID Collaborative Antiviral Study Group. 
Cent Rep 1979 Aug;9(4):4, 44-7 
Acycloguanosine treatment of herpesvirus infections in 
footpads and nervous tissue of normal and 
immunosuppressed mice. Mayo DR, et al. Intervirology 
1980; 12(6):345-8 
To pical go eayragy acid pageng of cutaneous herpes 
simple inf ections in the guinea pig. McCarty JR, et al. 
Dermatol 1979 Sep; 135: 244-8 
Effect ta a on on recurrence of simplex skin 
lesions in mice. Blyth WA, et al. J Gen Virol 1980 Jun; 
48(Pt 2):417-9 
Iontophoretic application of adenine arabinoside 
monophosphate for the treatment of herpes simplex virus 
type 2 skin infections in hairless mice. Kwon BS, et al. 
J Infect Dis 1979 Dec;140(6):1014 
Acylovir in oral and ganglionic herpes simplex virus 
infections. Park NH, et al. J Infect Dis 1979 Nov; 
140(5):802-6 
The use of 2-deoxy-D-glucose for genital herpes [letter] 
Corey L, et al. — 1980 Jan 4;243(1):29-30 
New anti-herpes virus “ being tested [news] Gunby P. 
JAMA 1980 Apr 42431 y1315 
Treatment of genital herpes [editorial] Lancet 1980 Jan 5; 
1(8158):26 
Antiviral treatment of varicella zoster and herpes simplex 
[editorial] Lancet 1980 Jun 21;1(8182):1337-9 





Parenteral acyclovir therapy for herpesvirus infections in 
man. Selby PJ, et al. Lancet 1979 Dec 15;2(8155): 1267-70 

How I treat herpes simplex. Glogau RG. Med Times 1 
Mar; 108(3):66- : 

Follow-up of a treatment of ee simplex [letter] 
Haverkos HW, et al. N Engl J 1980 Sep 18; 
303(12):699-700 

Remission of recurrent herpes infection during ~ oe cd with 
lithium [letter] Lieb J. N Engl J Med 1979 Oct 25; 
301(17):942 

Disseminated mucocutaneous ead simplex type 2 Dagger 


in a renal transplant recipien —-— 2 
arabinoside idarabine). Fry DL, et NZ Med J 1980 
Apr 9;91(657):252-3 

Photodynamic so -g ae = ty lex: a critical review. 
Bockstahler LE, et 1979;4(2): 473-99 
(294 ref.) 

Postinfectious encephalomyelitis as a sequel of cone Hh 
encephalitis treated with adenine arabinoside. 
et al. Trans Am Neurol Assoc 1978;103:220-5 

[Results of an oriented clinical trial of ammonium humate 


for the local treatment of herpesvirus hominis (HVH) 
infections] Schiller F, et al. Dermatol Monatsschr ae Jul; 


ini with adenine arabinoside 
monophosphate (ARA-AMP) in encephalitis due to viruses 
of the group and varicella/zoster infections (author’s 
transl)] uer O, et al. Paediatr 1979 Nov; 
habe 566-71 (Eng. Abstr.) (Ger) 
y of Lo simplex infections of the 
"Hautkr 1979 Aug 15;54(16):726-31 
Ea, Abstr. “43 (Ger) 


[Clinical aspects and therapy of herpetic eczema in children] 
Khamaganova AV, et al. Pediatriia 1979 Nov;(11):72-3 
) 


[Treatment of recurrent genital herpes in men with 
methisazone] Beliaev NV. Vestn Dermatol Venerol 1980 
Jan;(1):59-60 (Eng. Abstr.) (Rus) 

[Soviet-made interferon in ~ — of recurrent herpes 
i Khamaganova A 

estn Dermatol Venerol 1360" esi (4):53-5 (Eng. —_ 


ment of recurrent genital 
Sabin triple vaccine] Macotela E, et 
Oct; 115(10):461-3 


ENZYMOLOGY 


Use of [125I]}deoxycytidine to detect herpes simplex 
virus-specific thymidine kinase in tissues of latently 
infected guinea pigs. Fong BS, et al. J Virol 1980 Jun; 
34(3):644-9 

Influence of 2,4,6-triamino-pyrimidyl-5S-azobenzene on the 
activities of acid phosphatase, alkaline phosphatase and 
lactate dehydrogenase in cell cultures infected with herpes 
simplex virus type 1. Esanu V, et al. Virologie 1980 

Apr-Jun;31(2):87-90 


ETIOLOGY 


Pathogenesis of herpes simplex infection of the skin and its 
relationship to the eye. Nasemann T. Adv 1979; 


meee a 
simplex infection after needle aspiration of a lymph 
nae Vi elidou I, et al. Am J Dis Child 1980 Jan; 
134(1):88-9 
— simplex encephalitis in pregnancy [letter] Harger JH. 
Am J Obstet Gynecol 1980 Jun 15;137(4):520 
Chronic herpes simplex in a patient with —— treated 
= parenteral vidarabine. Neils RE, et al 
Arch Dermatol 1979 Dec;115(12):1449-50 
Herpetic infection of the finger: a risk to the endoscopist. 
Shoham MA. Gastrointest Endosc 1979 Feb;25(1):26-7 
Different susceptibilities of skin to type 1 and type 2 herpes 
simplex viruses in newborn rabbits. Oh JO, et al. 
Infect Immun 1980 Jan;27(1):168-74 
Ascending transcervical herpes simplex infection with intact 
fetal membranes. Hain J, et al. Obstet Gynecol 1980 Jul; 
56(1):106-9 
Experimental HSV latency using phosphonoacetic acid. 
Colberg-Poley AM, et al. Proc Soc Exp Biol Med 1979 
Oct; 162(1):235-7 


IMMUNOLOGY 


T cell-mediated cytotoxic immune response to HSV infection 
and its modification due to antimetabolites. R6llinghoff M, 
et al. Adv Ophthalmol 1979;38:247-54 

Suppression by progesterone of nonspecific in vitro 
lymphocyte stimulation in mice as a mechanism for the 

cement of herpes simplex virus type 2 vaginal 
infection. Baker DA, et al. Am J Obstet Gynecol 1980 Feb 
15;136(4):440-5 

Interferon-sensitive ex nm of membrane-bound IgM on 
a human lymphoid B cell cell line ~— infected with 
herpes simplex virus. Menezes 

[Express] 1979 Feb; s1c)2-4 

Resistance of nude mice to herpes simplex virus and 
correlation with in vitro production of interferon. 
Zawatzky R, et al. Cell Immunol 1979 Oct;47(2):424-8 

Comparative studies on the expression of Fc-receptors, Ia 
antigens, and beta 2-microglobulin following in vitro 
herpes simplex virus infection of human lymphoid cells. 
Dorval G, et al. Clin Exp Immunol 1979 Sep:3 37(3): 477-85 


simplex with the 
. Gac Med Mex 1979 
(Spa) 


CUMULATED INDEX MEDICUS 


1 ee ee with herpes 
simplex virus. Kirchner H, et 
Coury Lnenaecl Microbiol Lafect Die 1979: 2(2-3):149-58 (51 


ref.) 

Herpes simplex virus infection in sensory ia: immune 
control, latency, and reactivation. Groen Hh et al. 
Fed Proc 1979. Dec;38(13):2660-4 

Typing herpes herpes simplex es pad ina by 


Seth P, et al. indian J Med Res 1980 A 

Natural killing of herpes simplex virus a infected target 

cells: normal human responses and of antiviral 

antibody. Ching C, et al. Infect Immun 1979 Oct; 

26(1):49-56 

Analysis of the inhibitory effect of peritoneal macrophages 

on the spread of herpes simplex virus. Hayashi K, et al. 
Infect Immun 1980 pong mae :350-8 

lis depleted by 89Sr mediate genetic 

x virus type 1 infection in mice. 

1980 Jun;28(3):1028-32 


acid-polyribocytidylic acid-induced resistance to herpes 
simplex virus infection in mice. Martinez D, et al. 
Infect Immun 1980 Apr;28(1):147-53 

Resistance of C58 mice to primary systemic herpes simplex 
virus infection: macrop and T-cell 


e 
esis O Schlabach AJ, et al. Immun 1979 Nov; 
26(2):615-20 


"oa complement-fixing antibodies in cervical cancer and 
infected — using local simplex virus 

pag gr yee , et al. Int J Cancer 1980 Jan 15; 
25(1):67-71 

Human colostral cytotoxicity: I. Antibody-dependent 
cellular cytotoxicity against Herpes simplex viral-infected 
cells mediated by colostral cells. Kohli S, et al. 
J Clin Lab Immunol 1978 Nov;1(3):221-4 

Enzyme immunoassay for measurement of antibodies to 

simplex virus infection: comparison with 

complement fixation, i »fluoresc ibody, and 
neutralization techniques. Denoyel GA, et al. 
J Clin Microbiol 1980 Feb;11(2):114-9 

Isolation of the major h simplex virus type 1 
(HSV-1)-specific glycoprotein by hydroxylapatite 
chromatography and its use in enzyme-linked 
immunosorbent assay for titration of human 
HSV-1-specific antibodies. Vester, BF, et al. 
J Clin Microbiol 1979 Dec;10(6):772-7 

Macrophage extrinsic antiviral activity during herpes simplex 
virus infection. Morahan PS, et al. J Gen Virol 1980 Feb; 





veg infected cells. 
Ay 2485-92 








acquired resistance to herpes simplex virus 
infection as cndied in nude mice. Nagafuchi S, et al. 
J Gen Virol 1979 Sep;44(3):715-23 
Cell-mediated immunity in herpes simplex virus-infected 
mice: induction, characterization and antiviral effects of 
delayed type hypersensitivity. Nash AA, et al. 
J Gen Virol 1980 Jun;48(Pt 2):351-7 
Cell-mediated immunity in herpes simplex virus-infected 
mice: suppression of delayed h rensitvty by an 
antigen-specific B lymphocyte. N 
J Gen Virol 1980 Jun;48(Pt 399-64 
Virus and interferon effects on cellular prostaglandin 
biosynthesis. Fitzpatrick FA, et al. J Immunol 1980 Jul; 
125(1):431-7 
Early damage of herpes-infected cells by 
antibody-dependent cellular cytotoxicity: relative roles of 
virus-specified cell-surface antigens and input virus. Shore 
SL, et al. J Immunol 1979 Nov;123(5):2239-44 
Identification of patients with increased risk of infection with 
herpes simplex virus after renal transplantation. Pass RF, 
et al. J Infect Dis 1979 Oct;140(4):487-92 
H simplex virus depresses antibody production by 
ecting T-cell function. Pelton BK, et tal. Nature 1980 
Mar 133 3284(5752):176-7 
— of HLA A2, A3, B12 antigens, and A2-B12 
upposed haplotype association, with Tatent herpes virus 
infection in patients with chronic renal disease (author’s 
oan Ruffault A, et al. Pathol Biol (Paris) 1979 May; 
27(5):293-6 (Eng. Abstr.) (Fre) 
[Seroepidemiological study of Herpes simplex virus type 2 
in adult women of Costa Rica] Jimémez JM, et al. 
Rev Biol Trop 1979 Dec;27(2):207-16 (Eng. Abstr.) 
¢ 


METABOLISM 


Induction of 2’,5’-oligoadenylate synthetase and interferon 
in mouse trigeminal Lo infected with herpes simplex 
virus. Sokawa Y, et al. Infect Immun 1980 Jun;28(3):719-23 


MICROBIOLOGY 


— ~— shedding after herpes genitalis. Adam 
E, et al. Am J Obstet Gynecol 1980 Aug 1;137(7):827-30 
Characterization of herpes simplex virus strains isolated from 
patients with various diseases. Dundarov §, et al. 
Arch Virol 1980;63(2):115-21 
Histological study of the progression of herpes simplex virus 
in mice. Lascano EF, et al. Arch Virol 1980;64(1):67-79 
Persistent infection of human lymphoid and myeloid cell lines 
with herpes simplex virus. Rinaldo CR Jr, et al. 
Infect Immun 1979 Aug;25(2):521-5 
Isolation of herpes simplex virus from the skin of clinically 


HERPES SIMPLEX 


normal mice during latent infection. Hill TJ, et al. 
J Gen Virol 1980 347(1):205-7 
Acute and latent infection of ay ganglia with herpes 
simplex virus: immune control and virus reactivation. 
Openshaw H, et al. J Gen Virol 1979 Jul;44(1):205-15 
Demonstration of exogenous ay reinfection with herpes 
simplex virus type 2 restriction endonuclease 
fingerprinting of viral DNA. Buchman TG, et al. 
J infect Dis 1979 sega 295-304 
oun for cytomegalovirus and herpes simplex virus genetic 
information in multiple sclerosis. Aulakh GS, et al. 
Neurology (Ny) 1980 May;30(5):530-2 
Latent infection by simplex virus. Costa JC, et al. 
Pathol Annu 1979;14 2:61-8 
Reactivation of herpes pom virus type 2 from a quiescent 
state by human c rus. Colberg-Poley AM, et 
al. Proc Natl Acad Sci SA. 1979 Nov;76(11): 5948-Si 
Enhanced HSV recovery from neuronal tissues of latently 
infected rabbit. Nesburn AB, et al. 
Proc Soc Exp Biol Med 1980 “Mar 1630) 398-401 
Retrograde axoplasmic transport of herpes simplex 
Openshaw H, et al. Trans Am Neurol Assoc 1978; 103:238-9 
~ oo virus thymidine kinase expression in infection 
he trigeminal ganglion. Tenser RB, et al. Virology 1979 
Sey ;99(2):417-22 


MORTALITY 


Effect of polychlorinated bi yl on viral infections in mice 
Imanishi J, et al. Infect 1980 Jul;29(1):275-7 
OCCURRENCE 


Subclinical herpes simplex genitalis infections in the perinatal 
period. Tejani N, et al. Am J Obstet Gynecol 1979 Oct 
15;135(4):547 

Comparative revalence of subclinical c oi ae and 
herpes simplex virus ei ag in betas rouge 
tracts of low-income, urban x GE, et ye 
J Infect Dis 1979 Sep;140(3): 319-22 

Genital infections with simplex virus in a university 
student population. Sumaya CV, et al. Sex Transm Dis 1980 
Jan-Mar;7(1):16-20 

Prevalence of ery herpesvirus infection in Thai women. 


oer tin Bd 
Asian J Trop Med Public Health 1980 Mar; 
11(1):126-30 


PATHOLOGY 

Cytodiagnosis of viral infections in body cavity fluids. 
Goodman ZD, et al. Acta Cytol (Baltimore) 1979 May-Jun; 
23(3):204-8 

Herpes simplex virus (HSV) infection of organotypic 
cell cultures. Tubule-like structures in the -_— of calls cells 
infected with t¢ 2 but not with ¢ 
Ecob-Johnston MS, et al. Acta (Berd “1979 
Dec;48(3):219-21 

Interferon in biopsy and ew y specimens of brain. Its 
presence in herpes si —— virus encephalitis. Legaspi RC, 
et al. Arch Neurol 1980 Feb;37(2):76-9 

An autopsy case of protracted eae 
marked atrophy of unilateral tem My tte 
al. Folia Psychiatr Neurol = 1979;33(2): 165-72 

Herpes simplex halitis and sarcoidosis. Sweeney EC, 
et al. Ir J Med 1979 Feb;148(2):54-7 

Pemphigus vulgaris, presen as simplex [letter] 
Stricks J, et al. J in Acad 1980 Fun: 26) 534-5 

Olfactory mucosa in simplex Ener wong Twomey 
JA, et al. J Neurol 1979 Nov; 
42(11):983-7 

Latent herpes simplex virus 
in mice and demyelination in the central nervous system. 
Kristensson K, et al. J Neurol Sci 1979 Oct;43(2):253-63 

Mechanism of demyelination after HSV type I intra..cular 
injection in rabbits. Narang HK. J Neurol Sci 1980 Feb; 
45(1):109-22 

Distribution of herpes simplex virus in acute necrotising 
encephalitis. Dinn JJ. J 1979 Nov;129(3):135-8 

A new kind of CPC. Berger H, et al. Med Times 1980 Jul; 
108(7):55-7 

Case records of the Massachusetts General Hospital. Weekly 
clinicopathological exercises. Case 44-1979. 
N Engl J Med 1979 Nov 1;301(18):987-94 

Haemorrhage in neonatal hepatic necrosis due to herpes 
infection. Tejavej A, et al. 
Southeast Asian J Trop Med Public Health 1979 Sep; 

10(3):403-6 

Clinical and virologic course of herpes simplex genitalis. 
Brown ZA, et al. West J Med 1979 May;130(5):414-21 


PHYSIOPATHOLOGY 


“ith possible erpetsimplex encephalts (aytor’s tran) 
with possible egy ed halitis (author’s transl)] 
Tanaka T, et al. No To: Shinkei 1979 May;31(5):511-8 = 
(Jpn) 


ialitis with 
T, et 


infection 


Abstr.) 


PREVENTION & CONTROL 
Latent herpes simplex virus goes eel in sensory 


— mice oS ee by ac 
al. Ageats Cesaother 1979 


. Klein RJ, et 

79 May;15(5):723-9 

peel an of mice ppd a experimen’ 
infection of the genital tract with type 2 herpes simplex 


ia of 





HERPES SIMPLEX 


virus. Skinner GR, et al. Arch Virol 1980;64(4):329-38 

Genital herpes [letter] Oates JK. Br Med J 1980 Jun 21; 
280(6230): 301539 

Herpes simplex virus: benefit versus risk factors in 
immunization. zur Hausen H. Dev Biol Stand 1979;43:373-9 

Herpes simplex infection at term. What to do with mother, 
newborn, and nursery personnel. Kibrick S. JAMA 1980 
Jan 11;243(2): 157-60 

[Effect of an increase in the activity of endogenous 
DNAase-1 on the resistance of white mice to 

simplex ak Maksimovich MB, et al. Mikrobiol Zh 1 

Sep-Oct;41(5):542-5 


PSYCHOLOGY 


Locomotor effects of eee drugs on 
a mice. Seegal R 
Pharmacol Biochem Behav 1980 Sad Dit): 61-6 


RADIOGRAPHY 


CT in the early diagnosis of herpes simplex encephalitis. 
Zimmerman RD, et al. AJR 1980 Jan;134(1):61-6 

Computed tomography appearance of H Simplex 
encephalitis. Ketonen L, et al. Clin 1980 Mar; 
31(2):161-5 

Computed > ead in Herpes simplex encephalitis. 
Kaufman DM, al. Neurology (Ny) 1979 Oct; 
29(10):1392-6 


THERAPY 


Treatment of genital »erpes simplex virus in male patients. 
Fahim MS, et al. Arch Androl 1980 Feb;4(1):79-85 

The course and mana; mn of recurrent herpes. Spoor HJ. 
Cutis 1979 Sep:24(3): 309-13, 335-6 

Immunotherapy and drugs in neonatal disseminated herpes 
simplex virus type 2 infections: a mouse model. Strulovitch 
C, et al. J Antimicrob 1979 Jul;5(4):437-46 

Herpetic uveitis. Hanna LS, et al. J Egypt Med Assoc 1978; 
61(1-2):167-73 

Management of genital herpes [letter] Murray D. Lancet 1980 
Feb 9;1(8163):314 

[Significance of early diagnosis of ic eczema for 
successful photodynamic therapy] Zabel R, et al. 
Kinderaerztl Prax 1980;48(1):39-44 

[Clinical aspects and importance of human herpex si simple 
infections. Results of herpes antigen therapy] Wassilew 
et al. MMW 1980 Jan 4;122(1):25-7 (Eng. Abstr.) (Ger) 

[Herpes labialis--‘home cure’ and reliability) Thune PO, et 
al. Tidsskr Nor Laegeforen 1979 Dec 10;99(34-36):1805 

(Nor) 


TRANSMISSION 


oe ig simplex genitalis infections [letter] Kilbride HW, et 
al. Am J Obstet Gynecol 1980 May 1;137(1):149-50 

Herpesvirus hominis type 2 infection in Ibadan. Problem of 
non-venereal transmission. Montefiore D, et al. 
Br J Vener Dis 1980 Feb;56(1):49-53 

Scrum-pox caused by herpes simplex virus. Shute P, et al. 
Br Med J 1979 Dec 22-29;2(6205):1629 

DNA es | in investigation of ap 

tion of neonatal he: simplex. 

J Pediatr 1980 Jul;97(1):9 a3 

Herpes simplex infection following cardiopulmonary 
resuscitation [letter] Finkelhor RS, et al. JAMA 1980 Feb 
15;243(7):650 

Primary herpes simplex infection following mouth-to-mouth 
resuscitation. Hendricks AA, et al. JAMA 1980 Jan 18; 
243(3):257-8 

Herpes simplex virus in breast milk [letter] Kibrick S. 
Pediatrics 1979 Sep;64(3):390 

[Maternal buccal herpes simplex : contamination of the 
newborn. A case (letter)] Freymuth F, et al 

Nouv Presse Med 1980 Feb 23;9(9):631 (Fre) 

{Herpes} Yoshino K. Kansenshogaku Zasshi 1980 Feb; 
54(2):49-50 (5 ref.) (Jpn) 


HERPES SIMPLEX, LABIAL see HERPES LABIALIS 


HERPES SIMPLEX, OCULAR see KERATITIS, 
DENDRITIC 


rent nosocomial 
perin SA, et al. 


HERPES SIMPLEX, ORAL see STOMATITIS, HERPETIC 
HERPES SIMPLEX VIRUS see HERPESVIRUS 
HOMINIS 


HERPES ZOSTER 

Herpes zoster in pregnancy [letter] McKinlay WJ. 
Br Med J 1980 Feb 23;280(6213):561-2 

Gastric involvement in herpes zoster. Wislgff F, et al. 
Endoscopy 1980 May;12(3):134-5 

Herpes zoster of upper gastrointestinal tract poet Gatell 
Artigas JM, et Lancet 1980 Jul 5;2(8184):43 

[Herpes zoster. Nosology, clinical aspects and therapy] 
Gottwald W. ZFA (Stuttgart) 1979 Nov 10;55(31):1763-9 

(Ger) 


CEREBROSPINAL FLUID 


Zoster meningitis and radiculomeningitis after tick bite. 
Cytological findings in cerebrospinal fluid. Shoji H, et al. 


8290 


CUMULATED INDEX MEDICUS 


Eur Neurol 1979;18(3):149-56 
[Inflainmatory reaction in yo > oe 
— and facial] Cuba 
Rev Neuropsiquiatr 1979 Teneo: 104-13 (Eng. Abstr.) 


COMPLICATIONS 


Lymphoma with herpes zoster. Andrus MS, et al. 
Am Fam Physician 1980 Aug:222): 117-8 
Herpes zoster and small enic carcinoma. 
Huberman M, et al. Am J Med 1980 eb;68(2):214-8 
Arthralgia associated with acute urinary retention. A 
syndrome of viral etiology. Murphy TF, et al. 
Am J Med 1980 Mar;68(3):386-8 
zoster with facial lysis: an unusual manifestation. 
1980 Jun;37(6):391 
f flaccid ysis of both 
zoster. 


H infield CR, et al. Br Heart J 
1980 May; var ov So19 
Do corti ent post-herpetic neuralgia? Keczkes 


icosteroids pi 
K, et al. Br A. Dermatol 1980 oe 551-5 
Herpes zoster colonic obstruction. 
Renner KM, et a al. 4 §. 4 1979 Oct;22(7):503-4 
Acquired leukony: chia striata. Zizmor J, et al. 
Int J Dowel 1980 Jan-Feb;19(1):49-50 
Herpes zoster and acute rejection crisis of renal homo; 
Jaray J, et al. Int Urol ee | 1979; 11(4):363-6 
Lees eee Pe ee a oS 
J Dermatol (Tokyo) 1980 Apr; 742): 1a 
Herpes generalisata assoicated with diabetes mellitus and 
pulmonary tuberculosis (a case —_ Panwar RB, et al. 
J Postgrad Med 1979 i 525(3):1 
Acute motor paralytic bladder in renal Ta ~? ene 
with Ee herpes infection. Jacobs SC 
J Urol 1980 Mar;123(3):426-7 
The incidence of post-splenectomy sepsis and herpes zoster 
in children and adolescents with Hodgkin disease. Green 
DM, et al. Med Pediatr Oncol 1979;7(3):285-97 
Herpes zoster and lower motor neurone is. Molloy MG, 
et al. Rheumatol Rehabil 1979 Aug;18(3):170-3 
(Urinary retention in he: zoster] Nielsen SS. 
Ugeskr Laeger 1980 Mar 10;142(11):694-5 (Eng. Abstr.) 
(Dan) 
[Medical and sur; 1" of zoster facial 
ysis) Piet (Bord) 1979 
ay-Jun;100(5-6): ie (Eng. Abstr.) (Fre 
[Paralytic abdominal hernia in zoster] Landthaler M, et al. 
Hautarzt 1979 Aug;30(8):432-3 (Eng. Abstr.) (Ger) 
[Rare care of Ramsay Hunt syndrome associated with herpes 
zoster of the glossopharyngeal nerve] Bluma Z, et al. 
leurol N Pol 1979 Jul-Aug;13(4):439-42 (Eng. 
Abstr.) (Pol) 


[Recurrent multifocal lesions of the nervous system after 
rpes zoster] Zelazny S, et al. Neurol Neurochir Pol 1979; 
13(5):565-7 (Eng. Abstr.) (Pol) 
[Movement disorders after herpes ese! Antoneanu M. 
Rev Med Interna [Neurol 1979 Oct-Dec; 
24(4):305-8 (Eng. Abstr.) (Rum) 
[Clinical aspects of VZ viral hepatitis and the aggravating 
effect of herpes zoster on the course of infectious and serum 
viral hepatitis] Pak SG, et al. Klin Med (Mosk) 1980 May; 
58(5):47-9 (Eng. Abstr.) (Rus) 
[Ramsay Hunt syndrome in herpes zoster] Zorin PM, et al. 
Vestn Dermatol Venerol 1979 Dec;(12):40-2 (Eng. oe 


KG, et al. Zh Ne 
79(8):1011-6 


DIAGNOSIS 


Herpes zoster of the stomach [letter] MacGregor GA. 
Lancet 1979 Nov 24;2(8152):1144 

Herpes zoster of the stomach [letter] Wislgff F, et al. 
Lancet 1979 Nov 3;2(8149):953 

Atypical generalized zoster with lymphadenitis mimicking 
lymphoma [letter] Kaplowitz LG. N Engl J Med 1986 Sep 
18;303(12):703 

Atypical generalized zoster with lymphadenitis mimicking 
lymphoma. Patterson SD, et al. N Engl J Med 1980 Apr 
10;302(15):848-51 

[The importance of early diagnosis of herpes zoster] van der 
Drift JH. Ned Tijdschr Geneeskd 1980 Mar 15; 
124(11):377-9 (Dut) 

[Zoster ophthalmicus : a problem in general practice (author’s 
transl)} Laufer J, et al. Rev Stomatol Chir fac 1979; 
80(5):239-41 (Eng. Abstr.) (Fre) 

[Laboratory diagnosis of varicella-zoster virus infections] 
Leventon-Kriss S, et al. Harefuah 1979 Mar 1;96(5):219-22 
(Eng. Abstr.) (Heb) 

[Electron microscopy diagnosis of herpes zoster virus in 
cancer patients] Leite JB, et al. Rev Paul Med 1979 
May-Jun;93(5-6):101-3 (Eng. Abstr.) (Por) 

[Clinical aspects and diagnosis of herpes zoster oticus] 
Romanenko DA. Vestn Otorinolaringol 1980;(1):50-5 

(Rus) 
[Clinical and laboratory diagnosis of herpes type diseases] 


1979; 
(Rus) 


[Pathogenetic analysis of the Ramsay Hunt syndrome] 
Umanskii vropatol Psikhiatr 


1980 


Mikhailenko AA, et al. Vrach Delo 1980 May;(5):101-6 
(Eng. Abstr.) (Rus) 


DRUG THERAPY 


Treatment of herpse zoster with PUVA. A clinical, 
serological follow-u; ead Vukas A, et 
al. Acta Med Iugosl 1980;34(1):55-6. 

Herpes zoster. Of antibodies and antivirals. Rand KH. 
Arch Intern Med 1979 Dec;13%12):1337-8 

Contact aller, to pony Sensitization following 
treatment o zoster. Thormann J, et al. 

Contact Dermstitis 1980 Apr;6(3):170-1 
y for zoster. A comparison 
—Perez E. Cutis 1980 Apr; 
post pain sodium 
20)3 yt - amitriptyline. H. Ir Med J , 1979 Sep 
Sli ifs MAMAN WAL Citive Ww ten en 0 
“ieee, SV in the treatment of herpes zoster. Bruni L, 
et al. J Int Med Res 1980;8(1):1-6 

Distribution of adenine arabinoside and interferon [letter] 
Whitley RJ, et al. JAMA 1979 Sep yeast 1259-60 

Antiviral treatment of varicella zoster simplex 
[editorial] Lancet 1980 Jun 21; 18182): 337-9 

Parenteral acyclovir therapy for herpesvirus infections in 
man. Selby PJ, et al. Lancet 1979 Dec 15; hag ec agit 

Cimetidine in the treatment of herpesvirus infections. v 
der Spuy S, et al. S Afr Med J 1980 Jul ‘19;58(3): 112-6 

[Preliminary clinical experiences with adenine ar: 
monophosphate (ARA-AMP) in encephalitis due to viruses 
of the group and varicella/zoster infections (author’s 
transl)] wer O, et al. Paediatr 1979 Nov; 
191(6):566-71 Mot herpes Abstr.) (Ger) 

[The treatment o 


(ita) 

f “herpes of the maxillofacial area] 

al. (Mosk) 1980 

Mar-Apr;59(2):25-6 (Eng. Abstr.) (Rus) 
ETIOLOGY 


Herpes zoster in early infancy. Dworsky M, et al. 
Am J Dis Child 1980 Jun;134(6):618-9 

Herpes zoster in patients with small-cell carcinoma of the 
lung receiving combined modality treatment. Feld R, et 
al. Ann Intern Med 1980 Aug;93(2):282-3 

Prolonged herpes-zoster — associated with 
immunosuppressive therapy. G: oe et al. 
Ann Intern Med 1979 Dec;91(6): 

Posttraumatic herpes zoster. Stahl RS. Ps al. Arch Surg 1980 
Jun; 115(6):753-4 

Case report--Herpes zoster affecting three noncontiguous 

tomes in a child with cancer. Feldman §, et al. 

J Tenn Med Assoc 1979 Sep;72(9):664-6 

Herpes zoster in infancy. David TJ, et al. 
Scand J Infect Dis 1979;11(3):185-6 

[Varicella-zoster infection in kidney diseases in children] 
Naumova VI, et al. Pediatriia 1980;(1):71-2 (Rus) 


IMMUNOLOGY 


Serum antibody levels as risk factors in the dissemination 
of zoster. Mazur MH, et al. Arch Intern Med 1979 
Dec;139(12):1341-5 
Varicella-zoster infections in jatric renal transplant 
recipients. Hurley JK, et al. Arch Surg 1980 Jun; 
6):751-2 


Cellular and humoral immune > Spee to varicella-zoster 
virus in immunocompromised patients during and after 
varicella-zoster infections. ion AA, et 
Infect Immun 1979 Jul;25(1):170-4 

Enzyme-linked immunosorbent assay for detection of 
virus-specific IgM antibodies to varicella-zoster virus. 
Hacham M, et al. Intervirology 1980;13(4):214-22 

Radioimmunoassay for antibodies in varicella-zoster virus 
ree Triifajova J, et al. 

Microbiol 


233) 352-9 
Selective decline in cellular immune _ response to 
varicella-zoster in the elderly. Miller AE. 
Neurology (Ny) 1980 Jun;30(6):582-7 
[Investigation of the specific immunological reaction in the 
course of he: zoster by means of the LAI test (author’s 
transl)] VaSickov4 M, et al. Sb Lek 1979 Nov-Dec; 
81(11-12):344-6 (Eng. Abstr.) 


MICROBIOLOGY 


Varicella-zoster virus affecting 5 eet nurses [letter] 
Hastie IR. Lancet 1980 Jul 19;2(8186):154-5 


OCCURRENCE 


Outbreak of chickenpox and herpes zoster in a geriatric 
hospital. Rahman M. Br J Clin Pract 1979 Oct;33(10). 291-2 

Herpes zoster after splenectomy. A study of patients without 
malignancy. Manning DM, et al. JAMA 1980 Jan 4; 
243(1):56-8 

[Course and prognosis of herpes zoster in unselected patients] 
Sanders HW. Ned Tijdschr Geneeskd 1980 Jun 21; 
124(25):1023-4 (Dut) 


Immunol (Praha) 1979; 





1980 


PATHOLOGY 


Herpes zoster in a 4-month-old infant pet Laude TA, 
et al. Arch (seer 1980 Se 
—— aspect of herpes zoster and 
' ymptomatic cranial nerve zosters] Dicies E. rE 880 199 
ae ;89(2): aga oo. Abstr.) 
the mouth] Koldarar G, et al. SSO ‘on 
sao Ser "125-6 (Eng. Abstr.) (Ger) 


PHYSIOPATHOLOGY 
A semiquantitative analysis of skin sensitivity changes in 
Herpes zoster. Matsubara M, et al. J Dermatol (Tokyo) 1980 
Apr;7(2):157-9 


PREVENTION & CONTROL 


Therapeutic use of zoster-immune p! A report of 8 
cases. Dickson DN, et al. S Af Med 3 197 Sep 1; 
56(12):491-4 


THERAPY 


Zoster immune rere Spitler LE. Arch Intern Med 1980 
Jan; 140(1):28- 

Zoster immune globulin prophylaxis of disseminated zoster 
in compromised hosts. A randomized trial. Stevens DA, 
et al. Arck Intern Med 1980 Jan;140(1):52-4 

Herpes zoster—-the best approach. Nuss DD. Med Times 1980 
Jun;108(6):47-52 

[Zoster—treatment by drop infiltration with procaine 
(author’s transl)] Herold K, et al. Cesk Dermatol 1979 Aug; 
54(4):212-4 (Eng. Abstr.) ‘Cze) 

[What is the treatment for herpes zoster pain?] Wassilew S. 
Med Klin 1980 Jan 4;75(1):6 (Ger) 


HERPES ZOSTER, OCULAR 


COMPLICATIONS 
A case of facial diplegi following zoster 
ophthalmicus. Shoji H, et al. Eur Neurol 1980;19(5):327-9 


Post-h ic aneurysm in the intrapetrosal portion of the 
inte! carotid artery. Giirsoy G, et al. Neuroradiology 


1980; 19(5):279-82 
[A posterior dislocation of the ryt in herpes ~ — s 
transl)] Loffredo A, et al. J Fr Ophtalmol 1 
2(12):723-6 (Eng. Abstr.) 
[Herpes zoster ophthalmicus followed by D ara 
hemiparesis (author’s transl)] Onoda M, e' 
Rinsho Shinkeigaku 1979 Aug;19(8): 496/503 ‘Eng. “Ges 


DRUG THERAPY 


Axoplasmic transport blockage therapy in herpes zoster 
op evga Chihara E. 
tt Von Graefes Arch Klin Exp Ophthalmol 1979 Sep; 
211(3):183-6 
Assessment of cytosine arabinoside in the management of 
herpes zoster ophthalmicus. Wellings PC. 
Trans Ophthalmol Soc NZ 1979;31:64-8 


ETIOLOGY 


[Ocular zona and herpes in patients under immunosuppressive 
agents. Apropos of 9 cases] Lagoutte F, et al. 
Bull Soc Ophtalmol Fr 1980 Mar;80(3): 289-90 


HERPES ZOSTER VIRUS 
VIRUS 


HERPESVIRUS HOMINIS 


Storage and transport of cultures for He: simplex virus, 
type 2. Yeager AS, et al. Am J Clin Pathol 1979 Dec; 
72(6):977-9 

Interactions between human herpesviruses and host cell 
chromosomes. Nachtigal M, et al. 
Arch Roum Pathol Exp Microbiol 1978 Jul-Dec; 
37(3-4):223-49 (63 ref.) 

Comparison of properties of mouse cells transformed 
spontaneously by ultraviolet light-irradiated herpes simplex 
virus or by simian virus 40. Hampar B, et al. 

Cancer Res 1980 Jul;40(7):2213-22 
The influence of cell type on the production of filaments 
by Coop tamed ha virus type 2. Smith IW, et al. 
unol Microbiol Infect Dis 1979;2(2-3):191-9 
pr. to transform primate cells in vitro by herpes simplex 
virus. Marczynska B, et al. Exp Cell Biol 1980;48(2):114-25 

Peripheral infection in culture of rat sensory neurons by 
herpes simplex virus. Ziegler RJ, et al. Infect Immun 1980 
May;28(2):620-3 

Cervical carcinoma: detection of herpes simplex virus RNA 
in cells undergoing neoplastic change. McDougall JK, et 
al. Int J Cancer 1980 Jan 15;25(1):1-8 

Metabolism of fatty acids by cultured tumor cells and their 
— recursor fibroblasts. Daniel LW, et al. 

fol Chem 1980 Jun 25;255(12):5697-702 

Tohousakie of herpesvirus hominis type 2-transformed 
cells (line 333-8-9) in adult hamsters. Shortland JR, et al. 
J Pathol 1979 Dec;129(4):169-78 

Membrane proteins specified by herpes simplex viruses. V. 
Identification of an Fc-binding glycoprotein. Baucke RB, 
et al. J Virol 1979 Dec;32(3):779-89 


(Fre) 
see VARICELLA-ZOSTER 


CUMULATED INDEX MEDICUS 


N transformation of — Syrian hamster embryo 
= DNA of herpes simplex virus type 2. Jariwalla 
RJ, et al. J Virol 1979 na tere 
Strain c eatures of ocular infection of 
——_ mw pokes virus t' 1 isolates. Neumann-Haefelin D, 
“wpe sed 1979; 167(4):239-50 
oats ae and aa bea simplex virus--a review. Shillitoe 
EJ, et al. Oral Surg 1979 Bepit8(3).216-26 (62 og | 
ae simplex virus in breast milk [letter] Kibrick 
vA cm lan agg 2390 ‘ 
Retrograde ax transport o! 
Openshaw H, et al. Trans Am Neurol Assoc 1978; 103:238-9 
Influence of 2,4,6-triamino-pyrimidyl-S-azobenzene on the 
activities of acid phosphatase, alkaline phosphatase and 
lactate SS," in cell cultures infected with 
simplex virus type 1. Esanu V, et al. Virologie 1980 


Apr-Jun;31(2): 8750 | 

Some results in the ‘Stefan S. Nicolau’ ory od 
by the study of herpes simplex virus. Mu 

[He irologie 1979 ee sO: 295-306 (39 
aha simplex viruses 
Mud Monstsochr: Phavar 1978 Mar,1(3):65-72 

[Molecular biology of herpesviruses: (Part D) H 
viruses—-isomers of herpes simplex virus 
transformation with 
(author’s transl)] Yanagi K 

Tanpakushitsu Kakusan Koso 1979; ;24(8):1010-28 


simplex virus. 


bes 


(Ger) 
simplex 
INA and 
2 ogee virus DNA fragments 


(Jpn) 
ANALYSIS 


DNA in herpes oo ed [letter] Openshaw 
Ot And Neurol 1980 Apr;37(4):25 
cmaaue analysis of the bys on polypenties —_ by 
simplex virus t 
Arch Virol 1980;64(1):3 5 
Virus-specific basic phosphoproteins associated with herpes 
simplex virus type a (HSV-1) particles and the chromatin 
SV-1-infected cells. Knopf KW, et al. 
J Gen Virol 1980 Feb;46(2): wag 
Comparison of foldback seq simplex virus 
types 1 and 2 DNA. Miller RH, po al. J Gen Virol 1980 
Jan;46(1):51-62 
Virus-specific DNA sequences present in cells which carry 
the herpes simplex virus thymidine kinase gene. Minson 
AC, et al. J Virol 1979 Nov;45(2):489-96 
The polypeptide and the DNA restriction enzyme profiles 
of Seago isolates of herpes simplex virus pod 1 from 
explants of human trigeminal, su r cervical and vagus 
ganglia. Warren KG, et al. Gen Virol 1979 Apr; 
43(1):151-71 
Immunoelectron microscopic localization of herpes simplex 
virus antigens in infected cells using the unlabeled 
antibody-enzyme method. Hansen BL, et al. 
J Histochem Cytochem 1979 Nov;27(11):1455-61 
Demonstration of exogenous genital reinfection with herpes 
simplex virus type 2 by restriction endonuclease 
fingerprinting of viral DNA. Buchman TG, et al. 
J Infect Dis 1979 Sep;140(3):295-304 
Isolation and localization of pigs te simplex virus type 1 
mRNA. Anderson KP, et al. J Virol 1979 Jun;30(3):805-20 
Characterization of herpes simplex virus type 1 RNA present 
in the absence of de novo protein synthesis. Anderson KP, 
et al. J Virol 1980 Apr;34(1):9-27 
Ultrastructural characterization of an early, nonstructural 
polypeptide of herpes simplex virus type 1. Cabral GA, 
et al. J Virol 1980  Mar33(3)-11 92-8 
Structural analysis of the polypeptides of herpes 
simplex virus types 1 and 2. Cohen GH, et al. J Virol 1980 
May;34(2):521-31 
Structural analysis of precursor and product forms of 
type-common envelope glycoprotein D (CP-1 antigen) of 
a simplex virus type 1. berg RJ, et al. 
J Virol 1979 Sep;31(3):608-20 
Isolation and localization of herpes — virus type 1 
mRNA abundant before viral DNA synthesis. Holland LE, 
et al. J Virol 1979 Aug;31(2):447-62 
Identification of the herpes simplex virus DNA sequences 
resent in six herpes simplex virus thymidine 
inase-transformed mouse cell lines. Leiden JM, et al. 
J Virol 1980 Jan;33(1):272-85 
Baml, KpnI, and Sall restriction enzyme maps of the DNAs 
of herpes simplex virus strains Justin and F: occurrence 
of heterogeneities in defined regions of the viral DNA. 
Locker H, et al. J Virol 1979 Nov;32(2):429-41 
Gene expression of herpes simplex virus. I. Analysis of 
cytoplasmic RNAs in infected xeroderma pigmentosum 
cells. Talley-Brown S, et al. J Virol 1979 Sep;31(3):733-40 
Separation and characterization of herpes simplex virus type 
1 immediate-early mMRNA’s. Watson RJ, et al. J Virol 1979 
Jul;31(1):42-52 
The physical state of herpes simplex virus DNA in infected 
human cells. Hirai K. Microbiol Immunol 1979;23(8):749-61 
Orientation of herpes simplex virus type 1 immediate early 
mRNA’'s. Clements JB, et al. Nucleic Acids Res 1979 ond 
11;7(1):77-91 
Electron microscopic mapping of proteins bound to herpes 
simplex virus DNA. Wu M, et al. Nucleic Acids Res 1979 
Aug 10;6(11):3427-41 


CLASSIFICATION 


Characterization of herpes simplex virus strains isolated from 
patients with various diseases. Dundarov S, et al 


HERPESVIRUS HOMINIS 


Arch Virol 1980;63(2):115-21 
marker and neutralization 
—— viruses (author's 
transl)] i et al. Ann Microbiol (Paris) 1979 
Aug-Sep;130B(2):245-61 (Fre) 
DRUG EFFECTS 


Influence of human leukocyte interferon on IgG on the 
replication of virus in nervous tissue in vitro. 
Bal E, S al. Acta (Praha) 1979 Nov;23(6):461-7 * 

Analysis of herpes simplex virus isolated from patients wi 
recurrent herpes keratitis exhibiting ‘treatment-resistance’ 
to 5-iodo-2’-deoxyuridine. Hirano A, et al. 

Acta Virol (Praha) 1979 May;23(3):226-30 

5-Substituted 2’-deoxyuridines which ae inhibit 

— simplex virus . De 
Adv Ophthalmol 1979;3 204-13 

Inhibitors of pi synthesis as —— of herpes 
simplex virus Newton AA. Adv Ophthalmol 
1979;38:58-63 

Current status of studies on the —— activity of a 
water-soluble extract from narcissus bul! herpes 
viruses. Vacik JP, et al. Ady Ophthalmol. 1 8:281-7 

Inhibition of herpes simplex virus muliplicaton by the 


preteen 8 antiviral 
Aen Cueotir 1980 Fs) 1032-3 
Conia eam : interaction of 


5-methoxymethyldeo: jules with adenine arabinoside, 
athe oe ages 5-iododeox and 
phosphonoacetic acid — herpes simplex 
and 2. Ayisi NK, et al. Antimicrob Agents 
1980 Apr;17(4):558-66 
Antiviral activity of tunicamycin on herpes simplex virus. 
Katz E, et al. Antimicrob Agents Chemother 1980 Jun; 


17(6):1014-22 
2’-fluoro-5-iodo-aracytosine, a potent and _ selective 


anti-herpesvirus agent. C, et al. 
Antimicrob Agents canaier 1980 May;17(5):803-6 
Antiherpesviral activity and inhibitory action on cell growth 
of 5-alkenyl derivatives of 1-beta 
D-ar yluracil. Machida H, et al. 
Antimicrob Agents Chemother 1980 Jun;17(6):1030-1 
. vitro and in vivo resistance of simplex virus to 








yl)guanine ( )- 
Sasith KO, et al. Antimicrob Agents 1980 Feb; 
17(2):144-50 
Time-dependent action of 5-propyl wP OE as 
antiherpes simplex virus type 1 and type 2 agents. 2 
YC, et al. Biochem Pharmacol 1979 Dee | 15: 28004). 3529-3 
Synergistic — of 5’-amino-5S’-deoxythymidine and 
5-iodo-2’-deoxyuridine against virus 
infections in vitro. Fischer PH, et al. 
Biochem Pharmacol 1979 Dec 1;28(23):3483-6 
Differential and selective inhibition of cellular and herpes 
simplex virus DNA — by arabi 
Falke D, et al. Biochim Biophys Acta 1979 Jun 20; 
563(1):36-45 
Oe ee as an inhibitor of herpes 


simplex virus — lication. Centifanto YM, et al. 
Chemotherapy 1979:25(5):279-81 


Effect of diethylstilbestrol on replication and transformation 
by human herpesviruses. Rapp F, et al. Intervirology 1979; 
1302): 103-10 
Mechanisms of photodynamic inactivation of 


viruses: com i 
yrin plus light. Schnipper 


electricity, and 
et al. J Clin Invest 1 Pebesy-s 


Inhibition of simplex virus type 1 
in cells camel oak poly(rl). POLY(R 
J Gen Virol 1980 Mar;47(1):97-111 

Comparative efficacy of antiherpes drugs against different 
strains of simplex virus. De Clercq E, et al. 

J Infect Dis 1980 May;141(5):563-74 

Inhibition of simplex virus-induced DNA polymerase 
reed = = DNA = s ~, 
9-(2-hydroxyethoxymethyl)guanine its aa 
Furman PA, et al. J Virol 1979 Oct;32(1):72- 

Regulation of oneuien infection with 
in vitro by . Nishiyama 
1979 Sepia 841-4 mes m 

Effect of tunicamycin on sim virus glycoproteins 

luction. on LI, et al. J Virol 





: - 
. Lipp M, et al. 


and infectious virus 
1980 Apr;34(1): 142-5 
Inhibition of sim) virus 2-induced 
biochemi formation by interferon. F, et al. 
J Virol 1980 Jan;33(1):543-6 
Combined antiviral effect of — eye on Herpes 
simplex virus oS et al. 
M Immunol (Berl) 30, 168(3):179-90 
UV-enhanced virus reactivation in pena cells: 
of metabolic inhibitors. Lytle CD, et al. 
Photochem Photobiol 1979 May;. 29(5):959-62 
Photodynamic inactivation of 
hematoporphyrin derivative and t. 
Proc Soc Biol Med 1980 Jan;163(1):81-90 
Griseofulvin and viruses JJ, et al. 
S Afr Med J 1980 Aug 30;58(9):348 


ENZYMOLOGY 


Properties of Se a rus-specific thymidine kinase, DNA 
polymerase DNase 


and their implication in the 


8291 





HERPESVIRUS HOMINIS 


os of specific antiherpes 
cal al Adv Ophthalmol 1979;38: 173-86 
. axe ti et al. 


agents. Cheng YC, et 


their significance § 
‘Adv Ophthalmol 1979; 


Hi simplex virus DNA polymerase, thymidine kinase and 
ducayeenaeionne activities in cells infected with wild 
type, ultraviolet-irradiated and defective virus. Becker Y, 
et al. Arch Virol 1979;62(3):163-74 

Deoxyribonucleic acid of the 
deoxyribonucleic acid it deoxyribonucleic acid 
polymerase induced in baby-hamster cells after 
infection with simplex virus type I [proceedings 
Baybutt HN, et al. Soc Trans 1979 Oct;7(5):1093-4 

as inhibitors of 7 simplex virus 

INA polymerase. Eriksson 


Biophys Acta 1980 Mar 28; Jeon 53-64 
ee study of yy group virus-induced DNA 
ymerases. Mar EC, et al. Intervirology 1979;12(2):73-83 
Phosphorylation of 5-iodo-5"- amino-2’,5’,dideoxyuridine by 
herpes simplex virus t 1 encoded thymidine kinase. 
Chen MS, et al. J Biol 1979 Oct 25; — pneu 
Kinetic studies of herpes simplex virus type | 
thymidine and — kinase, a Pe tifonctional 
enzyme. Chen MS, . J Biol Chem 1979 Nov 10; 
254(21). 10747-53 
Altered kinetic properties of sialyl and galactosyl transferases 
associated with herpes simplex virus infection of GMK and 
BHK cells. Olofsson S, et al. J Gen Virol 1980 Mar; 
47(1):1-9 
Characterization of pyrimidine deoxyribonucleoside kinase 
(thymidine kinase) and thymidylate kinase as a 
multifunctional enzyme in cells transformed by herpes 
simplex virus type 1 and in cells infected with mutant 
strains of simplex virus. Chen MS, et al. J Virol 
1979 Jun;30(3):942-5 
Use of [125I]deoxycytidine to detect simplex 
virus-specific thymidine kinase in tissues of latently 
infected guinea pigs. Fong BS, et al. J Virol 1980 Jun; 
34(3):644-9 
DNase induced after infection of KB cells by herpes simplex 
virus type 1 or type 2. II. Characterization of an associated 
endonuclease activity. Hoffmann PJ, et al. J Virol 1979 
Nov;32(2):449-57 
Hybrid plasmids containing an active thymidine kinase gene 
of Herpes simplex virus 1. Wilkie NM, et al. 
Nucleic Acids Res 1979 Oct 25;7(4):859-77 
Deoxyribopyrimidine triphosphatase activity ific for cells 
infected with herpes simplex virus type 1. Wohlrab F, et 
al. Proc Natl Acad Sci ci USA 1980 Apr;77(4):1872-6 
Alkaline deoxyribonuclease induced by simplex bed 
type 1: composition and oo eg of the purified enzym 
Strobel-Fidler M, et al. Virology 1980 Jun;103(2):493- y501 


GENETICS 


The yg of the herpes simplex virus genomes 
Roizman B. Annu Rev Genet 1979; 13: 25-57 (91 ref.) 

The presence of herpes simplex virus DNA in hamster 
embryo cells transformed by a aa sensitive 
mutant, TS-4. Hirai K, et al. Biken J 1979 Sep;22(3):99-102 

Cell-free synthesis of herpes simplex virus DNA: studies with 
three temperature-sensitive mutants of HSV type 1. 
Francke B, et al. Cold Spring ymp Quant Biol 
1979;43(2):801-7 

On the structure, functional equivalence, and replication of 
the four a ot lanes simplex virus DNA. 
Roizman B, et al. Spring Harbor Symp Quant Biol 
1979;43(2): $05. 26 

Recombination in herpes simplex virus: mapping of mutations 
and analysis of intertypic recombinants. Wilkie NM, et al. 
Cold Spring Harbor Symp Quant Biol 1979;43(2):827-40 

Integration site(s) of herpes simplex virus type 1 thymidine 
kinase gene and regional assignment of the gene for 
aminoacylase-1 in human chromosomes. Kit S, et al. 
Cytogenet Cell Genet 1980;26(2-4):93-103 

Cloning of the an simplex virus type 1 thymidine kinase 
gene in E. coli K 12: a selective marker for gene transfer 
into animal cells. Colbere-Garapin F, et al. 
Dev Biol Stand 1980;46:75-82 

Construction and characterization of a recombinant plasmid 
encoding the gene for the thymidine kinase of Herpes 
simplex type 1 virus. Enquist LW, et al. Gene 1979 Nov; 
1(3-4):335-42 

— studies on the association of the herpes simplex virus 

ype 1 thymidine kinase gene with human chromosomes 

in “ye cell hybrids. Kit S, et al. Int J Cancer 1979 
Dec 15;24(6):721-32 

Distribution of sequences homologous to the DNA of herpes 
simplex virus, types 1 and 2, in the genome of pseudorabies 
virus. Rand TH, et al. 1980; 13(1):48-53 

Intert recombinants of a simplex _ viruses. 
Halliburton IW. J Gen Virol 1980 May; 481). 1-23 (74 ref.) 

Complementation with ts mutants of herpes simplex virus. 
Messer LI, et al. J Gen Virol 1979 Nov;45(2):431-9 

Integration and transcri po of virus DNA in en simplex 
virus transformed cell lines. Moore DF, et al 
J Gen Virol 1980 May;48(1):123-33 

Physical ma g of paar mutations of herpes simplex virus 
pre 1 aon 2 by intertypic marker rescue. Chartrand 

et al. J Virol 1979 Avg. 1(2):265-76 

Mutant of simplex virus type 2 

temperature-sensitive lesions affecting virion 


8292 


ca 
ype 
Biochim 


with 


CUMULATED INDEX MEDICUS 


ility and DNase activity: identification of the 
h of the nuc-lesion. 
;32(1):140-6 
Recombination and linkage between structural 
7 genes of herpes — virus ore 1: study ot 
the functional or, ———. genome. H 
et al. J Virol 1980 Jun;34(3):716-42 
— of herpesvirus 
transcription 
which both extent 
RNA in the cytoplasm are regulated. 
J Virol 1979 Aug:31@).299-316 
Location and cloning of the herpes simplex virus type 2 
ymidine kinase gene. McDougall JK, et al. J Virol 1980 


Mar;33(3):1221-4 
Herpes simplex virus glycoproteins: isolation of mutants 


resistant to immune coisa, Machtger NA, et al. 
By Rens ict le: II. UV radio 
Gene ores o! simplex virus. 
analysis Lo. Millette RL, et al. 
J Virol 1980 Ju Jun;34(3): 
Biochemical transformation * 
dt heupes diuglen vires tops 1. Rapp F, et al. J 3 Virol. 1980 
Jun;34(3):704-10 
Association of herpes simplex thymidine kinase 
chromosome No. 18 in pow Hoe human cells. 
MA, et Ray A ge Feb;64(2):241-8 | 
Herpes-simplex — and presenile 
dementias of Alzheimer and Pick [letter] Middleton PJ, 
et al. Lancet 1980 May {0:18176) 1038 
Detection of herpes-simplex viral in 
Sequiera LW, et al. Lancet 1979 22;2(8143):609-12 
Genetic recombination of herpes simplex virus, the role of 
the host cell and UV-irrediation of the virus. Dasgupta 
UB, et al. MGG ee gs gg 
Ae and mutagenesis of herpes ert virus in 
rradiated monkey oie. Lytle CD, et al 
Mutat Res 1980 Apr; 5002): 139-49 
Genetic retrieval of viral genome 
simplex virus transformed cells. Park 
Jun 5;285(5764):412-5 
Construction in vitro and rescue of a _ thymidine 
kinase-deficient deletion mutation of simplex virus. 
Smiley JR. Nature 1980 May 29;285(5763):333-5 
A herpes simplex virus type 1 function continuously required 
for early and late virus RNA synthesis. Watson RJ, et al. 
Nature 1980 May 29;285(5763): 329-30 
Search for cytomegalovirus and herpes simplex virus genetic 
information in multiple sclerosis. Aulakh GS, et 
Neurology (Ny) 1980 May;30(5):530-2 
Two distinct loci confer resistance 2 > in 
herpes simplex virus type 1. Coen D) t al. 
Proc Nati Acad Sci USA 1980 Apr Tia) 5265-9 
Cloning of the active thymidine kinase gene of herpes simplex 
virus type 1 in Escherichia coli K-12. Colbere-Garapin 
F, et al. Proc Natl Acad Sci USA 1979 Aug;76(8):3755-9 
Analysis of viral DNA sequences in r cells 
transformed by herpes simplex virus type 2. Galloway DA, 
et al. Proc Natl Acad Sci USA 1980 Feb;77(2):880-4 
Molecular genetics of herpes simplex virus: the terminal a 
sequences of the L and S components are obligatorily 
identical and constitute a part of a structural gene mapping 
eee gr in the S component. Knipe DM, et 
Natl Acad Sci USA 1979 Sep;76(9):4534-8 
Resistance of herpes simplex virus to acycloguanosine: role 
of viral thymidine kinase and DNA polymerase loci. 
Schnip ae LE, et al. Proc Natl Acad Sci USA 1980 Apr; 
71(4):227 
Insertion of a new gene of viral ori into bone marrow 
cells of mice. Mercola KE, et al. Aes 1980 May 30; 
208(4447):1033-5 
Activation of mouse retrovirus by herpes simplex virus type 
1 cloned DNA fragments. Boyd AL, et al. Virology 1980 
May;103(1):228-31 
Physical and genetic analysis of the herpes simplex virus 
DNA polymerase locus. Chartrand P, et al. Virology 1980 
Jun; 103(2):311-26 
Hydroxylamine mutagenesis of HSV DNA and DNA 
fragments: introduction of mutations into selected regions 
of the viral genome. Chu CT, et al. Virology 1979 Oct 
15;98(1):168-81 
Inhibition by acyclovir of cell growth and DNA synthesis 
of cells biochemically transformed with herpesvirus genetic 
information. Furman PA, et al. Virology 1980 Apr 30; 
102(2):420-30 
Physical mapping of herpes simplex virus type 1 ts mutants 
by marker rescue: correlation of the physical and genetic 
maps. Parris DS, et al. Virology 1980 Jan 30;100(2):275-87 
Genetic and physical evidence for the polarity of 
transcription of the thymidine kinase gene of herpes simplex 
virus. Smiley JR, et al. Virology 1980 Apr B, ;102(1):83-93 
[Site specific mutagenesis (author’s transl)] Chu CT. 
Chin J Microbiol 1979 Jun;12(2):51-64 (Chi) 
[Molecular biology of herpesviruses: (Part D) — — 
viruses—-isomers of herpes simplex virus DNA 
transformation with nal K simplex virus DNA Sepia 
(author’s transl)] Yana 
Tanpakushitsu | Raia Kase 1979;24(8):1010-28 


GROWTH & DEVELOPMENT 


The effects of alpha- and beta-D-arabinosyladenosine and 
beta-D-arabinosylthymine on the synthesis of HSV types 


synthesis. VIII. 
consists of three phases duri 





ene with 
icKinlay 


brain tissue. 


from 
, et al. Nature 1980 


(Jpn) 


1980 


1- and 2-infected cells. Falke D, et al. Adv Ophthalmol 
1979;38:197-203 
Microfluorometric quantitation of size, deoxyribonucleic acid 
and viral an its in cells productively 
— with SV-2. Aurelian L, et al. 
Anal Quant Cytol 1979 Nov-Dec; 1(3):207-16 
Fate cf herpes simplex virus in lymphocytes from 
in joint i. Failure of the virus to grow 
in cultured lymphocytes. Appleford DJ, et al. 
Ann Rheum Dis 1979 Oct;38(5):443- 9 
Fate virus in 
inflammatory joint effusions. ii. 
non- issiveness. A, ford DJ, et al. 
Dis 1979 ;38(5):450-5 


ytes from 
hanisms of 


H. Arch Virol 1980,6%(1):11-22 
Electron microscopic studies of herpes simplex virus type 
1 infection of macrop! T- and B-lymphocytes of 
mice. Bruns H. Arch Virol 1980;64(3):257-68 
i i Ama | cells. An 


macromolecule syn 
Herpes simplex i + 5 fang eta 1980;64(3): 197-211 
simplex type 1 infection ive rat XC 
ocala — a yoy 19 ees 
‘ossible pi in study of receptors produced b 
herpesvirus-infected cells. Brief report. Forghani B, et ab 
Arch Virol 1979;60(2):167-9 
|, study of i 
. Lascano E' 


Ribonuclease H levels i in 
Miiller WE, et al. Arch ;64(3):269-75 

Effects of antimetabolites on ~ production of tubular 
structures in Vero cells infected with sim 7] virus 

2. Oda H, et al. Arch Virol 1979;62(3):175- 

I uence of genetic and physiological erties of tea bee 
cell on the cytopathic expression of simplex virus. 
Palenzona AM, et al. Arch Virol 1979;61(1-2): 127-40 

Interaction of concanavalin A with herpes. simplex virus 
infected cells. Adler R, et a Can J 1980 Apr; 
26(4):559-62 

— . virus-host cell interactions. Kucera LS. 

‘C Crit Rey Microbiol 1979 Nov;7(3):215-44 (194 ref.) 

Response of cloned progeny of oe isolates of herpes 
“ lex virus to human leukocyte interferon. Lazar R, et 

Immun 1980 Jun;28(3):708-12 

a a infection of human lymphoid and myeloid cell lines 
with herpes simplex virus. Rinaldo CR Jr, et al. 
Infect Immun 1979 Aug;25(2):521-5 

Effect of prostaglandias and cyclic adenosine 
3’,5’-monophosphate modulators on herpes simplex virus 
oy and interferon response in human cells. Trofatter 

F Jr, et al. Infect Immun 1980 Jan;27(1):158-67 

Herpes virus production as a marker of repair in ultra-violet 
irradiated human skin cells of different origin. Coppey J, 
et al. Int J Radiat Biol 1979 Jul;36(1):1-10 

Effect of six herpes simplex virus isolates on chromosomes 
of rabbit and hamster cell cultures. Nachtigal M, et al. 

1980; 13(2):83-6 

Stimulation of herpes simplex type I infection of C6 cells 
by trypsin-EDTA. Ando T, et al. J Gen Virol 1980 Jun; 
48(Pt 2):319-28 

Protease activity on the surface of HSV-infected cells. 
Dierich MP, et al. J Gen Virol 1979 Oct;45(1):241-4 

Further characterization of herpes virus persistence. Dunn 
JE, et al. J Gen Virol 1979 May;43(2):467-71 

Host-cell response to virus infection in central and 
peripheral nervous tissue in vitro. Ecob-Johnston MS, et 

. J Gen Virol 1979 Sep;44(3):747-57 

Production of tubular structures in Vero cells infected with 
herpes simplex virus type 2; effects of ultraviolet light 
irradiation and antimetabolites. Iwasaka T, et al 
J Gen Virol 1979 Jul;44(1):57-67 

Tumour production by HSV-2 transformed lines in rats and 
the varying response to immunosuppression. MacNab JC. 
J Gen Virol 1979 Apr;43(1):39-56 

Phosphorylation of pgp y= gg are in non-infected 

rpesvirus and TK-)-infected cells. Miiller 
WE, et al. J Gen Virol 1979 May;43(2):261-71 
Acute and latent infection of sensory ganglia with herpes 
simplex virus: immune control and virus reactivation. 
haw H, et al. J Gen Virol 1979 Jul;44(1):205-15 
erences in the morphology of herpes simplex virus 
infected cells: I. Comparative scanning and transmission 
electron microscopic studies on HSV-1 infected HEp-2 
and chick embryo fibroblast cells. Schlehofer JR, et al. 
J Gen Virol 1979 Aug;44(2):433-42 

Modulation of herpes simplex virus replication in adenovirus 
transformed cells. Stenberg R, et al. J Gen Virol 1979 Aug; 
44(2):297-309 

Evidence for herpes simplex virus type-selective receptors 
on cellular plasma membranes. Vahine A, et al 
J Gen Virol 1979 Jul;44(1):217-25 

Incubation of swab materials with herpes simplex virus. 
Crane LR, et al. J Infect Dis 1980 Apr;141(4):531 

Enhanced cytotoxicity of mouse natural killer cells for 
vaccinia and herpes virus-infected targets. Piontek GE, 
et al. J Reticuloendothel Soc 1980 Feb;27(2):175-88 

Herpes simplex virus type 1 ~ gal y leogenic 
Epstein-Barr virus genome-negative itive 
Burkitt’ s lymphoma-derived cell lines. Leinbach s. , et al. 
J Virol 1979 Apr;30(1):248-54 


progression of herpes simplex virus 
et al. Arch Virol 1980;64(1):67-79 
~ lex virus-infected cells. 





Alterations in gly: i os in ay line of African 
Schroder EW, da 3 Virol 1979 Dec 3):734-40 
Survival and herpes virus normal 
xeroderma tosum fibroblasts = ae treatment with 
formuldchyse Coppey J, et al. Mutat Res 1979 Sep; 
62(2):355-61 ; 
Reactivation of virus in a cell line inducible 
for simian virus Zamansky GB, et al. 
Mutat Res 1980 MeO 1-9 
of 8-methoxypsoralen 
ity inactivation in a 
hill TP, et al. 
Photochem Photobiol 1979 Aug;30(2): 243-6 
Reactivation of herpes eee s virus type 2 from a quiescent 
state by human cytome; rus. Colberg-Poley AM, et 
al. Proc Natl Acad Sci SA. 1979 Nov;76(11):5948-51 
DNA synthesis in isolated hepatocytes infected with 
herpesviruses. Isom HC. Virology 1980 May;103(1):199-216 
Hi simplex virus thymidine kinase expression in infection 
the tri wae Tenser RB, et al. Virology 1979 
Dec;99(2):417-22 


{Studies on herpes simplex keratitis in experimental animals. 
Viral spread and — infection (author’s transl)] Hayashi 
K, et al. Nippon Ganka Gakkai Zasshi 1980-84(4):311-7 
(Eng. Abstr.) (Jpn) 

[Effect of the physiological status of culture on herpes 

een virus type 2 infection of synchronized cells 
B 21) pot ny AI, et al. Vopr Onkol 1980;26(7):39-42 
(Eng. Abstr.) (Rus) 


IMMUNOLOGY 


Detection of antibodies to cytome 
virus and rubellavirus wit 
immunoassay. ge AS, et al. 

Microbiol Acad Sci Hung 1979;26(1):35-40 

Myelin lesions in the rabbit eye model as a bystander effect 
of — po and visna virus sensitization. Kristensson 
K, et al. Acta Neuropathol (Berl) 1979 Dec;48(3): 215-7 

Neutralizing antibodies against herpes simplex virus in 
maternal and umbilical cord serum. Ishiguro T, et al. 
Acta Obstet Gynecol Scand 1979;58(4): 413-4 

ELISA for herpes simplex virus (HSV) type-specific 
antibodies in human sera using HSV type 1 and type 2 
polyspecific antigens blocked with type-heterologous 
rabbit antibodies. Vestergaard BF, et al. 

Acta Pathol Microbiol Scand [B] 1979 Aug;87(4):261-3 

Human T cell response to Herpes simplex virus antigen in 
vitro. Berle EJ JR, et al. 

Acta Pathol Microbiol Scand [C] 1980 Feb;88(1):31-7 

Effect of 2~-deoxy-D-glucose on the binding of preimmune 
and immune sera to simplex virus-infected cells as 
measured by quantitative immunofluorescence. Rajéani J, 
et al. Acta Virol (Praha) 1979 Sep;23(5):403-11 

Suppression by progesterone of nonspecific in vitro 
lymphocyte stimulation in mice as a oT for the 
enhancement of herpes ean virus vaginal 
infection. Baker DA, et al. Am J Obstet Pid 1980 Feb 
15;136(4):440-5 

Protection from experimental ocular herpetic keratitis by a 
heat-killed virus vaccine. Metcalf JF. Arch Ophthalmol 
1980 May;98(5):893-6 

Viral antigens in the immune ring of Herpes simplex -— 
keratitis. Meyers-Elliott RH, et al. Arch Oph 
May;98(5):897-904 

ae of subviral herpes simplex virus 

tions. I. Formation of neutralizing antibodies in 
erent animal species after administration of herpes 
cane, virus solubilized antigens. Kutinova L, et al. 
Arch Virol 1979;61(1-2):141-7 

Prepubertal vaccination of mice against experimental 
infection of the genital tract with type 2 herpes simplex 
virus. Skinner GR, et al. Arch Virol 1980;64(4):329-38 

Lymphocyte transformation for the detection of 
herpesvirus-induced tumor-associated antigens. Harris LF, 
et al. Cancer Res 1979 Oct;39(10):3996-4002 

Serological response patterns to herpes virus type 2 early 
and late antigens in cervical carcinoma patients. Heise ER, 
et al. Cancer Res 1979 Oct;39(10):4022-6 

Specific viral antigens in rat cells transformed by herpes 
simplex virus type 2 and in rat tumors induced by 
inoculation of transformed cells. Macnab JC, et al. 
Cancer Res 1980 Jun;40(6):2074-9 

Antibody-dependent cellular cytotoxicity to virus-infected 
target cells: role of nylon wool-adherent T cells as 
effectors. Gordon DS, et al. Cell Immunol 1980 Mar 1; 
50(1):19-29 

An immune enzymatic assay for purified tumour associated 
antigen of herpes simplex virus. Tarro G, et al 
Cell Mol Biol 1979;25(5):329-33 

The proliferative T cell response to herpes simplex virus 
(HSV) ~— is restricted by self HLA-D. Berle EJ Jr, 
et al. Clin Exp Immunol 1980 Mar;39(3):668-75 

Antibody and cell-mediated ee f to a DNA free herpes 
simplex subunit vaccine. Cappel R, et al. 

Dev Biol Stand 1979;43:381-5 

Detection of primate herpesvirus antibodies including 

a virus simiae by enzyme immunoassay. Eichberg JW, 
Dev Biol Stand 1980;45:61-6 

Helps simplex virus: benefit versus risk factors in 
immunization. zur Hausen H. Dev Biol Stand 1979;43:373-9 

Humoral-and cell-mediated immune responses to herpesvirus 


lovirus, herpes simplex 
the micro-enzyme 


CUMULATED INDEX MEDICUS 


- in patients with cervical carcinoma. 
. Gynecol Oncol 1980 Aug;10(1):18-25 
Serological studies on the between 
herpes simplex virus and v -zoster virus. Wolff MH, 
et al. Immunobiology 1979 ‘ug 136-2) 76-82 
Natural killing € = simplex virus oe 1-infected target 
cells: normal human responses and influence of antiviral 
antibody. Ching C, et al. Infect Immun 1979 Oct; 
26(1):49-56 
Cell-mediated immunity against herpes simplex induction of 
—a T lymphocytes. Lawman MJ, et al. 
Infect Immun 1980 Jan; 2K): 133-9 
lent resistance of human alveolar macrophages 
herpes sim: fox views. Milnts Le et al. Infect Immun 1980 


Kumar A, 


lycoprotein of herpes 
ly in gh tietoes © cycle as 
ibody-dependent cell-mediated 
cytotoxicity. Norrild B, et al. Infect Immun 1980 Apr; 
28(1):38-44 
—_ antibodies to simplex virus t 


infection. Ratner JJ, et al. 
inna 
simplex virus 


113-7 
f the adhesion step in 
AT cotcden cellular ommeniote system. Romano 
TJ, et al. Infect Immun 1979 Oct;26(1):163-72 
AG-4 complement-fixing —- cervical Vics omg and 
lected ts using herpes si virus 
ag igre gag al. Int J Cancer 1980 Jan 15; 


1 — — 


svirus type ific antibody by a micro 
-_ phase uelioule emmy. Dreesman GR, et 
Inervirlog 1 Sp 12(2):115-9 

1 lines 


condeal canoer containing herpesvirus 
Melnick JL. € IL, et i Intervirology 1979, 12(2):111-4 
Enzyme immunoassay for measurement of antibodies to 
simplex virus infection: comparison with 
complement fixation, i dy, and 
oop techniques. Denoyel GA, et al. 
Clin Microbiol 1980 Feb; 11): 114-9 
Call mediated and humoral immune responses to herpes 
simplex virus and cytomegalovirus in renal transplant 
patients. Haahr S, et al. Clin Microbiol 1979 Sep; 
10(3):267-74 
Use of protein A-treated sera in unmasking simplex 
virus t i (HSV-1) a ~ and identifying 
HSV-1 immunoglobulin G as the predominant neutralizing 
antibody. Ratner JJ, et al. J Clin Microbiol 1979 Oct; 
10(4):415-8 
Isolation of the major simplex virus type 1 
(HSV-1)-specific glycoprotein by hydroxylapatite 
chromatography and its use in enzyme-linked 
eer a assay for titration of human 
eee 1 ic antibodies. Vestergaard BF, et al. 
Clin. Microbiol 1979 Deo; 10(6):772-7 
test for detecting 
type-specific antibodies to simplex virus. Forsey 
T, et al. J Clin Pathol 1980 Feb;33(2): 71-6 
The serological relationship of varicella-zoster virus to other 
— rimate herpesviruses. Harbour DA, et al. J Gen Virol 1979 
ov;45(2):469-77 
Mouse hybrid cell lines produce antibodies to simplex 
virus type 1. Howes EL, et al. J Gen Vi 1979 Jul: 
44(1):81-7 
Macrophage extrinsic antiviral activity during herpes simplex 
virus infection. Morahan PS, et al. J Gen Virol 1980 Feb; 
46(2):291-300 
Mechanism of acquired resistance to herpes simplex virus 
infection as studied in nude mice. Nagafuchi S, et al. 
J Gen Virol 1979 Sep;44(3):715-23 
Cell-mediated ae delyen simplex virus-infected 
mice: suppression of delayed h itivity by an 
antigen-specific B lymphocyte. Nash AA, et al. 
J Gen Virol 1980 Jun;48(Pt 2):359-64 
Cell-mediated immunity in herpes simplex virus-infected 
mice: induction, characterization and antiviral effects of 
delayed type hypersensitivity. Nash AA, et al. 
J Gen Virol 1980 Jun;48(Pt 2):351-7 
Glycoproteins with type common and AYpe specific antigenic 
sites excreted from cells infected with herpes simplex virus 
types 1 and 2. Randall RE, et al. J Gen Virol 1980 Jun; 
48(Pt 2):297-310 
A fluoroimmunoassay for measurement and visualization of 
antibody bound to surface antigens of HSV-infected cells. 
Smith JW, et al. J Gen Virol 1979 Jul;44(1):17-24 
A lymphoblastoid response of human foetal lymphocytes to 
ultraviolet-irradiated herpes simplex virus. Westmoreland 
D. J Gen Virol 1980 Mar;47(1):151-9 
Induction of cytotoxic T lymphocytes against herpes simplex 
virus ‘ype i: role of accessory cells and amplifying factor. 
Rouse BT, et al. J Samenel, 1980 May;124(5):2341-6 
A type-specific antiserum induced 1 major herpesvirus 
type 1 glycoprotein. om CY, et al 
J Immunol Methods 1980;32(4): 383-91 
Immobilization of viral antigens on filter paper for a 
[125I]staphylococcal protein A immunoassay: a rapid and 
sensitive technique for detection of herpes simplex virus 
antigens and antiviral antibodies. Cleveland PH, et al. 
J Immunol Methods 1979;29(4):369-86 
Decreased cell-mediated cytotoxicity against virus-infected 
cells in systemic lupus erythematosus. Pons VG, et al. 
J Med Virol 1979;4(1): 15-23 


markers. 





mA. micro 





HERPESVIRUS HOMINIS 


“a as ee ae cell interactions: comparative 
on ti 
receptors in B, T, and ae et i 
J, MA Sten Geek ponies 5-22 Pe 
simp! ycoproteins: participation 
indlivideal herpes simplex virus type 1 —— antigens 
in immunocytolysis and their correlation with Sat 
identified glycopolypeptides. Norrild B, et al. J Virol 1979 
ti nopiobulin G(R G(Fc)-binding f 
Immuno indi receptors on virions 0! 
herpes sim virus type | and transfer of these 
to the surface by infection. Para MF, et al. J Virol 
1980 May;34(2):512-20 
Production of monoclonal antibodies against nucleocapsid 
proteins of simplex virus types 1 and 2. Zweig M, 
et al. J Virol 1979 Nov: ;32(2):676-8 
Antibody to simplex virus type 2-induced early 
antigens and its radioimmunoassay with sera of cervical 
carcinoma patients. Ito H, et al. 
Kitasato Arch wae ‘Med 1978 oe 13 


we? of Lancet 1979 Dee I eaTTT itis [letter] McKendrick 
79 Dec 1;2(8153):1181-2 


orig «| antibodies in patients 


t Vestergaard BF, et al. 
Lancet 1980 Jun 14; T(e181):1273-4 
indirect 


Application of lutination test to Sa nemo 
of type —_ antibody to simplex virus in human 
sera. Ohashi M, et al. Immunol 1979;23(8):801-4 

Studies on the oniiialios of herpes simplex virus. X. 
Demonstration of complement-requiring neutralizing 
(CRN) and _— ge (s-CRN) antibodies in late 

IgG. Yoshino Microbiol Immunol 1979; 
23(10):975-85 

Expression of herpesvirus-induced antigens in human 
cervical cancer. "Dnsoumen GR et oh. Netore 1900 Feb 7; 
283(5747): 591-3 


Elution of herpes dee gee Rg a cytotoxic antibodies 


from —— carcinoma of uterine cervix. Seth P, 
ature "1980 Aug 71286(5773): 613-5 


et al. 
Effects of herpes simplex virus anti 6 
. Transplantation 


lymphocyte culture. Singal DP, et 
Jun;29(6):500-2 
Study of cell surface antigens induced by 
virus. Note II. Some of the antigens as, Sony R. 
et al. Virologie 1979 Ji Oe tice 
Proteins of herpesvirus type 2. V. Isolation and immunologic 
characterization of two +. proteins in a virus-specific 
antigenic fraction. Smith CC, et al. Virology 1979 Oct 15; 
98(1): 255-60 
[Transfer of genetic information from T to B human 
lymphocytes during une response to herpes simplex 
wruel Aidor Pat et al. C R Acad Sci [D] (Paris) 1979 Jul 
[Clinton ;289(2):217-20 Ary 2 Abstr.) ae — 
inical aspects and importance of human herpex simplex 
infections. Results of herpes antigen therapy] Wassilew SW, 
et al. MMW 1980 Jan 4;122(1):25-7 (Eng. Pe | (Ger) 
[Herpes simplex virus type 2 antibodies in the husbans of 
women with cervical cancer] Kunkel M, et al. 
Z Gesamte Hyg 1979 Aug;25(8):597-9 (Eng. <n 
(Ger) 
[Design of inactivated pares anti vaccines] 
Andonov P, et al. Vopr Virusol 1979 Nov-Dec;(6):665-71 
(Eng. Abstr.) (Rus) 
(Cellular immune response detected in blast transformation 
test with iymphocytes from rabbits immunized with 
nucleocapsid o' simplex type 2 virus] Kitsak VIa, 
et al. Vopr Virusol 1980 Mar-Apr;(2):161-5 (Eng. Abstr.) 


ISOLATION & PURIFICATION 


Latent herpesvirus hominis 1 in the central nervous system 
of psychotic patients. Libikova H, et al. 
Acta Virol (Praha) 1979 May;23(3):231-9 

Isolation, quantitation, and electron 
of virus from tears in human 


detection 
herpetic keratitis—relation 
to antiviral therapy. Nahmias A, et al. Ady Ophthalmol 
1979;38:30-7 
Asymptomatic virus sheddi 


after herpes genitalis. Adam 
E, et al. lege ag Bag Be ble ge « 30 


Proctitis and herpes simplex virus in homosexual men. 

Goldmeier D. Br J Vener Dis 1980 Apr;56(2):111-4 

Herpes simplex virus type 2 and carcinoma of urinary 
ek upta NP, et al. Indian J Med Res 1979 Oct; 
70: 

Acycloguanosine treatment of herpesvirus infections in 
footpads and nervous tissue of normal and 
es mice. Mayo DR, et a Intervirology 
1980; 12(6):345-8 

Isolation of herpes simplex virus from the skin of clinically 
normal mice ang Be t infection. Hill TJ, et al. 

J Gen Virol 1980 a 7 te 

The stability of rep virus on ow tam; 
Myers MG, et Tg Med Vitel SauGy 

Selective assay for herpes simplex viruses expressing 
thymidine kinase. Cam alten ionaehe J, et al. J Virol 1979 
Aug;31(2):281-7 

Herpes simplex in the amniotic fluid of an unaffected fetus. 
Zervo' IA, et al. Obstet Gynecol 1980 Mar;55(3 
Suppl):16S-17S 

Influence of environmental 
inactivation of simp i ‘ 

Soc Exp Biol Med 1979 Oct;162(1):238-40 





HERPESVIRUS HOMINIS 





I tissues of latently 


i ) 
Presse Med 1980 Jan th 
ea’ 
{Herpes virus and cancer of the cervix] Simard R, 
Union Med Can 1980 Jan;10%1):103-8 (50 ref) “ting 
Abstr.) 
[Selected chapters from clinical bacteriology. 
La K. Praxis 1980 Feb 5;69(5):156-8 
fection in 
Pecan Breed ae Tees, te 
Nippon Ganka Gakkai Zasshi 1979 Aug 10;83(8):1055-9 


Mispesteeeet 
(Ger) 
following experimental 


(Eng. Abstr.) 
[Sources of the 
collectives’ 
Mar-Apr; 


herpes simplex virus in preschool children’s 
Antonova NI. Stomatologiia (Mosk) 1980 
2):65-6 (Eng. Abstr.) (Rus) 


METABOLISM 


Nucleic acid homology studies of viral nucleic acids in 
idi Parkinson’s disease. Wetmur JG, et al. 
Neurol 1979 Aug;36(8):462-4 
a. 6 eee + Sen Game we. Effect 
vow treatment. Blomberg J. Arch Virol 1979; 
1G. 1-6 


incorporation of 5-iodo-5’-amino-2’,5—dideoxyuridine 
and 5-iodo-2’-deoxyuridine into simplex virus 
DNA. Relationship between antiviral activity and effects 
on DNA aveptape. Fischer PH, et al. 
Biochim Biophys Acta 1980 Feb 29;606(2):236-45 

Some characteristics of an early protein (ICP 22) synthesized 
in cells infected with simplex virus. Fenwick M, 
et al. J Gen Virol 1980 Apr;47(2):333-41 

eee: & * See ern ae et ee-epede 
roteins in cells infected with herpes simplex 

enwick ML, et al. J Gen Virol 1979 Nov;45(2): 397-405 

Integration of simplex virus type 1 DNA into the 
DNA of growth-arrested BHK-21 cells. Yanagi K, et al. 
J Gen Virol 1979 Sep;44(3):657-67 

Characterization of RNA synthesized in isolated nuclei of 
herpes simplex virus type 1-infected KB cells. Miovic ML, 
etal. JV 1980 Jan;33(1):567-71 

H simplex virus DNA synthesis in a partially purified 
soluble extract from infected cells. Pignatti PF, et al. 
J Virol 1979 Dec;32(3):1033-6 

Herpes simplex virus phosphoproteins. I. Phosphate cycles 
on and off some viral pol tides and can alter their 
affinity for DNA. Wilcox , et al. J Virol 1980 Jan; 


33(1):167-82 
Comparative examination of the pol ww of herpes 
, et al. 


simplex virus: types 1 and 2. Bookout 

Virology 1980 Feb;101(1):198-216 

Properties of herpesvirus-induced ‘immediate early’ 
polypeptides. Hay RT, et al. Virology 1980 Jul 15; 
104(1):230-4 

Viral DNA synthesis is required for the efficient expression 
of specific herpes simplex virus type 1 mRNA 
Holland LE, et al. Virology 1980 Feb;101(1):10-24 

Oligoribonucleotide initiators for herpes simplex virus DNA 
synthesis in vivo and in vitro. Miiller WE, et al. 
Virology 1979 Oct 15;98(1):200-10 


PATHOGENICITY 


Pathogenicity in mice of strains of herpes simplex virus which 
are resistant to acyclovir in vitro and in vivo. Field HJ, 
et al. Antimicrob camer ol 1980 Feb;17(2):209-16 

Variable effect on ere of six herpes simplex virus 


— ae a 
Esp 


1980 Jan-Mar; 
ly 69-77 


Effect of zinc ions, phosphonoacetate, phosphonoformate and 
violamycin BI on the induction by simplex virus 
of chromosome abnormalities in cell cultures. Nachtigal 
M, et al. Arch Roum Pathol Exp Microbiol 1980 Jan-Mar; 
39(1):79-87 

Different susceptibilities of skin to type 1 and type 2 herpes 
— viruses in newborn rabbits. Oh JO, et al. 

oe Immun 1980 Jan;27(1):168-74 
tive neurovirulence and latency of HSV1 and HSV2 
“el wing footpad inoculation in mice. McKendall RR. 
J Med Virol 1980;5(1):25-32 

[Herpes simplex virus t I - II in experimental eye 
infections] Stebaeva TF, et al. Oftalmol Zh 1980; 
35(3):174-7 (Eng. Abstr.) (Rus) 

[Etiological role of the herpes si — virus in causing 
cervical cancer] Posevaia TA al. Vopr Virusol 1979 
Nov-Dec;(6):611-5 (Eng. p—Ry (Rus) 


PHYSIOLOGY 


Interaction of human peg am and viruses in vitro. 
Schranz V, et al. Acta Mi Acad Sci Hung 1979; 
26(1):1-9 

Effects of cytosine arabinoside cn the incorporation of 

ine nucleosides into hamster cells transformed by 
ee eas 2 viruses and by human 
oubal J, et al. Acta Virol (Praha) 1979 

Tuk23(0533 14-8 


Physical integrity of a simplex virus perme Rew thermal 
inactivation. Lancz GJ. Arch Virol 1980;64(4):375-8 


8294 


CUMULATED INDEX MEDICUS 


Ce ee eee ee ee eee tend 
type 2 viruses to neurons and ahine A, et al. 
Infect Immun 1980 Jun;28(3):675-80 
Reduction of cell surface fibronectin (LETS protein) 
correlates with pes apes of hamster fibroblasts 
simplex virus type2. Spicer D, et 
neon of a6 receptors hesis 
-~Fe and synt 
a Sener gees | ry 
et 


virus. Bourkas A 
rane, hs effects of -2-hydroxyethoxymethy?) Nikivemne 


“44(0):361- 71 
reds ~—— virus-transfc 
al. J Gen Virol 1979 Octs45(1y227-30 
ss ubular structures in the ge Mh of 


F'Med Virol 1980:5( 

al. J Med Virol 1980;5(2):1 17-22 
Abnormal of an immediate early 
cells inf SPS eael ee eee 
tsK. Preston CM. J Virol 1979 Nov;32(2):3 


Herpesvirus hominis type 1: we pone a a Structure, 


composition, growth cycle, and 

Hicks ML, et al. Oral Surg 1979 Oct48(4), 11-8 
Stimulation of human cell DNA synthesis by defective 

simplex virus type 2. Marcon MJ, et al. Virology 1979 

2):364-72 
survival of ultraviolet-irradiated herpes simplex 

virus in human cytomegalovirus-infected cells. Nishiyama 

Y, et al. Virology 1980 Jan 15; peq 189-93 
Immunoprecipitation of pol from hamster embryo 

cells transformed by herpes simplex virus type 2. Suh M, 

et al. Virology 1980 Jul 30;104(2):303-11 


RADIATION EFFECTS 


Defective reactivation of ultraviolet light-irradiated 
herpesvirus by a Bloom’s syndrome fibroblast strain. Selsky 
CA, et al. Cancer Res 1979 Sep;399):3392-6 

Induction of endogenous murine type C virus by 
ultraviolet-irradiated herpes simplex virus: effect of 
metabolic inhibitors. Brewer PP, et al. J Gen Virol 1980 
Feb;46(2):267-75 

Inactivation by u.v.-irradiation of interfering one simplex 
virus particles: interference requires a functional a 
Schréder CH, et al. J Gen Virol ne Sey 27-31 

Damage and repair in mammalian cells after ¢ 
non-ionizing radiations. II. Photoreactivation po killing 
of rat kangaroo cells (Potorous | eee and Herpes 
simplex virus-1 by —— to fluorescent ‘white’ light 
or sunlight. Harm H. Mutat Res 1980 Jan;69(1):157-65 


HERPESVIRUS INFECTIONS 


A review of feline viral rhinotracheitis (feline herpesvirus 
I infection). Povey RC. 
Comp Immunol Microbiol Infect Dis 1979;2(2-3):373-87 
(i111 ref.) 


Herpesvirus in thin sections of formalin-fixed ground squirrel 
ae tissue [letter] Diosi P, et al. Virologie 1980 Jan-Mar; 
1(1):65-6 


COMPLICATIONS 


Herpes simplex type 2 encephalitis concurrent with known 
cerebral metastases. Manz 
Acta 

Necrotizing retinitis caused by opportunistic virus infection 
a a patient with Hod, in's disease. Diddie KR, et al. 

Ophthalmol 1979 Oct;88(4):668-73 

am Sh and cancer. Rapp F. Conn Med 1980 Mar; 
44(3):131-3 

Pure sensory polyneuropathy of herpes virus origin 
associated with meningoencephalitis. A case report. Solzi 
P, et al. Eur Neurol 1980;19(4):277-9 

Herpes viruses induce atherosclerosis in chickens [news] 
Gonzalez ER. JAMA 1980 Mar 21;243(11):1128, 1130 

[Recurrent viral superinfection in Darier’s disease in twin 
sisters] Fortier P, et al. Ann Dermatol Venereol 1979 Nov; 
106(11):919-21 

[Correlations between HSV-2-infection and precancerous 
condition of uterine cervix (author’s transl)] Honék L, et 
al. Gynaekol 1979;101(11):701-3 (Eng. “a. 


( 
— i allow of non-venereal sclerosing lymphangitis of the 
liowing herpetic balanitis (author’s transl)] Farka’ 

Cesk Dermatol 1979 Dec;54(6):361-3 (Eng. —. 


ay Gemtent 


HJ, et 
(Berl) 1979 Aug;47(3):237-40 


CONGENITAL 
Congenital herpesvirus infections. Andiman WA. 
Clin Perinatol 1979 Sep;6(2):331-46 
DIAGNOSIS 
Primary virus isolation by a satellite laboratory. Peterson LR, 
et al. Arch Pathol Lab Med 1980 Jan;104(1):9-10 
DRUG THERAPY 


International Symposium on anti-herpesvirus chemotherapy: 
ey and clinical aspects. Hamburg, September 
7-9, 1978. Adv Ophthalmol 1979;38:1-300 

Anti-herpesvirus chemotherapy: experimental and clinical 
aspects. Concluding remarks. De Clercq E. 


1980 


Ady Ophthalmol 1979;38:297-300 
Arabinosylthymine, a selective inhibitor of herpesvirus 
: current status of i in vivo studies. Gentry G, 
979;38:164-72 
f adenine arabinoside for 8 
virus infections. Whitley RJ 
‘Ady Ophthalmol 1979.38:288-96 


search for antiviral Grunert RR. 
Rev Microbiol’ 1979.33. :335-53 pe ref.) 


Successful treatment of experimental B virus (Herpesvirus 
simiae) infection with acyclovir. Boulter EA, et al. 
Br Med J 1980 Mar € 8:280(6215}681- 3 
Inhibition of virus by a new compound—acyclic 
. Oxford JS. J Antimicrob Chemother 1979 Jul; 
5a). 333-4 
Acyclovir for systemic herpes inf 
E und EL, et al. Lancet 1980 gh ieisdaz ak tales 
uc! war inst herpesviruses. Hovi 1 
moe x 
encephalitis treated usin bino-side 
"fe _— by a ay Bees transl)] Roux rx 
aoe ) Nouv Presse Med 1980 Mar 1;9(10):693-5 3 
a r. 


ENZYMOLOGY 
Enzymes in herpes virus infection. Esanu et al. 
Virologie 1980 pak irre 53-64 (77 a 
ETIOLOGY 


The molecular biology of 
Sugden B, et al. Adv 


etter) 





. ee ic herpesviruses. 
1979:30:239-78 (297 ref.) 


1980 Apr; 
ae 
pee Seenaeanes of non-human primates. 
Fleckenstein B. Biochim Biophys Acta 1979 Nov 30; 
560(3):301-42 (ie) ref.) 


Herpesviruses. Timbury MC, et al. J Clin Pathol 1979 Sep; 
529). 859-81 (247 ref.) 
Visceral herpesvirus infections in leukemic patients receiving 
cytarabine. Buss DH, et al. JAMA P1980 May 16; 
243(19):1903-5 
[Traumatic herpes in a child] Danilov 
Vopr Okhr Materin Det 1979 Now2a(11):67- 8 


IMMUNOLOGY 


Herpetism. Blank H. saperl Dermatol 1979 Dec;115(12):1440-1 


eness of herpesvirus SA 8 infected infant 
baboons. ‘Eichberg JW, et al. Dev Comp Immunol 1980 
Winter;4(1):137-46 


Alteration of early T lymphocyte count in patients with 
genitalis. Ishiguro T, et al. Experientia 1979 Nov 
15;35(11):1519-20 
Antiviral cell- med immune responses and effect of 
chromosome po! er. in Herpesvirus saimiri-infected 
monkeys. of ree H, et al. Infect Immun 1980 Feb; 
27(2):549-55 
Cellular and humoral immunity in the pathogenesis of 
recurrent herpes viral infections in patients with lymphoma. 
Arvin AM, et al. J Clin Invest 1980 Apr;65(4):869-78 
Immunity to equine virus 1 infection in foals during 
the first year of life. Kendrick JW, et al. 
J Reprod Fertil [Suppl] ~— (27): 6is-8 
[Double immunodiffusion iology of Herpes 
simplex viruses] Scveerts 3 
Bol Of Sanit Panam 1980 Feb 88(2): 127-36 (Eng. Abstr.) 
(Spa) 


(Rus) 





METABOLISM 


Methylation of Herpesvirus saimiri DNA in lymphoid tumor 
cell lines. Desrosiers RC, et 
Proc Natl Acad Sci USA 1979 " Aug:76(8): 3839-43 


OCCURRENCE 


Herpes genitalis: our most important venereal disease. 
Gardner HL. Am J Obstet Gynecol 1979 Nov 1; 
135(5):553-4 


PATHOLOGY 


Viral encephalitis in the OR. Mackety CJ. AORN J 1979 
Oct;30(4):647-50, 655 

Herpetic proctitis and sacral radiculomyelopathy in 
homosexual men [letter] Goldmeier D. Br Med J 1979 Sep 
1;2(6189):549 

Diffuse polyclonal B-cell lymphoma durin; 
infection with Epstein-Barr virus. Robinson J 
N Engl J Med 1980 Jun 5;302(23):1293-7 

[Autopsy study on disseminated herpes virus infection 
(author’s transl)] Yamada T, et al. Rinsho Byori 1980 Mar; 
28(3):227-34 J pn) 

[Experimental myocardiopathy caused by the herpesvirus] 
Babaiants AA, et al. Vopr Virusol 1979 Jul-Aug;(4 sa 4 
(Eng. Abstr.) 


primary 
» et al. 


PREVENTION & CONTROL 


[Herpesvirus infections in men and animals, problems and 
combat] Thein P. Berl Muench Tieraerztl Wochenschr 1980 


Jun 1;93(11):201-5 (Eng. Abstr.) (Ger) 





RADIOGRAPHY 
[C.T. scan of acute necrotizing 
encephalitis yey results 
: 5 


(au 


transl)] Buge A, 
Rev Neurol (Paris) 1979 Jun; 135(5):401- “6 oi Ene. =) 


SURGERY 


The treatment of whitlow—a new surgical concept. 
Polayes IM, et al. Reconstr Surg 1980 Jun;65(6):811-7 


THERAPY 


varicella-zoster. Thiers B. J Am Acad Dermatol 1980 
Say’ of transfer factor 6 
A study o! ler factor for 
al” Med Pedia 


cancer patients. Ketchel SJ, et 
6(4).294- 301 


VETERINARY 


Pathology of the placenta and newborn pups with suspected 
intrauterine infection of canine Osean 126 virus. Hashimoto A, 
et al. Am J Vet Res 1979 Sep;40(9):1236-40 

Ex tal infection of eastern cottontail rabbits Sylvilagus 

loridanus) with infectious bovine rhinotracheitis virus. 
Lupton HW, et al. Am J Vet Res 1979 Sep;40(9):1329-31 

Effect of neonatal th tomy on pathog 
herpesvirus of turkeys in chickens. Sharma JM, et al. 
Am J Vet Res 1980 May; +e 761-4 

Latent infection of cattle with bovid herpesvirus 2. Martin 
WB, et al. Arch Virol 1975-6011). 51-8 

An outbreak of disease in pigeons associated with 
herpesvirus. Callinan RB, et al. ‘Aust Vet J 1979 Jul; 
55(7):339-41 

uine herpesvirus type 3 (equine coital exanthema) in New 
south Wales fletter] F Feilen CP, et al. Aust Vet J 1979 Sep; 
— 443-4 
eneralised infection of cattle with bovine virus 2 
] St. George TD, et al. Aust Vet J 1980 Jan;56(1):47-8 
wine herpesviruses: on the differentiation of respiratory 
rom foetal strains of type 1. Studdert MJ, et al. 
Aust Vet J 1979 Oct;55(10):488-92 

An immunofluorescence di ic test for avian infectious 
laryngotracheitis. Wilks CR, et al. Aust Vet J 1979 Aug; 
55(8):385-8 

Duck plague: a carrier state in waterfowl. Burgess EC, et 

al. Avian Dis 1979 Oct-Dec;23(4):940-9 

Isolation of Pacheco’s disease virus in Texas. Miller 
TD, et al. Avian Dis 1979 Jul-Sep;23(3):753-6 

Isolation and identification of avian infectious 
laryngotracheitis virus in Lebanon. El-Zein A, et al. 
Avian Dis 1979 pty 323(4):1060-5 

Marek’s disease virus and herpesvirus of turkey noninfective 
to chickens, obtained by repeated in vitro passages. Konobe 
T, et al. Biken J 1979. Sep;22(3):103-7 

Immune response of cattle to antigens obtained from bovine 
herpesvirus 1-infected tissue culture. Darcel C, et al. 
Can J Comp Med 1979 Jul;43(3):288-94 

uine herpesvirus 1 infection in mares vaccinated with a 
ive-virus rhinopneumonitis vaccine attenuated in cell 
culture. Eaglesome MD, et al. Can Vet J 1979 May; 
20(5):145-7 

An outbreak of foal perinatal mortality due to equid 
herpesvirus t: 1: pathological observations. Hartley WJ, 
et al. Equine Vet J 1979 Oct;11(4):215-8 

Neurologic disease induced by equine virus 1. Pursell 
AR, et al. J Am Vet Med hones 1979 1;175(5):473-4 

Herpesvirus-like infection of the venom of Siamese 
cobras. Simpson CF, et al. J Am Vet Med Assoc 1979 Nov 
1;175(9):941-3 

Immunity to equine gee 1 infection in foals during 
the first year of life. Kendrick JW, et al. 

J Reprod Fertil [Suppl] 1979;(27):615-8 
Fatal herpesvirus oye infection in cotton-topped 
marmosets (Saguinus pus). Morita M, et al. 
Jikken Dobutsu 1979 Oct 8. 537-50 
Feline viral rhinotracheitis: sites of virus replication and 
persistence in acutely and persistently infected cats. Gaskell 
RM, et al. Res Vet Sci 1979 Sep;27(2):167-74 

Newmarket outbreak: indirect contacts to be traced [news] 
Vet Rec 1979 Jun 16;104(24):538 

The isolation of herpesvirus from psittacine birds. Martin 
HT, et al. Vet Rec 1979 Sep 15;105(11):256-8 

EHV1 and equine paresis [letter] Mumford JA, et al. 

Vet Rec 1980 Mar 22;106(12):277 

Interaction of an intranasal combined feline viral 
rhinotracheitis, feline calicivirus vaccine and the FVR 
carrier state. Orr CM, et al. Vet Rec 1980 Feb 23; 
106(8):164-6 

[Isolation of the bovine herpesvirus-3 from sick calves] 
Kharalambiev KhE, et al. Vet Med Nauki 1979; 16(8):58-64 
(Eng. Abstr.) (Bul) 

eT boned lement fixation reaction studies in rhi umonitis 

rses] Tatarov G, et al. Vet Med Nauki 1979; 
16(8):78-84 (Eng. Abstr.) (Bul) 

[Severe iratory disease caused by Herpesvirus in Amazon 
—s P Winteroll G, et al. 

Tieraerztl 


1979 Jul 15; 
on(14): ae8O. (Eng. Abstr.) (Ger) 


[Virus seeks its disease: a seroepizootiological study of the 
presence of bovine herpes mammillitis in Switzerland] 


ic infections in 
Pediatr Oncol 1979; 


Wochenschr 


enesis of 


CUMULATED INDEX MEDICUS 


Engels M, et aa Tierheilkd 1979 Nov; 
121(1 1):568-76 Eng Abstr. (Ger) 

(Herpesvirus infection in kids in Sw itzerland] Mettler F, et 
al. ~ gates Tierheilkd 1979;121(12):655-62 ons. 
Abstr. 


[Herpesvirus hepatitis in cranes sasiodiiieaaaih mL 
] Burtscher H, et al. 
a" Vv } 1979 Senet 561-9 es. 


Central nervous s form of 
t infection P Zonta Laserere ee Sep; 
26(7):570-6 (Eng. Abstr. 


HERPESVIRUS SAIMIRI 


Methylation of viral DNA in vivo and in vitro. von Acken 
U, et al. Virology 1979 Nov;99(1):152-7 
ANALYSIS 
RNA from unique and 
Hi virus saimiri. Tracy 
100(1):204-7 
IMMUNOLOGY 
Antiviral cell-mediated immune responses and effect of 
chromosome pol hism in Herpesvirus saimiri-infected 
monkeys. Neubauer , et al. Infect Immun 1980 Feb; 
27(2):549-55 


itive DNA — of 
et al. Virology 1980 Jan 15; 


ISOLATION & PURIFICATION 


Squirrel monkey retrovirus and — svirus saimiri: 
observation in the same cell following . Smith GC, 
et al. J Natl Cancer Inst 1979 Oct.63(4):983-6 


HERPESVIRUS SIMIAN B see under HERPESVIRUSES 
HERPESVIRUS SUIS see PSEUDORABIES VIRUS 


HERPESVIRUS VARICELLAE see 
VARICELLA-ZOSTER VIRUS 


HERPESVIRUSES 


The molecular biology of lymphotropic herpesviruses. 
Sugden B, et al. Adv Cancer Res 1979;30:239-78 (297 ref.) 

Oncogenic herpesviruses of nonhuman primates. Ablashi DV, 
et al. Immunol 


Infect Dis 1979: 
2(2-3):229-41 (60 ref.) 
Herpesvirus induced feline urolithiasis—-a review. Fabricant 
CG. Comp Immunol Microbiol Infect Dis 1979;1(3):121-34 
A review of Herpesvirus , a *- qgemapene virus of 
baboons related to EB alk LA Jr. 
n° Immunol Microbiol Infect Dis 1979; ;2(2-3):257-64 (37 
re! 


The herpesvirus of oe pulmonary adenomatosis. Martin 
WB, al. Comp Immunol Microbiol Infect Dis 1979; 
2(2-3)3 313-25 (44 ref.) 

Herpesvirus of orang-utan (H. pongo) and search for 
retrovirus in nonhuman primates. Rasheed S, et al. 
eee Immunol Microbiol Infect Dis 1979;2(2-3):265-74 
A standard vaccine against Marek’s disease. Thornton DH. 

Immunol Microbiol Infect Dis pe 1d-ayr- 

H virus papio: state and properties of intracel! viral 
DNA in baboon lymphoblastoid cell lines. Falk L, et al. 
Int J Cancer 1979 Jul 15;24(1):75-9 

Inhibitors of DNA synthesis produced b 
herpesvirus-transformed cell lines. Since J, et al. 

J Immunol 1980 Jun;124(6):2944-9 

A microtitre technique for the assay of malignant catarrhal 
fever virus and neutralising antibody. Mushi EZ, et al. 
Res Vet Sci 1979 Sep;27(2):230-2 

Use of modified live bovine virus 1 vaccines [letter 
Lloyd-Evans LP. Vet Rec 1979 Nov 10;105(19):451 

[Production of human type I interferon by —. in 
contact with cells infected by oe fixed with 
glutaraldehyde] Lebon P, et 
yA ;" Sci [D] (Paris) 980 Jan 7;290(1):37-40 Eng, 
Abstr. 


ANALYSIS 


Comparative studies on Marek’s disease virus and herpesvirus 
of turkey DNAs. Hirai K, et al. J Gen Virol 1979 Oct; 
45(1):119-31 

Channel catfish virus: physicochemical properties of the viral 
genome and identification of viral _— Dixon RA, 
et al. Virology 1980 Jun;103(2):267-7: 


CLASSIFICATION 


Differentiation of equine herpesviruses of a 1 [letter] 
Sabine M. Aust Vet J 1980 Jan;56(1):44- 

Differentiation of subtypes within equine Saainitine 
1 [letter] Studdert MJ. Aust Vet J 1980 Jan;56(1):45 


DRUG EFFECTS 


Experimental studies on the antiherpetic agent 
a ee eer acid. Hel E, et al. 
Adv Ophthalmol 1979;38:276-80 
Inhibition of the replication of herpes viruses by 
| egg eres nea and related compounds. Newton AA. 
Adv Ophthalmol 1979;38:267-75 


type 


HERPESVIRUSES 


Virucidal disinfectants and feline viruses. Scott FW. 
Am J Vet Res 1980 Mar;41(3):410-4 
pg vos from hi “ff Crumpacker 
iso) uman 
Agents Chemother 1979 May; 15(5):642-5 





P, et al. 
1979 sul; ;5(4):43 1-6 
Nuclear war herpesviruses. Hovi T. Med Biol 


Feb;58(1):5-7 
ENZYMOLOGY 


formed by — 
herpesvirus type 1. McGowan JJ, et al. Infect Immun 1979 
Aug;25(2):610-4 
iochemical 


characterization of equine 

3-induced eres alle wo Re aye intially 
infected horse embryo dermal fibroblasts. McGowan 
et al. J Virol 1980 aadng 34(2):474-83 

Deoxythymidine kinase metabolism in equine herpesvirus 
type 3 infected horse embryo dermal fibroblasts. McGowan 
JJ, et al. Virology 1980 Mar;101(2):516-9 


GENETICS 


gy tee transformation of DNA ES i 
Tagment of marmoset — A. Kit S, et al. 

wegen A yo tos 110-21 

[The molecular biology of herpes viruses: (Part II) DNA 
structure analysis and latent viral of EBV, MDV, 
H. saimiri, CMV etc. (author’s transl)} Hirai K. 
Tanpakushitsu Kakusan Koso 1979;24(8):1029-46 cee | 


DNA of the herpes group] Filatov FP. 
; Usp Seven Biol 1980 Son Fes b9ttye 589(1):90-104 (67 ref.) 


GROWTH & DEVELOPMENT 


Ultrastructural studies on the replication of herpes virus 
ateles-73 in owl monkey cells. Luetzeler J, et al. 
Arch Virol 1979;60(1):59-73 

Latent infection of cattle with bovid 2. Martin 
WB, et al. Arch Virol 1979;60(1):51-8 

Ultrastructure and infectivity of tissues from normal and 
immunodepressed chickens inoculated with turkey 

herpesvirus. Prasad LB, et al. J Comp Pathol 1980 Jan; 
90(1):47-55 

Replication of turkey herpesvirus and Marek’s disease virus 
in chick embryo skin organ culture. Prasad LB. 

Res Vet Sci 1979 Jul;27(1):82-8 


IMMUNOLOGY 


Effect of neonatal by ap nl 2. ata of 
herpesvirus of turkeys in Sharma JM, et al. 
aie J Vet Res 1980 Mati) 71-4 

Fl oe oe of cervical ae = 
‘using herpesvirus pee Aurelian L, et al. 
Anal Quant Cytol 1979 Jul-Aug;1(2):89-102 

Antigenic difference between intracellular and membrane 
antigens induced by "teitevinad ef Gadaabe. biote Das 
al. Arch Virol 1980;63(1):23-30 

Pathogenicity of a Marek’s disease virus for chickens 
vaccinated with graded doses of of 
Cauchy L, et al. Avian Dis 1979 Oct-Dec;23(4):821- 

«wns | of lymphocytes from chickens 

i irus of turkey against a Marek’s 

ym cell line (MSB-1). Kitamoto N, et al. 
Biken J 1979 Mar;22(1):11-20 — 

Marek’s disease virus and of turkey noninfective 

in vitro Konobe 





to chickens, obtained by wn Bom 
T, et al. Biken J 1979. Sep;22(3):103-7 — 

Immune response of cattle to anti from bovine 
age ps 1-infected tissue Darcel C, et al. 
Can J Comp Med 1979 “Juls45(3):288-94 

The virus neutralizing activity of oe specific to the 
envelope and nuc! of equine herpesvirus type 1. 
Papp-Vid G, et al. Can J Comp N Med 1979 yy eee -3 

Experimental bovine pasteurellosis. I. Prevention 
of the disease. PH, et al. Can J Comp Med 1979 
Jul;43(3):262-71 

ee ee ee oe eee eee 8 
live-virus attenuated in cell 
culture. MD, . ‘a. Can Can Vet J 1979 May; 
20(5):145-7 

The efficacy of two commercial feline 


rhinotracheitis—calici 
RC. Can Vet J 1979 SeekntO.280-00 


Kinetic study of serum neutralization of strains of Bovid 
herpesvirus 2. Castrucci G, et al. 

Turk o a and Marek’: et De 197 loot hie aie 
urkey virus 's A comparative 
appraisal. Prasad LB. 
Comp Microbiol Infect Dis 1979;2(2-3):335-58 
(205 ref.) 


Intranasal vaccination against upper i 
(U.R.D.) in the cat--Il. Results of 
enzootic conditions in the Netherlands wi i 
vaccine containing live attenuated calici- and herpesvirus. 





HERPESVIRUSES 


Wilson JH. Comp Immunol Microbiol Infect Dis 1978; 
1(1-2):43-8 
a of Pa herpesvirus antibodies incl 
simiae by immunoassay. Eichberg 
cal Der I Dev Biol Stand 1980;45:61-6 
Biology of mouse thymic —_— a m 6 Semen of mice, and 
the antigenic relationship to virus. Cross 
SS, et al. gen Immun 1979 9 Decs26(3):1 86-95 
inal immunity to Marek’s disease by 
infection with reticuloendotheliosis virus. Witter RL, et 
al. Infect Immun 1979 Oct;26(1):90-8 
The serological relationship of varicella-zoster virus to other 
herpesviruses. Harbour DA, et al. J Gen Virol 1979 
Rowascatea 77 


Relation between the neutralization of herpesvirus of turkeys 
and the antibody to late-appearing membrane — 
induced by the virus. Mikami T, et al. J Gen Virol 1980 
Mar;47(1): 521-6 


Com of nuclear antigens of Epstein-Barr virus (EBV) 
oa E viruses. Rabin H, et al. 





BV-like simian 

J Gen Virol 1980 Ju Jun-48(Pt 2): 265-72 

us enic comparisons between viruses isolated from 

allow deer in Alberta and the viruses of infectious bovine 

rhinotracheiti juine rhinopneumonitis and DN-599, a 
non-IBR bovine virus. Kinyili JH, et al. 
J Wildl Dis 1979 Apr; 15(2):3 339-41 

Further studies of antibody levels to Herpes simplex virus, 
cytomegalovirus, measles virus, and adenovirus type 5 in 
Burkitt’s lymphoma patients. Geser A, et al. 
Med Microbiol Immunol (Berl) 1979 ‘Aug:167(3): 175-80 

Interaction of an_ intranasal combined ny viral 
rhinotracheitis, feline calicivirus vaccine and the FVR 
carrier state. Orr CM, et al. Vet Rec 1980 Feb 23; 
106(8):164-6 

[Physical and biological stability of vaccinal aerosols 
ILT in chickens] Dutko IuS, et al. Veterinariia 197 Tul, 
(7):29-32 (Rus) 


ISOLATION & PURIFICATION 


Comparative pathogenesis studies with oncogenic and 
nononcogenic Marek’s disease viruses and turkey 
herpesvirus. Calnek BW, et al. Am J Vet Res 1979 Apr; 
40(4):541-8 

Primary virus isolation by a satellite laboratory. Peterson LR, 
et al. Arch Pathol Lab Med 1980 Jan;104(1):9-10 

—_— herpesvirus type 3 (equine coital exanthema) in New 

uth Wales [letter] Feilen CP, et al. Aust Vet J 1979 Sep; 
55(9):443-4 

Isolation of infectious laryngotracheitis virus from tracheal 
swabs [letter] Hart L. Aust Vet J 1979 Nov;55(11):553 

— herpesviruses: on the differentiation of respiratory 
rom foetal strains of t 1. Studdert MJ, et al. 

Aust Vet J 1979 Oct;55(10):488-92 

Isolation of infectious laryngotracheitis virus from tracheas 

[letter] Wilks CR, et al. Aust Vet J 1979 Nov;55(11):553 
uck p : a Carrier state in waterfowl. Burgess EC, et 
al. f~4 Dis 1979 Oct-Dec;23(4):940-9 

Characterization of paramyxo-, herpes-, and orbiviruses 
isolated from psittacine birds. Hirai K, et al. Avian Dis 
1979 Jan-Mar;23(1):148-63 

Isolation of Pacheco’s disease virus in Texas. Miller 
TD, et al. Avian Dis 1979 Jul-Sep;23(3):753-6 

Isolation and identification of avian infectious 
laryngotracheitis virus in Lebanon. El-Zein A, et al. 
Avian Dis 1979 Oct-Dec;23(4):1060-5 

Early intrathecal synthesis of interferon in herpes 
encephalitis. Lebon P, et al. Biomedicine [Express] 1979 
Dec;31(9-10):267-71 

The evaluation of plaque count data in the estimation of viral 
concentration. Hebert CN, et al. J Biol Stand 1980; 
8(1):49-57 

The detection of the herpesvirus of bovine malignant 
catarrhal fever in rabbit lymphocytes in vivo and in vitro. 
Patel JR, et al. J Gen Virol 1980 Jun;48(Pt 2):437-44 

Purification of the JS-3 isolate of Hi virus ovis (Bovid 
oa virus 4) and so + wed its DNA. De Villiers 

J Virol 1979 Dec; ye; 4208). 705- :705-9 

Ensblishment of a lymphoblastoid cell line and isolation of 
an Epstein-Barr-related virus of gorilla origin. Neubauer 
RH, et al. J Virol 1979 53 1(3):845-8 

Persistence and expression of herpes virus in guinea pig B 
and T spleen . Griffith BP, et al. 

Proc Soc Exp Biol Med 1979 Oct;162(1):202-6 

Feline viral rhinotracheitis: sites of virus replication and 
oa in acutely and persistently infected cats. Gaskell 

et al. Res Vet Sci 1979 Sep;27(2):167-74 

The isolation of herpesvirus from psittacine birds. Martin 
HT, et al. Vet Rec 1979 Sep 15;105(11):256-8 

[Isolation of the bovine herpesvirus-3 from sick calves] 
Kharalambiev KhE, et al. Vet Med Nauki 1979; 16(8):58-64 
(Eng. Abstr.) (Bul) 

[Detection of the _ h virus in a case of whelp death] 
Engels M, et Schweiz Arch Tierheilkd 1979; 
12112): 649-54 ‘Eng Abstr.) (Ger) 


METABOLISM 


my genomes of animal viruses. Weinberg RA. 
u Rev Biochem 1980,49:197-226 (153 ref) 
mh. of virus-neutralizing antibody by glycoproteins 
isolated from chicken cells —e with a herpesvirus of 
turkeys. Wyn-Jones AP, et al. Infect Immun 1979 Jul; 


8296 


CUMULATED INDEX MEDICUS 


25(1):54-9 
Interaction of Herpesvirus ateles and Hepesvirus saimiri with 
Pernice I. Selective adsorption of virus by 
hoid cells. Johnson DR, et al. Intervirology 1980; 

rer :21-7 


dent DNA replication of 
hicken embryo fibroblasts. 
. J Gen Virol 1979 Nov; 





45(2):253-61 


PATHOGENICITY 
a associated malignant catarrhal fever in Africa: 
neoplastic disease of cattle caused by an oncogenic 
heupeavieest Hunt RD, et al. 
Comp Immuno! Microbiol Infect Dis 1979;2(2-3):275-83 (22 
ret) ) 


PHYSIOLOGY 


Tumors and viruses 


in nonhuman primates. SR, et 
al. Ady Virus Res 1979:24:1- 123 M312 ref.) 


A model for ~ (class 3) DNA during infection, 
latency, and transformation. Becker Y. 
Perspect Biol Med 1979 Autumn;23(1):92-102 


jiated E 
Virology 1980 Mar;101(2): 335-62 


RADIATION EFFECTS 


The effects cf ultraviolet and ionizing radiation on 
herpesviruses, SV40 and adenoviruses in relation to the 
small-plaque effect. Cameron KR, et al. Arch Virol 1979; 
62(1):31-40 


HESPERIDIN see under BIOFLAVONOIDS 


HETACILLIN 


METABOLISM 


Influence of liver enzyme induction caused b 
on the biotransformation of hetacillin in ae on ie = ‘eter 
Galanpoulou P, et al. J Antimicrob Chemother 1980 Jan; 
6(3):157-9 


PHARMACODYNAMICS 


[Effect of combination of hetacillin, cephapirin and amikacin 
(author’s transl)] Takahash* M, et al. Jpn J Antibiot 1979 
Aug;32(8):830-8 (Eng. Abstr.) (Jpn) 


HETEROCHROMATIN 


A comparison of constitutive heterochromatin staining 
in two cases of familial hromatin 

deficiencies. Buys CH, et al. Hum Genet 1979 Nov 1; 
52(1):133-8 

The quantitative analysis of polymorphism on human 
chromosomes 1, 9, 16, and Y. II. Comparison of the C 
segments in male and female individuals (group 
characteristics). Podugolnikova OA, et al. Hum Genet 1979 
Jul 18;49(3):251-60 

The quantitative analysis of polymorphism on human 
chromosomes 1, 9, 16, and Y. {"Geonteten of individual 
karyotypes. Podugolnikova OA, et al. Hum Genet 1979 
Jul 18;49(3):243-50 

The quantitative analysis of polymorphism on human 
chromosomes 1, 9, 16, and Y. III. Study of relationships 
of C segments’ lengths in individual karyotypes. 
Podugolnikova OA. Hum Genet 1979 Jul 18;49(3):261-8 

Heterochromatinic segments in chromosomes of cultured 
human cells, sensitive and resistant to Coxsackie B viruses] 
Narovlianskii AN, et al. Tsitologiia 1980 Jan;22(1):74-8 
(Eng. Abstr.) (Rus) 


ANALYSIS 


A molecular description of telometic heterochromatin in 
secale species. Bedbrook JR, et al. Cell 1980 Feb; 
19(2):545-60 

Patterns of lability towards acid hydrolysis in 
heterochromatins and euchromatins of Triatoma infestans 
Klug. Mello ML. Cell Mol Biol 1979;24(1):1-16 

Contrasting response of euchromatin and heterochromatin 
to translocation in polytene chromosomes of Drosophila 
melanogaster. Cowell JK, et al. Chromosoma 1980; 
79(3):329-40 

Similarity of centromeric heterochromatin in strains of 
drosophila melanogaster which interact to produce hybrid 
dysgenesis. Sved JA, et al. Chromosoma 1980;78(3): 333-63 

Effects of counterstaining with DNA binding drugs on 
fluorescent banding patterns of human and mammalian 
chromosomes. Schned! W, et al. Eur J Cell Biol 1980 Feb; 
20(3):290-6 

Histone H2A subfractions and their rw in 
cultured Peromyscus cells. Halleck MS, et al 
Exp Cell Res 1980 Feb;125(2):377-88 

Immunological identification of a chromocenter-associated 
protein in polytene chromosomes of Drosophila. Will H, 
et al. Exp Cell Res 1980 Feb;125(2):401-10 

Sex heterochromatin in Schistosoma mansoni. Grossman Al, 
et al. J Parasitol 1980 Apr;66(2):368-70 


1980 


Fein Ff Snbtees heen Se ee ype of 
Cebus: C. cappucinus and ivittatus] Dutrillaux B, 
et al. Ann Genet (Paris) 1978 sepfiGy. 142-8 (Eng. ot 


oauG EFFECTS 
Cond hibition by 33258-Hoechst of —— 
heterochromatin in ey, ® condensed 
Cell Res 1979 Oct Oct 


chromosomes. Marc 
15; Neo 


GENETICS 
Intraspecific polymorphism of sex chromosome 
hetieettieoaadie in two species of the heles gambiae 
complex. Bonaccorsi S, et al. Chromosoma 1980;76(1):57-64 
effects of heterochromatic deletions on 
recombination in Drosophila me! . Yamamoto M. 
Genetics 1979 a 


Heterochromatic pol taneous abortions. 
.J T Med Ge Genet et 1979 Oct; 16(5):358-62 





nee 


Hemming L, ay 
METABOLISM 


Repetitive DNA and Feulgen hydrolysis kinetics in three 
of Bufo. Pellicciari C, et al. 


neop 
Leelee A. Experientia 1980 Feb 15; naa D46-7 
PHYSIOLOGY 


Functional aspects of satellite DNA and heterochromatin. 
John B, et al. Int Rev Cytol 1979;58:1-114 (259 ref.) 


RADIATION EFFECTS 


X-ray-induced mitotic recombination in — 
melano . IV. Distribution within eu- 
heteroc tin. Haendle J. Mutat Res 1979 & 
62(3):467-75 


ULTRASTRUCTURE 


The SC phocomelia syndrome: report of two cases with 

_ enetic abnormality. Qazi QH, et al. 
Med Genet 1979. 4(3): 231-8 

sieeeomelplin of constitutive heterochromatin in 
carcinoma and dysplasia of the uterine cervix. Heneen WK, 
et al. Eur J Obstet Gynaecol Reprod Biol 1980 Mar; 
10(3):173-82 

Uhvastructure and template accessibility of modified 
chromatin in isolated macronuclei of Paramecium aurelia. 

enag= emer A W, et al. 

Folia Histochem (Krakow) 1980;18(1):67-77 

Lateral asymmetry of constitutive heterochromatin in human 
chromosomes. Ghosh PK, et al. Hum Genet 1979 Nov 1; 
52(1):79-84 

[Human chromosome polymorphism ene disordered 
reproductive function. II. C-variant chromosomes] 
i” TG, et al. Genetika 1979; 15(10) 1870-9 ns. 
Abstr. 


HETEROCYCLIC COMPOUNDS 

A_new source of carbon oxides in biochemical systems. 
Implications ing dioxetane intermediates. Zinner K, 
et al. Biochem ys Res Commun 1980 Jan 15;92(1):32-7 

The effect of nitrobeterocyclic drugs on DNA: an in vitro 
model of a": Rowley DA, et al. 
Biochem Pharmacol 1979 Oct 1;28(19): = 

Complexing of Tc-99m with cyclam: co 
communication. Troutner DE, et al. J ‘Nucl M Med 1980 May; 
21(5):443-8 

[Studies on nitrogen-containing heterocyclic compounds. 
XXXVI. Improved von Braun reaction with 
nitrogen-containing heterocyclic compounds and synthesis 
of 3-bromoquinaldine from quinaldine (author’s oo 
Hamada Y, et al. Yakugaku Zasshi 1979 May;99(5):445-50 
(Eng. Abstr.) J 

[Reduction of heterocyclic compounds. I. Reduction of 
heterocyclic compounds with diborane (author’s transl)] 
Nose A, et al. Yakugaku Zasshi 1979 Dec;99(12):1240-4 
(Eng. Abstr.) (Jpn) 


ANALYSIS 


Heterocyclic compounds found in cooked meats. Shibamoto 
T. J Agric Food Chem 1980 Mar-Apr;28(2):237-43 (54 ref.) 


CHEMICAL SYNTHESIS 


The synthesis of some —P ewe ena, of 
biological interest. Kourounakis P. 
Arzneim Forsch 1979;29(7):983-6 

A new Ca++ antagonist, mee 11-1781, and its metabolites. 
Synthesis and physicochemi « Ramuz H. 
Arzneim Forsch 1978; Se 

Central nervous system se ad of 7-substituted 
l-azaphenoxathiin analogues and their oxidation products. 
Elliott AJ, et al. J Med Chem 1980 Mar;23(3):333-5 





— activity of 1,2-benzoxathiine derivatives] 
et al. Arch Pharm Pharm (Weinheim) 1980 Mar; 
saGk: 249-54 (Eng. Abstr.) (Ger) 


METABOLISM 


Correlation between metabolic reduction rates and electron 
affinity of nitroheterocycles. Olive PL. Cancer Res 1979 
Anintilion’ conetinks XV, Willa diay” of 

Antiradiation com; ity oO 
radiation-protective N-heterocyclic aminoethyl disulfides 
and thiosulfates to DNA. Foye WO, et al. 3 Pharm Sci 
1980 Jan;69(1):80-4 

The oxidation of azaheterocycles with mammalian | 
aldehyde oxidase. Stubley ro et ta Xenobiotica 1979 >a 
9(8):475-84 


PHARMACODYNAMICS 


Inhibition of DNA synthesis by nitroheterocycles. II. 
Mechanisms of cytotoxicity. Olive PL. Br J Cancer 1979 
Jul;40(1):94-104 

Human electropharmacology of the calcium ——— ‘onist 

itiapramine (Ro 11- ene patients. 
G, et al. Clin Cardiol 1979 Jun;2(3):212-6 

Antibacterial activity and electron ity of 

nitro-heterocyclic compounds [proceedings] Reynolds 
. J Pharm Pharmacol 1979 Dec;31 Suppl:29P 

Effect of acute and chronic treatment of ine, a new 
tad ened antid: it, on Theta amine metabolism 
and re! activities. or 

1979 Sep; 


Pharmacol 
Pre 239-47 
Pyrolysis products from amino acids and protein: hi; 
mutagenicity requires cytochrome P1-450. INebert D 
al. Proc Natl Acad Sci USA_ 1979 Nov; 376(11): 3929-33 
Anticonvulsive activity and 
7 heterocyclic yo geen ey in mice. prsenn _ 
Res Commun Chem Pathol Pharmacol 1980 
as 45-56 





THERAPEUTIC USE 
Effect on paroxysmal re-entrant supraventricular tachycardia 


i Sep; 
16(3): 155-64 
The use of specific thromboxane inhibitors to preserve the 
dermal microcirculation after . Del EJ, et 
al. Surgery 1980 Feb;87(2):137-41 
[Operational evaluation studies in psychopharmacological 
research (presented with an example of a comparison 
between clomipramine and tisocromide)] Kiihne GE, et 
al. Psychiatr Neurol Med Psychol (Leipz) 1980 Feb; 
32(2):70-9 (Eng. Abstr.) (Ger) 
[The effect of the calciumantagonist dimeditiapramine on 
thallium-201 myocardial ion during exercise in 
patients with coronary heart disease (author’s transl)] Gasic 
S, et al. Wien Klin Wochenschr 1980 Apr 11;92(8):284-90 
(Eng. Abstr.) (Ger) 
[Treatment of intra- and postoperative cardiac 
tachyarrhythmias with the new wy ame Ro 
11-1781 (author’s transl)] Metzler 
Wien Med Wochenschr 1979 Sep if 199(15):432-6 (Eng, 
Abstr.) 


Clin Pharmacol 1979 


HETEROCYCLIC N-OXIDES see CYCLIC N-OXIDES 
HETEROCYCLIC S-OXIDES see CYCLIC S-OXIDES 


HETERODUPLEXES, NUCLEIC ACID see NUCLEIC 
ACID HETERODUPLEXES 


HETEROGENEOUS NUCLEAR RNA see RNA, 
HETEROGENEOUS NUCLEAR 


HETEROGRAFT see TRANSPLANTATION, 
HETEROLOGOUS 


HETEROPHYES see under TREMATODA 
HETEROTOPIC TISSUE see CHORISTOMA 


HETEROZYGOTE 


Unusual heterozygotes of congenital adrenal hyperplasia due 
to 21-hydroxylase Ngee iy! confirmed by HLA tissue 
typing. Zachmann M, et al. Acta (Copenh) 1979 
Nov;92(3):542-6 
Hemoglobin chain recombination and the pattern of 
composition of hemoglobin S and D in heterozygotes. 
Ogunmola GB, et al. Acta (Basel) 1980; 
63(2):94-100 

Metabolic interference and the + - heterozygote. a 
hypothetical form of simple inheritance which is neither 
dominant nor recessive. Johnson WG. 

Am J Hum Genet 1980 May;32(3):374-86 

Familial discoid lupus erythematosus associated with 
heterozygote C2 deficiency. Belin DC, et al. 
Arthritis Rheum 1980 Aug;23(8):898-903 

Family study on the kindred of an adenosine deaminase 
deficient child with severe > iia immunodeficiency. 
Lee CH, et al. Aust NZ J Med 1979 Oct;9(5):530-3 

Maximizing heterozygosity in autopolyploids. Bingham ET. 


CUMULATED INDEX MEDICUS 


Basic Life Sci 1979;13:471-89 
Inheritance of isoz: 


yme variation and heterozygosity in 
ows O'Malley DM, et al. Biochem Conet 1979 os 
wer factor VI ee 
Lower coagulant in 
i to other obli 
J, et al. Bioed 19 Apesies 3552-8 
Rheological properties o! in co.” and 
yy beta illmann W, et al. 
Br J Haematol 1979 Nov;43(3):401-11 
Cardiovascular evaluation of obligate heterozy, 
Friedreich’s ataxia. Cote M, et al. Can J Neurol 


ters of subjects with 
ite carriers. Chediak 


in 

1979 

lobin synthesis studies in a sere ag = 
alpha-thalassemia-2, Hb S and Bb G Philadel 
SK, et al. Clin Chim Acta 1980 Jan 1;100(1):1-6 

Association of severe rheumatoid arthritis with 
eo for alpha 1-antitrypsin deficiency.Cox DW, 

al. Clin Genet 1980 Feb;17(2):153-60 

Allotype — in the chicken eg Generation of chronic 

suppression in heterozygous but not in homozygous 
chickens. Ratcliffe MJ, et al. Eur J Immunol 1979 Nov; 
9(11):847-52 

Genetic polymorphisms and intrauterine development. 
Evidence of decreased aeriry gore A in light-for-dates 
human newborn babies. Bottini al. Experientia 1979 
Dec 15;35(12):1565-7 , 

follo — feel 
reproduction. Young JP. Genetics 1979 Jul;92(3):971-82 

Parental origin of de novo chromosome —— 
Chamberlin J, et al. Hum Genet 1980;53(3):343- 

Is there a pcre ny ee sex of cystic fibrosis carriers 
and sex ratio “il Gloria-Bottini F, et al. 
Hum Genet sone sarl): 9 

Serum levels of alpha-l-antitrypsin in individuals with 
different Pi M subtypes. Beckman G, et al. Hum Hered 
1980;30(2):81-3 

beta-Thalassaemia with increased haemoglobin A2 in 
Turkey. A study of 164 thalassaemic heterozygotes. Dincol 
G, et al. Hum "Hered 1979;29(5):272-8 

Identification of basophils as the cells bearing both allelic 
immunoglobulin oR among white blood cells from 
the byl ges blood of heterozygous rabbits. Cabana VG, 

J Immunol 1980 May;124(5):2268-80 

Estos? -nucleotidase activity in lymphoblastoid cell lines 

derived from heterozygotes for ital X-linked 
ia. Thompson LF, et al. J Immunol 1980 
Jul;125(1):190-3 


Increased resistance to influenza as a possible source of 
heterozygote advantage in cystic fibrosis. Shier WT. 
Med Hypotheses 1979 Jun;5(6):661-7 

Functional diploidy for the secretion of the a allotypes by 
the lymphoid cell of heterozygous rabbits. Abehsira O, et 
al. Mol Immunol 1979 Deesié 12):1031-43 

Suppression of the paternal IgA-f and | 
heterozygous rabbits suppressed for 
allotype. Eskinazi DP, 
16(12):1019-23 

ral dysfunction in asymptomatic carriers of ornithine 
transcarbamylase deficiency. Batshaw ML, et al. 
N Engl J Med 1980 Feb 28;302(9):482-5 
Genetic detection of cerebral dysfunction [editorial] 
Matthysse S. N Engl J Med 1980 Feb 28;302(9):516-7 
Heterozygosity of H-2 loci in wild mice. WR, et 
al. Nature 1979 Oct 18;281(5732):603-5 
Genetic heterozygosity in a natural population of Mus 
musculus using two-dimensional electrophoresis. 
Racine RR, et al. Nature 1980 Feb 28; '283(5750): 855-7 
Altered intracellular calcium in fibroblasts from patients with 
cystic fibrosis and heterozygotes. Feigal RJ, et al. 
Pediatr Res 1979 Jun;13(6):764-8 

Sickle cell syndromes. III. Silent-carrier alpha-thalassemia 
in combination with hemoglobin S and hemoglobin C. 
Honig GR, et al. Pediatr Res 1979 Oct;13(10):1109-11 

Favism in GdMediterranean heterozygous females. Sanna G 
et al. Pediatr Res 1979 Jul;13(7):812-6 

Human heterozygosity: a new estimate. McConkey EH, et 
al. Proc Natl Acad Sci USA 1979 Dec;76(12):6500-4 

Relationship between kallikrein release and factor XII in 
normal persons and carriers of the Hageman trait. Torres 

Thromb Haemost 1979 Dec 21;42(4):1286-8 
[Hyperphenylalaninemia induced by 
trimethoprim-sulfamethoxazole in an infant heterozygous 
for pr wPion (letter)] Goutet JM, et al. 
Nouv Presse Med 1979 Dec 17;8(49):4045-6 (Fre) 
[Hypocomplementemia resulting from heterozygous C2 
deficiency, polyarthritis and urticaria - comparison to Mac 
Duffie’s Mewes, (letter)] Peltier AP, et al. 
Nouv Presse Med 1980 Feb 2;9(6):382-3 (Fre) 
[Heterozygous Fabry’s disease. Case report with electron 
microscopic studies] a C, et al. Hautarzt 1980 
Jul;31(7):372-5 Ran. vem (Ger) 
[Frequency of Eieertd oe. gene y Kutter D. 
satterseven Poon’ 1980 Mar;48(3):1 (Ger) 

Money volumetric distribution ~ ‘anal and rapid test 
in screening for carriers A Le = alfa- trait 
(author's transl)] Bonanni G. 
Haematologica (Pavia) 1979 ‘osts64(3) 580-5 (Eng. a) 





-g allotypes in 
ie paternal IgM 
et al. Mol Immunol 1979 Dec; 


[Hemoglobinosis SC (‘African rheumatism’) and the 
hemoglobin C heterozygous carrier state] Kononiachenko 


HETEROZYGOTE 


VA, et al. Probl Gematol Pereliy Krovi 1979 Nov; 
Yat 1)20-4 (Eng, Abstr) (Rus) 


HETEROZYGOTE DETECTION 
Litiitiniaete. 


role of replication of del atts L, et 
Am J Clin Pathol 1979 Decs7 6):1000-4 
Estimation of male to female ratio of mutation rates from 
carrier-detection tests in X-linked Winter RM. 
Am J Hum Genet 191 1980. Jul;32(4):582-8 
Discriminant analysis of ribosomal protein synthesis findings 
in carrier detection of muscular dystrophy. 
Tonasescu V, et al. Am J Med Genet 1980;5(1):5-12 
Inborn errors of 1 catabolism—-principles of 
rg or detection. Jolly RD, et al. 
Geaet 19794293. 307 | (89 ref.) 
Christ-Siemens-Touraine clinical and genetic 
analysis of a large Brazilian kindred: II. Carrier ion. 
Pinheiro M, et al. Am J Med Genet 1979;4(2):129-34 
Carrier detection in Duchenne muscular dystrophy. Evidence 
from a study of obligatory carriers and mothers of i 
cases. Sibert JR, et al. Arch Dis Child 1979 Jul;54(7):534-7 
Screening for PKU Dek Biel Pockuaire in bipolar py ill 
patients. Targum SD, et 979 Aug; 
14(4):651-5 


“Br 3 Heematol 1980 Apna). 
Br J Haematol 1980 Apr;44(4):671-8 


Detection of Haem: A carriers by replicate factor VIII 
activity and factor VIII antigenicity determinations. 
Seligsohn U, et al. Br J Haematol 1979 Jul;42(3):433-9 

Ae ee eee eee human skin 
and detection of heteroz: eho a ior histidinemia. Kuroda 
Y, et al. Clin Chim Acta 1979 Aug 15;96(1-2):139-44 

Carrier detection in spp Lge “ot egy uscular 
a mH oh oy : 
premenarchal, 
normal women. “Gana I, et al. Clin pony 1979 
2;98(3):207-16 

Detection of Lesch-Nyhan syndrome carriers: analysis of 
hair roots for HPRT by agarose gel electrophoresis and 
autoradiography. Bakay B, . Clin Genet 1980 Jun; 
17(6):369-74 

Linkage analysis 
pe Moog 


ye Paul ED, et al. ad Ce Ouet P 1979 én 
16(4):217-32 


Healthy female carriers of a gene for the Alport acsupanes 

npomes for genetic . Tishler PV. 
Clin Genet 1979 Oct;16(4):291-4 

Heterozygote detection in glucose-6-phosphate 
dehydrogenase deficiency: limitation of hair follicle 
analysis. Vermorken AJ, et al. Clin Genet 1979 Nov; 
16(5):353-6 

Idiopathic hemochromatosis: a study of biochemical 
expression in 247 a S members of 63 families: 
evidence for a single major HLA-linked gene. Simon M, 
et al. Gastroenterology 1980 ‘Apri8) 703-8 

Partial translocation of NOR its activity in a balanced 
carrier and in her cri-du-chat fetus. Dev VG, et al. 
Hum Genet 1979 Oct 2;51(3):277-80 

— of carriers and prenatal diagnosis for fucosidosis 

in Calabria. Durand P, et al. Hum Genet 1979 Oct 1; 

51(2): 195-201 

Heterozygous expression in 3-M slender-boned nanism. 
Garcia-Cruz D, et al. Hum Genet 1979 ay yen 

Heritable fragile sites on human chromosomes. III. Detection 
of eS in males with X-linked ced 
and in their female relatives. Sutherland GR. 
croruanative, of pore bateron tog! 

Determination of parent y; 
characters. Bener A. Hum 1980-3002): 89-93 

Progeny — for bovine syndactyly. Johnson JL, et al. 
J Am Vet Med Assoc 1980 Mar 15; 176(6): 549-50 

Screening of thalassaemia carriers in intermediate school of 
Latium: results of four years’ werk. Silvestroni E, et al. 
J Med Genet 1980 Jun;17(3):161-4 

An evaluation of some detection techni 
Duchenne muscular d y. Lane RJ, et al. 
J Neurol edict Nov;4. Wat 

Factor VIII- antigen (VIII R:AG) in haemophilic 
patients and in carriers. Bowie EJ, et al. Lancet 1979 Nov 
17;2(8151):1049-S0 

~— creatine kinase activity and carrier status for duchenne 


[letter] Bullock DG, et al. Lancet 1979 
Dec meagre ty rad wl 


Detection of heterozygote Of 21-hydroxylase deficiency 
et Levine LS, et al. Lancet 1980 Mar 15;1(8168 Pt 
1):60 

Deetemedl of 2 quantitative immunoassay for the cystic 
fibrosis gene. Manson JC, et al. Lancet 1980 Feb 16; 
1(8164):330-1 

Heteroz = detection in steroid sulphatase deficiency 
fletter} iiller CR, oi al. Lancet 1980 Mar 8;1(8167):546-7 

Lymphocyte capping carrier detection in Duchenne 
muscular dpaophy passcl took Sands ME, et al. "tenet 1979 
Sep 29;2(8144) 

Duchenne 


ity in derma 


Lymphocyte capping 


carrier detection in 
muscular Mees 20.4 flettes} Syte Syeert VP. Lancet 1979 Sep 
29; ;2(8144):698 


Serum creatine kinase and pyruvate kinase in Duchenne 
mee see carrier detection. Percy } ME, et al. 
1979 Sep-Oct;2(5):329-39 
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HETEROZYGOTE 


Te een 4 ote ree vate kinase in neuromuscular 
— et al. Muscle Nerve 1979 
The factor VIII abnormality in severe von Willebrand's 
disease. Zimmerman TS, et al. N Engl J Med 1979 Dec 
13;301(24):1307-10 
Preclinical 


diagnosis carrier detection in ataxia 
with abnormalities of 


i Kan RA 
et al. Neurology (Ny) F580" May:3003)-303- 
Electrocardiographic abnormalities in Satie of Duchenne 
muscular d “Glin tease) atthe aaah vr ead 
A stud 3 of laherkance in progremive intrahepatic cholestasis: 
hepatic function in unaffected family members. 
Bidot-Lépez P, et al. Pediatr Res 1979 Sep:13(9) 1002-5 
Cystic fibrosis protein, a confirmed diagnostic marker for 
fi pee posed ef in al 
juture roglobul toa primary defect in 
2- in. Wilson GB. Pediatr Res 1979 "4 
13(9):1 
Triple parameter discriminant analysis and carriers of 
ia. Marshall LR, et al. Thromb Haemost 1979 
Aug 31 M2ayS10-2 
we! of the of discordance of HLA-B27 
the course of ae spondylitis (author's 
ransi)] Huaux JP, et al. Acta Rhumatol Belg 1979 Apr-Jun; 
30): 128-43 (Eng. Abstr.) (Fre) 
[Heterozygote detection in phenylketonuria by means of an 
oral load of phenylalanine] Dhondt JL, et al. 
J Genet Hum 1979 Jun;27(2):145-56 (Eng. Abstr.) (Fre) 
[Determination of the probability of —. heterozygote 
among relatives of sporadic cases of sex-linked recessive 
diseases (author’s transl)] Moser H. Arch Genet (Zur) 
1976-77;49-50(2-3):113-26 (Eng. Abstr.) (Ger) 
[The validity of a screening test of Minerva Pediat 1979 for 
henylketonuria] Giovannini M, et al. Minerva 
Rov 15;31(21):1515-20 (Eng. Abstr.) 
es rience of the Warsaw eeestgaest Clinic in eons 
—— dystrophy gene carriers 
usmanowa-Petrusewicz I, et al. Pediatr Pol 1980 Jan; 
stl -7 (Eng. ono (Pol) 
[Heterozygote detection i 
Magzhanov RV, et al. Sev 
Abstr.) 


METHODS 

X-linked recessive retinitis pigmentosa 
fluorophotometry. A study of female heterozy, 
DK, et al. Arch Ophthalmol 1980 Feb;98(2): 

Inborn errors of metabolism: screening for heterozygotes 
using hair roots. de Bruyn CH, et al. Br J Dermatol 1979 
Jul;101(1):111-4 

Enhanced radiosersitivity of cultured fibroblasts from ataxia 
telangi . sucygotes manifested by defective 
colony-forming ability and reduced DNA repair 
replication after oy gamma-irradiation. Paterson MC, 
et al. Cancer Res 1979 $9.39): 3725-34 

An improved method for the detection of yr of 
congenital virilizing adrenal h > une-Lenain 
C, et al. Clin Endocrinol (Oxf) 1980 Jun; 1246):52 525-35 

Galactose-1-phosphate-uridyltransferase (E.c. 2.7.7.11): a 
simple routine method for detecting individuals 
heterozygous for the silent allele Gt 0. Siebert G, et al. 
Hum Genet 1980;54(2):273-5 

New York University utilizes electromyography to detect 
carriers of neuromuscular disease aowdl Freed man ES. 
Int J Rehabil Res 1979;2(1):104-5 

Carrier detection in Duchenne muscular dystrophy. 
Fitzsimmons JS, et al. J Med Genet 1980 Jun;17(3):165-9 

Detection of heterozygote of 21-hydroxylase deficiency 
[letter] Sobel DO, et al. Lancet 1980 Jan 5;1(8158):47 

Lymphocyte capping in carriers of Duchenne muscular 
dystrophy [letter] er PI. N Engi J Med 1979 Sep 27; 
301(13):725 

Lymphocyte ca pong in carriers of Duchenne muscular 
dystrophy fletter] ybert VP, et al. N Engl J Med 1979 
PB. %. 27;301(13):724-5 

Carrier detection in Duchenne muscular dystropy. Tagliavini 

J, et al. Neurology (Ny) 1979 Oct;29(10):1423-5 

Carrier detection of pyruvate carboxylase deficiency in 
fibroblasts and lymphocytes. Atkin BM. Pediatr Res 1979 
Oct; 13(10):1101-4 

New test to detect carriers of gene for cystic fibrosis [news] 
Public Health Rep 1979 Nov-Dec;94(6):577 

[Effect of chlormethin chlorhydrate on the chromosomes in 
Fanconi’s anemia: application to diagnosis and detection 
of yey Berger R, et al. 
y?. te [D] (Paris) 1980 Feb 11;290(6):457-9 ee 
Abstr 

[Laboratory diagnosis of inborn errors of or 4 
detection eee ic carriers) Owada M. Nippon Rinsho 
1979 Jun 29;Suppl:1659-64 (Jpn) 

[Studies on congenital factor XIII deficiency and detection 
of the carrier in his family (author's transl)] Akatsuka J, 
et al. Rinsho Ketsueki 1979 Nov;20(11):1497-504 Eng. 
Abstr.) (Jpn) 

[Proteus vulgaris culture test for the diagnosis of the 
heterozygote carrier state for the mucoviscidosis gene] 
Aa) TM, et al. Ter Arkh 1980;52(2):125-9 ane. 

r. 


tolenticular degeneration] 
ied 1979 Jul;(7):28-30 Eng, 


and vitreous 
oo Gieser 


test for detection of carriers of Daddies 4 ‘ype 
dystrophy] Minderhoud JM. Neurologija 19 


25 Spec No:65-7 (Eng. Abstr.) 


HEXACHLOROBENZENE see under 
CHLOROBENZENES 


(Ser) 


HEXACHLOROCYCLOHEXANE see BENZENE 
HEXACHLORIDE 


HEXACHLOROPHENE 


for medical 
1980;36:41-7 
METABOLISM 
Translocation, distribution, and environmental de ition 
of hexachlorophene in tomatoes. Van Auken OW, et al. 
Arch Environ ial Toxicol 1979;8(2):213-30 
Transplacental passage ty’ accumulation of 
tenaciionsiam i in ae. Brandt 
Toxicol Appl Pharmacol 1979 Jun Las: 393-401 


PHARMACODYNAMICS 


Effect of ‘oo compounds 
clic 3’,5’-monop! 


pounds and hexac on 


metabolism. 


hate 
Sep;27(1):125-32 
based 


iddiqui al. G Batteriol Virol Immunol 1978 
Jul-Dec: <71(7- '12):181-91 
Conduction velocity in hexachlorophane neuropathy: 
correlation between electrophysiological and histological 
ay . Maxwell IC, et al. J Neurol Sci 1979 Sep; 
43(1):95-110 


THERAPEUTIC USE 


Effects of hexachlorethane on the milk yields of dairy cows 
in north Florida infected with Fasciola hepatica. Randell 
WF, et al. Am J Vet Res 1980 Feb;41(2):262-3 

Hexachlorophene preparations and the newborn infant. 
Plueckhahn VD. Aust Paediatr J 1980 Mar;16(1):40-3 


TOXICITY 


Hexachlorophene: more bad news than good. Hopkins J. 
‘ood Cosmet Toxicol 1979 Aug;17(4):410-2 
Hexachlorophene. 

IARC Monogr Eval Carcinog Risk Chem Hum 1979 Oct; 
20:241-57 (75 ref.) 
Quantitative aspects of spermatogenesis in rats and dogs after 

repeated hexachloro) treatment. James RW, et al. 
Toxicol Lett 1980 May;5(6):405-12 

The effect of hexachlorophene on the optic nerve and visual 
faculty in Beagle dogs after prolonged dermal application. 
Staben P. Toxicol Lett 1980 Jan;5(1):77-82 


HEXADECADROL see DEXAMETHASONE 
HEXADECANOIC ACID see PALMITIC ACIDS 
HEXADIMETHRINE see under POLYAMINES 


HEXAMETHONIUM COMPOUNDS 


ADMINISTRATION & DOSAGE 


[Clofelin and depressin treatment of hypertension] Panikarskii 
VG. Vrach Delo 1979 Nov;(11):34-5 (Eng. Abstr.) (Rus) 


DIAGNOSTIC USE 


Bisquaternary ammonium compounds as potential tumor 
imaging agents. Korn N, et al. Int J Nucl Med Biol 1979; 
6(3):153-61 


METABOLISM 


Influence of various anions on intestinal disappearance of 
hexamethonium chloride and pralidoxime chloride in rats. 
Bhuta SI, et al. J Pharm Sci 1980 Aug;69(8):923-8 


PHARMACODYNAMICS 


Effects of hexamethonium and methyl-p-tyrosine on normal 
rats subjected to convulsions induced by oxygen at a 
pressure. Banister EW, et al. Can J Physiol Pharmacol 19 
Mar;58(3):237-42 

Regional vascular effects of antidiuretic hormone in normal 
and sympathetic blocked rats. Hoffman WE. 
Endocrinology 1980 Jul;107(1):334-41 

Tryptaminergic effects of hexamethonium on _ rabbit 
duodenum. Rao KS, et al. Indian J Med Res 1980 Apr; 
71:635-40 

Effects of nicotine, mecamylamine, and hexamethonium on 
shock-induced fighting, pain reactivity, and locomotor 
behaviour in rats. Rodgers RJ. 

chopharmacology (Berlin) 1979;66(1):93-8 
[Effect of medical vagotomy on stomach secretion] Synovets 


CUMULATED INDEX MEDICUS 


AS, et al. Klin Khir 1979 Aug;(8):53 


n-Hexane-induced changes in visual evoked potentials and 
Eo of industrial workers. Seppilainen AM, 
Clin Neurophysiol 1979 Oct; 
Sayan 
lexacarbon 


neuropathy [editorial] Lancet 1979 Nov 3; 
2(8149):942-3 


ANALYSIS 


Simultaneous determination of n-hexane, 2-hexanone and 
2,5-hexanedione in biological tissues by gas 
chroma' y mass spectrometry. White | EL, et al. 
Spectrom 1979 Apr;6(4):169-72 
Identification of nitrohexane in corn treated with nitrous acid. 


Hansen TJ, et al. J Agric Food Chem 1979 Sep-Oct; 
27(5):1072-5 


IMMUNOLOGY 


Monovalent elicitation of passive cutaneous anaphylaxis by 
N1-DNCP-N6-BPO-diaminohexane. Schneider CH, et al. 
Mol Immunol 1979 Apr;16(4):269-79 


POISONING 


N-hexane polineuropathy. Sobue I, et al. Int J Neurol 1978; 
11(4):317-30 


TOXICITY 


n-hexane polyneuropathy. An occupational disease of 
shoemakers. Rizzuto N, et al. Eur Neurol 1980;19(5):308-15 
Respiratory tract lesions induced in rabbits Ay short-term 
exposure to N-hexane. Lungarella G, et 
Res Commun Chem Pathol Pharmacol 1980 wel: ;329(1):129-39 
Perinatal toxicity and metabolism of n-hexane in Fischer-344 
rats after inhalation exposure during gestation. Bus JS, et 
al. Toxicol Appl Pharmacol 1979 Nov;51(2):295-302 
Acute alteration of chloroform-induced hepato- and 
nephrotoxicity by n-hexane, — n-butyl ketone, and 
2,5-hexanedione. Hewitt WR, et 
Toxicol App! Pharmacol 1980 Apas3Q: 230-48 
The relative neurotoxicity of methyl-n-butyl ketone, 
n-hexane and their metabolites. Krasavage WJ, et al. 
Toxicol Pharmacol 1980 Mar 15;52(3):433-41 
[Effects of n-hexane, methyl n-butyl ketone and 
2,5-hexanedione on the conduction velocity of motor and 
sensory fibers in the rat’s tail (author’s trans!)] Misumi J, 
et al. Sangyo Igaku 1979 Mar;21(2):180-1 (Jpn) 
[Studies on the method of measuring nerve conduction 
velocity in rat’s tail and on the comparative toxicity of 
n-hexane, methyl n-butyl ketone and 5,5-hexanedione 
(author’s transl)] Ono Y, et al. Sangyo Igaku 1979 Nov; 
21(6):528-38 (Eng. Abstr.) (Jpn) 


URINE 
Identification of the metabolites of n-hexane, cyclohexane, 
and their isomers in men’s urine. Perbellini L, et al. 
Toxicol App! Pharmacol 1980 Apr;53(2):220-9 
HEXANOATES see CAPROATES 
HEXANOIC ACIDS see under CAPROATES 
HEXANOLS see ALCOHOLS, HEXYL 


HEXANONES see under KETONES 


HEXESTROL 


ADMINISTRATION & DOSAGE 
An electron microscopic study of the changes induced by 
oestrogens on the lymph-node post-capillary venules. 
Kittas C, et al. J Pathol 1979 Sep;129(1):21-9 
ANALOGS & DERIVATIVES 
Receptor-binding radioph 





for imaging breast 

tumors: estrogen-receptor interactions and selectivity of 
tissue uptake of halogenated estrogen analogs. 
Katzenellenbogen JA, et al. J Nucl Med 1980 Jun; 
21(6):550-8 

Synthesis of novel hexestrol and diethylstilbestrol derivatives 
as potential anticancer and estrogenic agents. Ibrahim ES, 
et al. Pharmazie 1980 Feb;35(2):80-4 

(Quantitative histochemical study of alkaline phosphatase 
isoenzymes in the uteri of ovariectomized golden hamsters 
during estrogenization] Grusheikaia NV, et al. 
Biull Eksp Med 1980;89(1):46-8 (Eng. Abstr.) (Rus) 





DIAGNOSTIC USE 


The search for a gamma-emi estrogenic ligand. Krohn 
KA J Nucl Med 1980 Jom 6):593-5 (19 ref.) 


PHARMACODYNAMICS 


Effect of hexoestrol on the 
treatment with trenbolone acetate. Galbraith 
Vet Rec 1979 Sep 22;105(12):283-4 
ini in the patients with tumor 
a of serum lipids 
eo treatment of 
peng disodium, Boon and 
dicthylstilbestrol 4, 4-diphosphoric ester for the 
with prostatic cancer (author’s transl)] Yoshida 
Nippon Hinyokika Gakkai Zasshi 1980 Jan; oT1(159-65 
[ (Eng. Abstr.) ve oi (Jpn) 
Submicroscopic changes in the mammary gland 
of white rats during chronic administration of high doses 
of estrogen] Khokhlov SE, et al. Arkh Patol 1980; 
42(4):36-43 (Eng. Abstr.) (Rus) 


HEXESTROL BIS(DIETHYLAMINOETHYL ETHER) see 
under HEXESTROL 


HEXOBARBITAL 


BLOOD 


Hexobarbital blood levels and effects on EEG in the presence 
and absence of caffeine. Milon H, et al. 
Arzneimittelforschung 1979;29(11):1724-7 


ISOLATION & PURIFICATION 


Preparation of four optical isomers of hydroxylated 
hexobarbital and activities of 3-hydroxyhexobarbital 
dehydrogenase from guinea pig and rabbit liver. Miyano 
K, et al. Drug Metab Dispos 1980 Mar-Apr;8(2):111-4 


METABOLISM 


Alternative transport pathways of cholephilic 
14C-hexobarbital metabolites in rats he experimental 
hepatitis and cholestasis. Richter E, e' 
Acta Hi (Stuttg) 1979 rt ;26(6):429-34 
Merabolie and psychophysiologic studies of 
cannabidiol-hexobarbital interaction. Benowitz NL, et al. 
Clin Pharmacol Ther 1980 Jul;28(1):115-20 
Stereoselective hydroxylation of hexobarbital enantiomers by 
rat liver microsomes. Miyano K, et al. 
Drug Metab Dispos 1980 Mar-Apr;8(2):104-10 
Disposition of hexobarbital in intra- and extrahepatic 
cholestasis in man and the influence of drug 
metabolism-inducing agents. Richter E, et al. 
Eur J Clin Pharmacol 1980;17(3):197-202 
Influence of dietary lipid on the metabolism of hexobarbital 
by the isolated, perfused rat liver. Lam TC, et al. 
Pharmacology 1980;21(1):64-7 
The epoxide-diol pathway in the metabolism of hexobarbital 
in rat and man. Vermeulen NP, et al. Xenobiotica 1979 
May;9(5):289-99 
[Circadian-induced change in the pharmacokinetic pattern 
exemplified on hexobarbital/Retrospective analysis of 
experimental data (author’s transl)] Altmayer P, et al. 
Arzneim Forsch 1979;29(10):1633-5 (Eng. Abstr.) (Ger) 
[Circadian fluctuations of pharmacokinetic parameters after 
oral administration of hexobarbital (author’s transl)] 
Altmayer P, et al. Arzneim Forsch 1979;29(9):1422-8 (Eng. 
Abstr.) (Ger) 
[Animal experiments to study placental passage of Sombrevin 
and Hexobarbital and their concentrations in various foetal 
organ systems (author's transl)] Laube R, et al. 
Zentralbl Gynaekol 1979;101(14):908-15 (Eng. Abstr.) 
( 


PHARMACODYNAMICS 
Interactions between Op ee (propylene glycol) 
and hexobarbital. Osterlind A, et ai 
Acta Pharmacol Toxicol (Copenh) i979 Sep;45(3):245-8 
Anaesthesia-like condition and/or potentiation of 
hexobarbital sleep cevsenp by a a % in normal 
and Jancs6-Gabo: 





Acta Physiol Acad Sci Hung | 1980;55(1): 316) 

Influence of the acute intoxication with salts of some heavy 
metals on hexobarbital sleep and hexobarbital metabolism. 
Kadiyska M, et al. Acta Physiol Pharmacol Bulg 1979; 
5(4):35-43 

Development of tolerance to the prolongation of 
hexobarbitone sleeping time caused by cannabidiol. Borys 
HK, et al. Br J Pharmacol 1979 Seps67(1): 93-101 

Synergistic effect of prostaglandin E1 and disulfiram on the 
prolongation of hexobarbital hypnosis. Fukumori R, et al. 
Brain Res 1980 Jan 6;181(1):241-4 

The interaction between atropine and the steric isomers of 
hexobarbital in normal rats and rats made tolerant to 
barbital. Wahlstrém G. Eur J Pharmacol 1979 Nov 16; 
59(3-4):219-25 

Cannabis-induced potentiation of hexobarbitone hypnosis in 
mice: role of brain monoamines. Ghosh P, et al. 

Indian J Exp Biol 1979 Dec;17(12):1387-9 

Influence of extracellular pH on cardiodepressant activity 

of narcotics. Patnaik GK, et al. Indian J Exp Biol 1979 


CUMULATED INDEX MEDICUS 


Jul; 17(7):653-5 


Studies on the cause of changes of reactivity to hexobarbital 


in spontaneously yt _ (SHR). 
Czyzewska-Szafran hypertna 
en 1-8 
[Mechanisms of hexobarbital anesthesia 
hydrocortisone] Tancheva L, et al. Eksp 
ig. Abstr.) 
owe 2 on somatosensory evoked 


potentials] et al. 
Acta Biol Med Ger 1979; =i 319-25 (Eng. ae 


J Pharmacol Pharm 1979 


tiation by 

Morfol 1979; 

1803): 144-50 (Bul) 
[Effect of psyc' 

cortical tials 


HEXOBENDINE see under BENZOATES 
HEXOKINASE 


Effects of free magnesium and alkali ions on the conformation 
and glucose-binding strength of yeast hexokinase isozymes. 
Norton GE, et al. Biochim Biophys Acta 1980 Jan 11; 
611(1):99-113 

Continuous-flow analysis for glucose in serum, with use of 
hexokinase and lucose-6-phosphate dehydrogenase 
co-immobilized in tubular form. Leén LP, et al. 

Clin Chem 1980 Jan;26(1):123-9 

Gene duplication in the evolution of the yeast hexokinase 
active site. McLachlan AD. Eur J Biochem 1979 Oct; 
100(1):181-7 

Multiple forms of Drosophila hexokinase. Purification, 
bioc! and immunological characterization. Moser D, 
et al. J Biol Chem 1980 May 25;255(10):4673-9 

Kinetic determination of serum glucose by use of the 
hexokinase/glucose-6-phosphate dehydrogenase method. 
Deeg R, et al. J Clin Chem Clin B 1980 Jan; 
18(1):49-52 


ANALYSIS 


Microfluorometric study of ycolytic enzymes in 
histologically defined areas of the yong uterus and 


S- om Raa es y. Zamiri ,» et al. 
Reprod 1979 321(5): 1257-61 


Isoenzymes of hexokinase, 6-phosphogluconate 
dehydrogenase, phosphoglucomutase and lactate 
dehydrogenase in uterine cancer. Marshall MJ, et al. 

Br J Cancer 1979 Sep;40(3):380-90 

Binding potential of brain hexokinase to mitochondria 
membrane. Kurokawa M, et al. Brain Res 1979 Oct 12; 
175(1):169-73 

Key enzymes of glycolysis in rat brain: effects of single and 
repetitive treatment with dihydroergotoxine (Redergin). 
Djurici¢ BM, et al. 80;26(2):99-103 

Hexokinase and glucokinase distribution in the liver lobule. 
Trus M, et al. J Histochem 1980 Jun;28(6):579-81 

[ tion of tissue hexokinase isoenzymes by agar gel 
electrophoresis] Liubimova NV. Lab Delo 1980;(2):94-7 
(Eng. Abstr.) (Rus) 


ANTAGONISTS & INHIBITORS 


Proton-dependent inhibition of yeast and brain hexokinases 
by aluminum in ATP re parations. Womack FC, et al. 
Proc Natl Acad Sci USA 1979 Oct;76(10):5080-4 


BLOOD 


Electrophoretic characterization and subcellular distribution 
of hexokinase isoenzymes in red blood cells of rabbits. 
Gellerich FN, et al. Acta Biol Med Ger 1979;38(8):1091-9 

Different biochemical properties of foetal and adult red cell 
hexokinase isoenzymes. Gahr M. 

Hoppe Seylers Z Physiol Chem 1980;361(6):829-37 

Rabbit red blood cell hexokinase. Purification and properties. 
Magnani M, et al. J Biol Chem 1980 Feb 25;255(4):1752-6 

"— pattern of rabbit erythrocyte hexokinase in cell aging. 

ani M, et al. Mech Ageing Dev 1979 Oct;11(3):209-17 

Me ication of the hexokinase activity in the red blood cells 
of subjects with differentiated adenocarcinoma. Dacha U, 
et al. Tumori 1980 Feb;66(1):43-9 

[Diagnostic value of determining hexokinase activity of 
leukocytes in ischemic heart disease] Shepotinovskii VI, 
et al. Lab Delo 1979;(11):674-6 (Rus) 

[Dynamics of erythrocyte hexokinase activity during glucose 
tolerance test in children with hereditary diabetes mellitus] 
Ignatiuk TE, et al. Probl Endokrinol (Mosk) 1979 
Nov-Dec;25(6):19-22 (Eng. Abstr.) (Rus) 

[Determination of blood serum lactate dehydrogenase, 
pancreatopeptidase and hexokinase in diseases of the liver 
and biliary tracts] Terletskaia LM. Vrach Delo 1979 Nov; 
(11):64-7 (Rus) 


DEFICIENCY 


Hexokinase deficiency anemia with dental and other 
anomalies: report of case. Savide NL, et al. 
ASDC J Dent Child 1979 Nov-Dec;46(6):493-4 


GENETICS 


The genetics of hexokinase in a mosquito, Culex pipiens. 
Cheng ML, et al. Genetics 1979 Jul;92(3):903-13 

Genetic and biochemical evidence for hexokinase PII as a 
key enzyme involved in carbon catabolite repression in 
yeast. Entian KD. MGG 1980;178(3):633-7 





HEXOKINASE 


ISOLATION a oaargnet 
Solubilization & purification 4 yr hexokinase from 
—.% (Allium em en) toe 
J Biochem Biophys 1979 Oct; 16(5).2 07 
METABOLISM 


Ligand-induced conformational changes of rat brain 
hexokinase: their role in the substrate 
specificity for hexoses and inhibitory effectiveness of 
hexose 6- Wilson JE. Arch Biochem Biophys 

1979 Aug;196(1):79-87 

Glucose utilization in vertebrates ms a molecular probe for 
the study of evolution. Ureta T. 

Arch Biol Med Exp (Santiago) i979 Jul; 12(1):49-58 

Lithium on glucose uptake in brain; 7 of glucose-1,6-P2 
as a regulator of hexokinase. Rose et al. 

Biochem Biophys Res Commun 80 Nes lay eae “oy 

Mechanism of phosphory! transfer by hexokinase. R 
Biochem an at ae 1980 May 30,940) 38 

Stereochemical aden use of 
adenosine fgammne-($)- 16011 170, 180 }triphosphate and the 
mechanistic uences for the reactions re pied by 

glycerol kinase, agg" pyruvate kinase, and 

kinase. Blattler WA, et al. Biochemistry 1979 Sep 4. 4; 


18(18):3927-33 

Glucose 1,6-bi hate and the mechanism of the Pasteur 
effect in diaphragm muscle. The regulation of hexokinase 
and phosphofructokinase yu gt Beitner R, et al. 
Biochim ys Acta tg Aug. 22;586(2):266-77 

Effect of acriflavine on the he rte ay pattern of 
a yeast, Hansenula jadinii. Sanam » et al. 
Biochim Biophys Acta 1980 May 7 2b(217-24 

The increase in hexokinase activity in hereditary avian 
— dystrophy. Woodward J, et al. 

iochim Biophys Acta 1979 Sep 3:586(3)-641-4 

eames sensitivity of hormone-induced tyrosine 
aminotrasferase and hexokinase isoenzymes in rat liver to 
the action of proteases: their role in cell homeostasis. 
Salganik RI, et al. Biochimie 1980,62(2-3). 167-76 

The substrate specificity of yeast hexokinase: reaction with 
D-arabinose oxime. Finch P, et al. Carbohydr Res 1979 
Nov;76:225-32 

Histoenzymology of the See lacertilian tail: hexo- 
and glucokinases activity in the scincid lizard, Mabuya 
carinata. Shah RV, et » | Cell Mol Biol 1980;26(1):43-7 

Compartmentation of hexokinase and creatine phosphokinase, 
cellular regulation, and insulin action. Bessman SP, et al. 
Curr Top Cell Regul 1980;16:55-86 (90 ref.) 

Aubiquhoss behavior-—-a biological phenomenon of general 
significance? Nemat-Gor, Sica et al. 
Curr Top Cell Regul 1980;16:45- sa orn ref.) 

Brain hexokinase, the prototype ambiquitous enzyme. Wilson 
JE. Curr Top Cell 1980; 16:1-54 (154 ref.) 

Turnover rates of hexokinase I, phosphofi 
pyruvate kinase and creatine kinase in slow-twitch soleus 
muscle and heart of the rabbit. Ilig D, et al. 
Eur J Biochem 1979 Jun;97(1):267-73 

The hexokinases from byes a! and morphological mutant 
strains of Neurospora R, et al. 
Eur J Biochem 1980 Mar-10: 104(2):357-65 

Leishmania donovani and Leishmania braziliensis: 
hexokinase, glucose 6-phosphate dehydrogenase, and 
pentose p! hate shunt activity. Berens RL, et al. 
Exp Parasitol 1980 Feb;49(1):1-8 

Effect of thyroid hormones on hexokinase isoenzymes in rat 
brain & heart. Ali F, et al. Indian J Exp Biol 1980 Apr; 
18(4):406-8 

Effect of pp’DDT on hexokinase & ATPase in nervous 
system of cockroach, frog & rat. Srivastava LK, et al. 
Indian J Exp Biol 1979 Nov: 17(11):1204-7 

Diastereomers of the nucleoside phosphorothioates as probes 
of the structure of the metal nucleotide substrates and of 
the nucleotide binding site of yeast hexokinase. Jaffe EK, 
et al. J Biol Chem 1979 Nov _10;254(21):10839-45 

Brain hexokinase has two spatially discrete sites for binding 
of glucose-6-phosphate. Lazo PA, et al. J Biol Chem 1980 
Aug 25;255(16):7548-51 

Isotope trapping studies of yeast ge during steady 
state catalysis. A combined wench and isot 
trapping technique. Wilkinson KD, et - J Biol Chem 19 

Dec 25;254(24):12567-72 

Glucose exchange and catalysis by two crystalline hexokinase 
x glucose complexes. Evidence for an obligatory 
ATP-dependent conformational change in catalysis. 
Wilkinson KD, et al. J Biol Chem 1980 Aug "35, 
255(16):7569-74 

Predominance of the cytoplasmic form of brain hexokinase 
in cultured astrocytes. Lusk JA, et al. J Neurochem 1980 
Jun;34(6):1412-20 

Microcalorimeters for biological chemistry: applications, 
instrumentation and experimental design. Langerman N, 
et al. Methods Enzymol. 1979;61:261-86 

Influence of various lipophilic drugs on brain mitochondrial 
hexokinase. Hanke J, et al. 
Naunyn Schmi Arch Pharmacol 1979 Jun 18; 
307(2):171-6 

(Hexokinase and sucrose phosphorylase activity of cell-free 
preparations of haploid and diploid strains of Pullularia 
pullulans] Imshenetskii AA, et al. Mikrobiologiia 1980 
Jan-Feb;49(1):98-101 (Eng. Abstr.) (Rus) 

[Isoenzyme spectrum of hexokinase and activity of pentose 


8299 





HEXOKINASE 


hosphate _ cycle enzymes different 
= animals) Teras tr, et al. 
Vesta Akad Nauk SSSR 1980;(6):74-7 (Eng. Abstr.) 


[Hexokinase and nag pe = oy or eae ny and 
isoenzymatic makeup smooth muscle in intact 
and sym Piedlov VM, et al. 


tissues of 


Vopr ‘Med Khim 1979 Fer ty: (Eng. Abstr. 


PHARMACODYNAMICS 
Thiol oxidation in the crystalline lens. I. The rate-limiting 
ee er ne ee ae See eee. 
HM, et al. Invest Ophthalmol Vis Sci 1980 May;19(5):522- 


RADIATION EFFECTS 


[Change in the activity of hexokinase, glucose-6-phosphate 
dehydrogenase and its eimai) Sevi in the bone 

of irradiated animals ii IV, et al. 
1979 Now Dee 19(6900-4 (Eng. _, 


HEXOPRENALINE see under PHENETHYLAMINES 


HEXOSAMINES 


ANALYSIS 


The rapid, quantitative determination of neutral sugars (as 

nidononte acetates) and amino un (as O-methyloxime 
tat protei oy gas—liquid poring — ey 

oukinnee “" et al. 
101(1):112-7 

Tetraborate concentration on Morgan-Elson reaction and an 
improved method for hexosamine determination. Oguchi 
M, et al. Anal Biochem 1979 Oct 1;98(2):433-7 

Quantitation of glycosaminoglycan hexosamine using 
3-methyl-2-benzothiazolone hydrazone hydrochloride. 
Smith RL, et al. Anal Biochem 1979 Oct 1:98(2): 478-80 

A new O-glycosidically linked tri-hexosamine core structure 
in -“ gastric mucin: a preliminary note. Hounsell EF, 
et Biochem Biophys Res Commun 1980 Feb 27; 
Suey 1143-50 


Convenient method for the gas chromato; a pe mode analysis of 
hexosamines in the presence of neut harides 
and uronic acids. Honda §S, et al. J Chromatogr 1979 Sep 
1;176(3):367-73 

Sequence analysis of lactosamine type glycans of individual 
membrane proteins of Semliki Forest virus. Pesonen M. 
J Gen V 1979 Nov;45(2):479-87 


BLOOD 
[Human serum hexosamine. Determination in Brazilian 


pemphigus foliaceus] Salum J, et al. 
Bras Pesqui Med Biol i979 Dec; 12(6):421-3 Eng. 
Abstr.) 





CHEMICAL SYNTHESIS 


Synthesis of derivatives of 
3-amino-2,3,4,6—tetradeoxy-L-threo-hexose 
(4-deoxydaunosamine) and its L-erythro isomer. Baer HH, 

et al. Carbohydr Res 1979 Dec;77:C12-C15 


DEFICIENCY 


Prevention by chloroquine of hexosamine ey ¢ depletion 
by E-prostaglandins [letter] Famaey JP, et 
Arthritis Rheum 1980 Jun;23(6):780-1 


METABOLISM 


Behaviour of tous on and os acids in subacute 
intoxication 0! with ‘Elocron 50 WP’. Jezyna 
C, et al. Acta Biol Acad Sci Hung 1978;29(3):227-31 

The healing of experimental fractures by compression 
osteosynthesis. II. Morphometric and chemical analysis. 
Paavolainen P, et al. Acta Orthop Scand 1979 y oe 
50(4):375-83 

Origin of glycerylphosphorylcholine, inositol, 

~acetylaminosugar, we in human seminal 
lasma and their ects on sperm metabolism. 
rown-Woodman PD, et al. Arch Androl 1980 Mar; 
4(2): 149-55 
* ve hexosamine depletion of intact articular cartilage 
~prostaglandins: prevention by chloroquine. Fulkerson 
, y" al. Arthritis Rheum 1979 Oct;22(10):1117-21 
Degradation of (3H]chondroitin 4~sulphate and re-utilization 
of the [3H]hexosamine component by the isolated perfused 
po liver. MacNicholl AD, et al. Biochem J 1980 Jan 15; 
186(1):279-86 

Labelling of — and optic tecta glycoproteins of chickens 
in a dark after intraocular injection of 
N-{3 a ay my ylmannosamine. Maccioni AH, et al. 

— Apr 7;187(1):247-50 

Studies on in vivo uptake and incorporation of 
1- 14C-labeled iene 4 in tissues, 
pre on a comang peptide complexes, and 
ro ee of the domestic fowl. Ng Kwai Hang 

J Biochem 1980 Apr;58(4):325-35 

The > of gastric — hexosamine in aspirin-induced 
ulcers. Moriga M, et al. Gastroenterol Jpn 1980;15(1):1-6 

Incorporation of 'N-acetylmannosamine into rat brain 


subcellular gangliosides: effect of 
d convulsions on 
Gepicsiin. Yoke HC, ot of 7 Nemechom 1980 Mar; 





8 
Clin Acta 1980 Apr 25; 103(2): 159-63 
— labeling of beta- hexosaminidase 
g its properties. Kusiak JW, et al. 

om cus Acta 1979 Oct 1;97(2-3): iss-8 


ANALYSIS 
A scanning inverted microfl ter with el 
shutter control for automatic measurements in micro-test 
de Josselin de Jong JE, et al. Anal Biochem 1980 


‘eb; 102(1):120-5 
assay for a activity: 
xosaminidase. Sh 


A continuous fluorimetric 
human N-acetyl-beta-D-he: ulman ML, et 
al. Anal Biochem 1980 Jan 15;101(2): 342-8 
Bovine liver beta-acety molecular weight 
= 5 composition. Tanaka M, et al. 
pe wy 1980 Yan;28(1): 301-4 
ification = oe human <M 


xosaminidase hobic c 
Hardwick J, et al. J Chromatogr 1980 hex E190 — 385- 
The use of natural and artifical substrates in = cane 
di of Krabbe’s disease. Besley GT. 
J ited Metab > 1978; 1(3):115-8 
The significance of | enzymes in middle ear 
effusions. Bernstein JM, et 
Otolaryngol Head Neck’ Surg 1979 Nov-Dec; ;87(6):845-51 
[Biochemical and histochemical studies on the distribution 
of beta-N-ace in the epididymis of the 
dog] Bamberg E, et al. Zentralbl Veterinaermed [A] 1979 
Jun;26(5):380-5 (Eng. Abstr.) (Ger) 


BIOSYNTHESIS 


Effect of tunicamycin and cycloheximide on the secretion 
of acid hydrolases from I-cell cultured fibroblasts. Miller 
AL, et Biochem J 1980 Mar 15;186(3):971-5 

Biosynthesis of 1 
Phosphorylation of mannose resi ili 
J Biol Chem 1980 May 25;255(10):4946-50 

Biosynthesis of | enz in fibroblasts. Synthesis 
as precursors of hi molecular weight. Hasilik A, et 
al. J Biol Cher 1980 May 25;255(10):4937-45 


BLOOD 


[Enzymological study of leukemic cells] Takaku F. 
Nippon Rinsho 1979 Jun 29;Suppl:2163-6 


DEFICIENCY 


Apparent hexosaminidase B deficiency in two healthy 
members of a pedigree. Hechtman P, et al. 
Am J Hum Genet 1979 Jul;31(4):428-38 
Alpha-locus hexosaminidase genetic ve with juvenile 
gangliosidosis phenotype: clinical, biochemical 
lum Genet 1980 Jul; 


studies. Johnson WG, et al. Am 
32(4):508-18 
Me oy adult with absent HEX A: immunoreactive HEX 
sslonats O'Brien JS, et al. Am J Hum Genet 1979 
31(5):642-6 
I-cell’ disease: deficiency ou extracellular hydrolase 
hosphorylation. Bach G, 
Biochem Biophys Res FAL, ‘1979 Dec 14;91(3):976-81 











(Jpn) 


GENETICS 


X;15 translocation in a retarded girl: X inactivation pattern 
and attempt to localise the hexosaminidase A other 
loci. Bernstein R, et al. J Med Genet 1979 Aug; 16(4):254-62 


IMMUNOLOGY 


Antigenic homology of feline and human 
beta-hexosaminidase. O’Neil DC, et al. 
Biophys Acta 1979 Sep 29;580(1):1-9 
Immunologic release of beta~hexosaminidase and 
beta-glucuronidase from purified rat serosal mast cells. 
Schwartz LB, et al. J Immunol 1979 Oct;123(4):1445-50 


ISOLATION & PURIFICATION 


Physical properties of human bog hexosaminidases A and 
B: studies in normal and cancer patients. Lo CH, et al. 
Clin Chim Acta 1979 Jul 2;95(1): 105-12 

Sheep liver beta-N-acetylhex< partial 
purification, characterization and photodynamic 
inactivation. Donoso LA, et al. Enzyme 1980;25(2):111-7 

Novel affinity chromatographic methods for purification of 

-N-acetylh from rabbit ear: 
fgg me droplets. Far 
Int J Biochem 1979;10(9):745-8 

Unusual molecular weight forms of 
N-acetyl-veta-D-hexosaminidase from intestinal mucosa 
of newborn pigs. Munn BA, et al. Int J Biochem 1979; 








CUMULATED INDEX MEDICUS 


leskstion and soak poupertion of 

some 
N-acetyl-beta-D-hexosaminidase from Sarcoscipha 
coccinea] Vafina MG, et al. Biokhimiia 
44(7):1234-9 (Eng. Abstr.) 


METABOLISM 
The specificity of human N-acetyl-beta~D-hexosaminidases 
towards tater rs ng ype is determined by an activator 
— al. Adv Exp Med Biol 1980; 
25:295-306 
Pinocytosis of intracellular and secreted beta-hexosaminidase 


from human Kaplan A. 
Arch Biophys 1980 Jun;202(1):76-82 
Interaction of activating protein = surfactants with human 
liver hexosaminidase A and GM lioside. Hechtman 
P, et al. Biochem J 1980 Mar 1; ie :583-91 
The subunit and pol | aes of hexosaminidases 
a human placenta. et al 
Can J Biochem 1980 ‘Apris84) 25t 58 
Kinetics of rat liver G 
DN ~acetylhexosamini 
J Biochem 1980 Jan;58(1):82-8 
ices of be hexane 


and carcinoma. 
1979 Oct;39(10):4083-90 
beta-Hexosaminidase isoenzymes in tissues, cultured cells, 
and media from human fetal intestine and colonic 
adenocarcinoma. Tsao D, et al. Cancer Res 1979 Sep; 
39(9):3405-10 


Effect of immobilization on stability and properties of 
es 2 ee from Turbo cornutus. 
Yeung KK, et al. Res 1979 Oct;75:295-304 
Studies on hexosaminidase forms in Chinese hamster ovary 
cells. Blaschuk OW, et al. Enzyme 1980;25(3):161-9 
hylline on 
tail discs. Stuart ES, 
Jul;38(3):314-21 
Purification and pn «otha of an activator protein for 
the on omg of glycolipids GM2 and GA2 by 
hexosaminidase A. Conzelmann et al. 
Hoppe Seylers Z Physiol Chem 1979 Dec;360(12):1837-49 
Evidence for the presence of two ite protein activators 
for the enzymic hydrolysis of GMI and GM2 gangliosides. 
Li SC, et al. J Biol Chem 1979 Nov 10;254(21):10592-5 
Toward enzyme therapy in Gm2_ gangliosidosis: 
beta-hexosaminidase infusion in normal cats. SRattazzi MC, 
et al. Pediatr Res 1979 ‘Aug:13(8):916-23 


URINE 


Urinary acidic glycohydrolases as an index of kidney damage 
in juvenile diabetes mellitus. Kohler E, et al. 
Acta Diabetol Lat 1979 Jul-Sep;16(3): 247-55 
Usnary hexosaminidase in patients with lung carcinoma. 
Brattain MG, et al. Cancer 1979 Dec;44(6):2267-72 


HEXOSEDIPHOSPHATASE 


On the nucleotide binding domain of 
fructose-1,6-bisphosphatase. Cruz ZM, et al. 
Arch Biochem ys 1979 Dec; 198(2): 424-33 
Amino acid sequence at the phosphorylated site of rat liver 
fructose-1,6-dip! hatase and cong gogo of a 
Shocks Both syn peptide. Humble E, 
rt ys Res Commun 1979 Oct 12;90(3):1064-72 


idase. Novak A, et 


normal rat colon 
Brattain MG, et al. Cancer Res 


ANALYSIS 


Concentration of liver and kidney 
fructose-1,6-diphosphatase determined by specific 
radioimmunoassay. Mazzotta MY, et al. 

Biophys Acta 1980 Jan 11; 611(1): 156-67 

Effects of carbon sources on the levels of fructose 
1 rae tn ae ie in Neurospora crassa. Zarraga AM, et 
al. Rev Lat Am Microbiol 1978 Jul-Sep; 20(3):149-51 


ANTAGONISTS & INHIBITORS 


Correlation of inhibition of fructose 1,6-bisphosphatase by 
AMP and the presence of the nucleotide-binding domain. 
Leyton JF, et al. Arch Biophys 1980 Jun; 
202(1):168-71 

Effect of substrate and AMP on the reversal of Zn2+ 
inhibition of turkey liver fructose-1,6-bidphosphatase by 
chelators. Han PF, et al. Biophys 
1980 Mar 28;93(2): 358-65 

Inhibition of fructose 1,6-bisphosphatase by excess substrate 
and its reversal by monovalent cations. Singh VN, et al. 
Biochem Biophys Res Commun 1980 Jun 30;94(4):1140-4 

Studies on the mechanism of adenosine ks Pe er a 
inhibition of bovine liver fructose 1,6-bisphosphatase. 
Stone SR, et al. Biochemistry 1980 Feb 19;19(4):620-5 

Rapid reversible inactivation of fructose-1 ,6-bisphosphatase 
in Saccharomyces cerivisiae by glucose. Lenz AG, et al. 
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BIOSYNTHESIS 
[Restoration of enzyme induction, reduced as a result of 
long-term cortisol administration, in rat liver] Argutinskaia 
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25(5):41-5 (Eng. Abstr.) (Rus) 
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Fructose 1,6 dip! tase deficiency. Tarlow MJ, et al. 
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ISOLATION & PURIFICATION 
Purification and properties of a D-fructose . 
1,6-bisphosphatase from one cerevisiae. 
Funayama §S, et al. Arch Biochem Biophys 1979 Oct 1; 
19719. 170-7 


METABOLISM 


Effect of — on tissue = ey eet a 
enzymes, ine phosphatase tissue en in 
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R tory characteristics of a fructose bisphosphatase from 
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—— of rabbit intestinal fructose 1,6-bisphosphatase. 

uma H, et al. Arch Biochem Biophys 1980 Apr 15; 
201(1):296-303 

Evidence for an interaction between fructose 
1,6-bisphosphatase and fructose 1,6-bisphosphate aldolase. 
Pontremoli S, et al. Arch Biochem Biophys 1979 Oct 1; 
197(1):356-63 

A_new protein factor functional in the 
fer light activation of chloroplast 
fructose 1,6-bisphosphatase. Lara C, et 
Biochem Biophys Res Commun 1980 Mar 28;93(2): 544-51 

Ferralterin: an iron-sulfur protein functional in enzyme 
—— in photosynthesis. Lara C, et al. 

Res Commun 1980 — 30;94(4):1337-44 

Pn of freshly purified and thiol-treated spinach 
chloroplast fructose bisp! tase. Charles SA, et al. 
Biochem J 1980 Mar 1;185( ¥689-93 

Fructose 1,6-bisp' phosphatase from rabbit liver. 
hr ge 0 Teg as a probe of the catalytic 

mechanism. al. Biochemistry 1979 Jun 26; 
18(13): 10-8 


Improved in vitro light activation and assay systems for two 
inach chloroplast enzymes. Schiirmann P, et al. 
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bh y= genic enzymes in rabbit 
Neonate 1979;36(1-2):78-84 
yet BAAD and total proteolytic activity in 

the liver of Salmo gairdneri: effects of Ba and ammonia. 
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63C(2):325-31 
Gluconeogenic key enzymes in normal and intrauterine 

wth-retarded newborn rats. Kollée LA, et al. 
‘ ao he. Dev or Dec;3(4):345-52 

artial purification 

fructose- L-diphosphatse from the deep-sea fish 

Indocibium guttattam. Pillai AV, 

Indian J Exp Biol 1980 Feb;18(2): 567-70 
— in the fructose 1,6-bisphosphatase ~~, in sea 

eggs following fertilization. Fujimoto N, 

TI Biochem (Tokyo) 1979 Sep;86(3):719-24 
Activation of rabbit muscle fructose ein ta ned by 

histidine and carnosine. Ikeda T, et al 

J Biochem (Tokyo) 1980 hae pe 179-85 
Purification and properties of mouse liver fructose 

1,6-bisphosphatase. Tashima Y, et al. 

J Biochem (Tokyo) 1979 Oct:86(4): 1089-99 
Purification and properties of liver fructose 
1,6-bisphosphatase from C57BL/KsJ normal and diabetic 

mice. us F, et al. J Biol Chem 1980 Mar 25; 

255(6):2481-6 
Phosphorylation of rat ge re, ,6-bisphosphatase 

and pyruvate kinase. Pilkis SJ, et al. J Biol Chem 1980 
Apr 10;255(7):2770-5 
Investigations of the kinetic mechanism of bovine liver 

fructose 1,6-bisphosphatase. Stone SR, et al. 

J Biol Chem 1980 Apr 25;255(8):3454-60 
Fructose-1,6-diphosphatase: a cellular site of hyperbaric 

oxygen toxicity. Brown OR, et al. Microbios 1978; 

23(93-94):175-92 
Adenosine triphosphatase and fructose-1, 6-diphosphatase 

activity in buffalo semen. Dhanotiya RS, et al. 

Zentralbl Veterinaermed [A] 1979 Dec;26(10): 810-4 
[Enzyme arrangement of various tissues in swine. 1. Studies 
of the effect of 32 hours of fasting, administration of 
actinomycin D, and fasting in combination with 
administration of actinomycin D on crude protein level, 
activities of GOT, GTP, fructose-1,6-diphoaphatase as 
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Arch Exp Veterinaermed 1979.3 a3): 177-89 (Eng. am) 
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[The activity and properties of fructose-1 Preer.. 
in various tissues (Liver, apa — muscle, small 
intestine mucosa) in swine] Uhlig 
Arch Exp Veterinaermed 1979; Baa): 405-36 (Eng. Am) 
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Pa} Sel’ kov EE, et al 
Biofizika 1979 Sep-Oct; 38). 829-35 (Eng. Abstr.) (Rus) 
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METABOLISM 
Fructose-1,6-diphosphatase and gl 
newborn rats with intrau tfne growth retardation 
SR, et al. Early Hum Dev 19 wey 


PHARMACODYNAMICS 


ee ee 1,6-bisophosphate: an inhibitor of 
D-ribulose 1,5-bisphosphate Rn ogy xygenase. 
Gordon GL, et al. Arch Biochem Biophys 1980 Feb; 
199(2):400-12 

Inhibition of fructose 1,6-bisphosphatase by excess substrate 
and its reversal by monovalent cations. Si N, et al. 
Biochem Biophys Res Commun 1980 Jun ee 

A steady-state kinetic analysis of fructose 
= 6-bi A i gg kinase from Carcinus 


Sg in o> IG, et al. Biochem J 1980 
Feb 1;185(2):289-99 


Neutral lipid accumulation in yeast due to inositol deficiency: 
studies on the reciprocal regulation by fructose 
bisphosphate and citrate of yeast acetyl CoA carboxylase. 
Tomita T, et al. J Nutr Sci Vitaminol (Tokyo) 1979; 
25(2):59-66 
Comparative study of the effects of fructose-1,6-dii a, 
fructose and physiological saline on the bl levels of 
lucose and adenosine-triphosphate after an oral glucose 
et al. Pharmacol Res Commun 1980 Feb; 
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Studies on the hexose 
myocardium durin =p devel 
HG, et al. Adv 

Carbon- 13 nuclear magnetic 
composition of Sew mene p 
TA Jr, et al. Biochemistry 19 


BLOOD 


et hexose monop! hate shunt activity during 
jhagocytosis in vitamin B12 and folic acid deficiencies 
Evel MR, et al. Am J Clin Nutr 1979 Nov;32(11):2265-8 
ae lified ~~ hexose eo o shunt assay on 
le blood g JW, et al. Am J Pathol 1980 Jul; 
74(1): 88-93 
Plasma inhibitors of the erythrocyte hexose monophosphate 
shunt in uraemia. Zi J, 
Proc Eur Assoc 1979-16:475-80 


hosphate shunt in the 
Seemneet of tiie. Zimmer 
1980; 1:487-92 
studies and anomeric 
hates in solution. Koerner 
Jun 10;19(12):2795-801 


IMMUNOLOGY 


Bactericidal mechanisms of human breast milk leukocytes. 
Johnson DF, et al. Infect Immun 1980 May;28(2):314-8 


METABOLISM 


Significance of the hexose a shunt in 
oy induced cardiac make 5 y. Zimmer HG, 
et al. Basic Res Cardiol 1980 Jan-Feb;75(1):207-13 

Linkage of the HMP —s < to ATP generation by the 

roline cycle. Phang JM, et al. 
Biochem Res Commun 1980 Mar 28;93(2):462-70 

Effects of oxidant stress on the hexose hosphate shunt 
pathway of platelets. Koufos A, et al. 1980 May; 
55(5):835-40 

Mannosyl transfer from mannosylretinylphosphate to 
Pep ned of rat liver membranes. Sasak W, et al. 

Lett 1980 Jun 2;114(2):313-8 

Uptake of glycerol 3-phosphate and some of its analogs by 
the hexose ter transport system of Escherichia coli. 
Guth A, et al. J ~~ 1980 Ju Jul;143(1):538-9 

Fibroblast tor for enzymes mediates 

ee ED, re) Tultvalent hosp hosphomannan fragment. 
1980 Jan;84(1):77-86 


80 Jun; ;95(6): 888-96 
In vitro effects of ascorbate on white cell metabolism and 


the chemiluminescence response. Kraut EH, et al. 
J Reticuloendothel Soc 1980 Apr;27(4): 359-66 

Dirunal rhythms of hexc shunt and 
phosphorylase in rat pineal gland. Nir I, et al. Life Sci 
1979 Aug 6;25(6):515-20 

Induction of p activator secretion in macrophages 
by electrochemical stimulation of the hexose 
monophosphate shunt with methylene blue. Schnyder J, 

et al. Proc Natl Acad Sci USA 1980 Jan; Sag ch 

Ricin linked to binds to 
fibroblast lysosomal hydrolase ‘receptors, resulting in a 
cell-t toxin. Youle RJ, et al. 
Proc Natl Acad Sci USA 1979 Nov; 1611): 5559-62 


PHARMACODYNAMICS 


Aldehyde-induced adenosine triphosphatase activities of 

— 6-phosphate and fructose kinases. Viola RE, et 
al. Biochemistry 1980 Apr 29;19(9): 1861-6 

Secretion and uptake of beta 











-N-acetylglucosaminidase by 


fibroblasts. Effect of i and mannose 
6-phosphate. Willcox P, et al. Biophys Acta 1979 
ed, Fp ye 
ect of certain hexosephosphate esters on haemoglobin 
an iainibee et al. Physiologie. 1980 
: te dps 020: 
dentification of mannose 6-phosphate in 
inhibit the assimilation of beta i 
Distler J, et al. Proc Natl Acad 
76(9):4235-9 
[Study of the effect of various intermediate 
enzymes of takin KM, metabolism on 
aggregation) Lakin ; et al. 
19(8):114-6 (Eng. Abstr 


PHYSIOLOGY 


Urinary acidification in a patient with glucose-6-phosphate 
dehydrogenase deficiency. A reevaluation of the role of 
the hexose monophosphate shunt in renal acid secretion. 
Rostand SG, et al. Am J Med 1980 Fae an! ona 

Enzymatic identification of mannose on 
recognition marker for soeatieaniniied i is of 
beta-glucuronidase by human fibroblasts. Natowicz MR, 
et al. Proc Natl Acad Sci USA 1979 Sep;76(9):4322-6 


RADIATION EFFECTS 
Effect of irradiation on the hexose 
pathway of human lymphocytes. R 
Radiat Res 1979 Sep;79(3):601-10 
THERAPEUTIC USE 
[Evaluation of the therapeutic action of hexosep 


an energy-supplyi ees. eee cae ten ] 
— vv, ct al. Kardiologiia 1980 May;20(5):80-4 (Eng. 


ycoproteins that 
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Modified procedures for the determination of hexuronic 
acids, hexoses and proteins Stat Auto Analyzer II 
Sa A, et al. Scand J Lab Invest 1979 Sep; 
39(5):491-4 


BLOOD 


[Distribution characteristics and normal values of 
poy tae carbohydrates] Iakovleva VP, et al. 
Delo 1980;(3):177-8 
[Fractional determination of the content of protein-bound 
hexoses in the blood] Neverov IV, et al. Lab Delo 1979; 
(6):323-5 (Eng. Abstr.) (Rus) 


METABOLISM 
Long-term regulation of amino acid and hexose transport 
in cultured animal cells. Kalckar HM, et al. 
Adv Pathobiol 1980;7:350-64 
The content of water, protein, DNA, RNA and 
fetal rat palatal during reorientation and 
Baratz RS, et Arch Oral Bio Biol 1979;24(8):607-11 
Insulin action and the regulation of hexose transport. 
MP. Diabetes 1980 ae at 399-409 (141 ref.) 
Clearance rates of metabolizable and nonmetabolizable sugars 
7 insulin-infused dogs and in exercising dogs. Issekutz B 
Jr. Diabetes 1980 Mey. 29(3) 348-54 
Enzymes II of the [ee perry p24 system do not catalyze 
sugar transport in the absence of bri aria Postma 
PW, et al. J Bacteriol 1980 Feb;141(2):476-84 
Insulin regulation of lipoprotein lipase activity and — 


in 3T3-L1 adipocytes. Separation and 
hormonal effects on hexose metabolism and synthesis 4 
RNA and protein. Spooner PM, et al. J Biol Chem 1979 
Oct 25;254(20):10021-9 
Competition hexoses for hepatocellular gh in the 
perfused liver of rat Ibu JO, et 
Physiol (Lond) 1979 Oct;295:18P-19P 
in the rat 


ings) 

J Ph sovceres i 
Stereospeci! ose y gale vesicles from 

mouse fibroblasts: s_membrane esc increased 

hexose transport associated woo ees formation. Inui 

KI, et al. Proc Natl Acad Sal US USA 1979 Aug;76(8):3972-6 
Uncouplers of oxidative lation promote 

derepression of the hexose transport system in cultures of 

hamster cells. Kalckar HM, et al. 

Proc Natl Acad Sci USA 1979 ee, 


Competitive kinetics of transport in snail 
a Rev Esp Fisiol 1979 Jun; 


intestine. Barber A, 
Lge: 
Effect o ton mei sero of in vivo. 
Legulitic 9f' tha SUs0KEn of Capa Shae 
[Regulation of the processes of di sacc! 
digestion and hexose i 
intestine] jarev VV. 
66(2):241-8 ig. Abstr.) 





HEXOSES 


PHARMACODYNAMICS 


Effects of some chlorinated sugar derivatives on the hexose 
transport system of the blood/brain barrier. Cremer JE, 
et al. Biochem hem J 1979 Jun 15;180(3):677-9 


THERAPEUTIC USE 


[Ointments on an emulsified base with pentol and 
sorbitanoleate in the prevention of skine —_— in furniture 
manufacture workers] Kozulin EA, et 
estn Dermatol Venerol 1980;(5):37- He Eng. Abstr.) 


HEXOSYLTRANSFERASES 


ANTAGONISTS & INHIBITORS 


Use of triton X-100 to overcome the inhibition of 
fructosyltransferase by SDS. Russell RR. Anal Biochem 
1979 Aug;97(1):173-5 

Delineation of fucosyltransferase activities wih thiol 
reagents. Kessel D, et al. Biochem J 1979 Sep 1; 
181(3):767-9 

Polyprenyl phosphate prevents inactivation of yeast glycosyl 
transferase by detergents. Palamarczyk G. al. 
FEBS Lett 1979 Dec | 1 108¢i)-111- -5 


BIOSYNTHESIS 


Regulation of glucosyl- and fructosyltransferase synthesis by 
continuous cultures of Streptococcus mutans. Wenham 
DG, et al. J Gen Microbiol 1$79 Sep;114(1):117-24 

alpha- Bef om Sony ap mes related to biosynthesis of blood 

roup substances in human Saliva. Yazawa S, et al. 
Ft Immunogenet 1980 Apr;7(2):137-48 


BLOOD 


Electrofocusing patterns of fucosyltransferases in plasma of 
patients with neoplastic disease. Kessel D, et al. 
Cancer Res 1979 Sep;39(9):3377-80 


DEFICIENCY 


Leukemia-induced alterations of serum glycosyltransferase 
enzymes. Kuhns WJ, et al. Cancer Res 1980 Feb; 
40(2):268-75 


ISOLATION & PURIFICATION 


Levansucrase of Bacillus subti'is. Characterization of a form 
isolated from phenol-treated cells and activated by Triton 
X-100. Petit-Glatron MF, et al. Eur J Biochem 1980 Jan; 
103(1):189-95 

Purification to homogeneity of H blood group 
beta-galactoside alpha | leads to 2 fucosyltransferase from 
porcine submaxillary gland. Beyer TA, et al. 

J Biol Chem 1980 Jun 10;255(11): 5364-72 

[Biosynthesis of glycoconjugates in the arterial intima. VII. 
Isolation and purification of fucosyl-transferase from the 
aorta] Serres-Gr**-aumond M, et al. Paroi Arterielle 1979 
Jul;5(2):87-95 (Eng. Abstr.) (Fre) 


METABOLISM 


Solubilization and properties of orn phosphate: 
GDP-D-mannose mannosyl transferase. Cario PL, et al. 
Arch Biochem Biophys 1979 Nov; 198(1):117-23 

Preferential response of thyroid glycosyltransferases to 
changes in thyrotropin stimulation. Spiro MJ. 

Biochem Biophys 1980 Jun;202(1):35-42 

A developmental change in dolichyl phosphate mannose 
synthase activity in pig brain. Harford JB, et al. 
Biochem J 1980 May 15;188(2):481-90 

L-Fucosyltransferase activity in the human cervical 
epithelium [proceedings] Scudder P, et al. 

Biochem Soc Trans 1979 Oct;7(5):1079-81 

A method for the determination of the chemical structure 
of glycolipids biosynthesized in vitro and the = 
and activity of glycosyltransferases. Stoffyn P, et 
Carbohydr Res 1979 Sep;74:279-86 

Yeast mannosyl transferases requiring dolichyl phosphate and 
dolichyl phosphate mannose as substrate. Partial 
= rification and characterization of the solubilized enzyme. 

bezinski P, et al. Eur J Biochem 1980 Apr;105(3):509-15 

Specificity of solubilized yeast glycosyl — for 
ear derivatives. Palamarczyk G, 

J Biochem 1980 Apr; 105(3):517- 3 

Effects of gibberellic acid and of tunicamycin on 
glycosyl-transferase activities and on alpha-amylase 
secretion in barley. Schwaiger H, et al. Eur J Biochem 
1979 Dec 17;102(3):375-81 

Glycoprotein fucosyl transferase in the endoplasmic 
reticulum of castor bean endosperm cells. Roberts LM, et 
al. FEBS Lett 1980 Apr 21;113(1):90-4 

— plasma membrane. Correlation between glucan 

thase II activity and a mannosyl transferase activity. 
Klaus F, et al. Hoppe Seylers Z Physiol Chem 1979 Nov; 
360(11):1517-23 

Inhibition and activation of mannan synthesis in 
Saccharomyces cerevisiae spheroplast lysates. Harrington 
CR, et al. J Bacteriol 1980 Jun;142(3):852-8 

Phenyl phosphate as a water-solub!= analog of dolichyl 
Es in microsomal mannosyltransferase systems. 
to S, et al. J Biochem (Tokyo) 1980 Mar;87(3):929-39 
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The molecular structure of low and molecular weight 
levans synthesized by levansucrase. Tanaka T, et al. 
J Biochem (Tokyo) 1980 Jan;87(1):297-303 
of the beta- gee 3 al 1 bots 


Enzymatic properties o! 
to 2 fucosyltransferase from po illary 
Beyer TA, et al. J Biol Chem 1 1980 980 Jun 10;255(11):537 
Biosynthesis of mammalian Gly 
pathways in the synthesis of the nonreducin 
Beyer ta, et al. J Biol Chem 1 
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Formation of an 
Schutzbach JS, et 
al. J Biol Chem 1980 May 10.255 ):4170-5 
Location of fucosyl transferases in the membrane system of 
cobain eli Gren Me ak J Cell Sci 1979 Dec; 


40:235-44 
i phosphate: GDPmannose 





of the dolichol 
mannosyltransferase of liver microsomes. Vessey DA, et 
al. Med Biol 1979 Oct;57(5):345-51 
Mannosyl transferase activity in homogenates of adult 
Schistosoma mansoni. Rumjanek FD, et al. Parasitology 
1978 Aug;77(1):75-86 
Transfer of mannose from GDP-mannose to lipid-linked 
oligosaccharide by soluble mannosyl transferase. S 
[ JP, et «hse oa — USA 1980 hk oe 524- 
Mannosylation of lipid 
microsomes] Levrat C, et Spats at 
Oct 1;289(6):533-6 (Eng. Abstr.) 
[Biosynthesis of pulmonary re. Ill. 
Mannosylation of li; 


pid and in acceptors] Levrat C, 
et al. Can J Biochem 1979 Sep;57(9):1163-9 ( 


ig. Abstr.) 
(Fre) 
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HEXYLRESORCINOL 


Review of the 4-hexylresorcinol pi 


for : 
analysis. Hemenway DR, et al. Ast tnd Higa Amsoc'3 1980 
Apr; 4104): 305-8 





PHARMACODYNAMICS 


Exposure time and the effect of hexylresorcinol on bacterial 
aggregates. Kraal JH, et al. J Dent Res 1979 Nov; 
58(11):2125-31 


HIBERNATION 


Hibernation: an opioid-dependent state? Margules DL, et al. 
Brain Res Bull 1979 Nov-Dec;4(6):721-4 

Regional distribution of catecholamine histofluorescence in 

¢ heart of the 13-lined ground squirrel: hibernation vs 

activity. Spurrier WA, et al. Comp Biochem Ph: 
1980;66C(1):1-15 

Brain TRH, monoamines, tyrosine hydoxylase, and 
tryptophan hydroxylase in My woodchuck, Maromota 
monax during the hibernation season. Young RA, et al. 
Comp Biochem Physiol ic} 1: 1979; -63C(2): 319-23 

Absence of evidence for a hibernation ‘trigger’ in blood 
dialyzate of Richardson’s ground squirrel. Abbotts B, et 
al. Cryobiology 1979 Apr;16(2):179-83 

Catecholamines, ATP and dopamine-beta-hydroxylase in the 
adrenal medulla of the tena in the oy yo ey state 
and during hibernation. Helle KB, Cryobiology 1980 
Feb;17(1):74-92 

Axonal transport of cholinergic enzymes in the sciatic nerve 
of the hibernating and pce ge ny ha ground squirrel. 
Boegman RJ, et al. Exp Neurol 1980 un;68(3):521-30 

Seasonal variation in the oxygen consumption of tissues in 
the water snake Natrix apy with special reference to 
hibernation. Thapliyal JP, et al. Indian J Exp Biol 1980 
Mar; 18(3):236-9 

The kinetics and metabolism of the cell of hibernating animals 
a hibernation. Kolaeva SG, et al. Int Rev Cytol 1980; 
66:147-70 (56 ref.) 

Changes observed in bone during hibernation using Procion 
red dye as a matrical marker. Steinberg B, et al. 
J Exp Zool 1979 Dec;210(3):537-41 

Experimental hibernation studies in Culex pipiens (Diptera: 

ulicidae): reactivation of ovarian development and 

blood-feeding in prehibernating females. Eldridge BF, et 
al. J Med Entomol 1979 Sep 4;15(5-6):462-7 

The effect of hibernation on the positional distribution of 
Oe ee ee woe P fatty acids in hamster 
brain membranes. Blaker WD, et al. Lipids 1977 Dec; 
14(12):1027-31 

Effects of cold stress on sleep of an hibernator, the 
golden-mantled ground squirrel (C. iateralis). Haskell EH, 
et al. Physiol Behav 1979 Dec;23(6):1119-21 

Effects of bulbectomy on ye, food intake and body 
weight in the sil ener 1900 Bd Cricetus cricetus. Miro 
JL, et al. Ph wv 1980 May;24(5): 859-62 

The metabolism as 5-hydroxytryptamine in the hypothalamus 
and the liver tryptophan pyrrolase activity of a hibernator 
(Mesocricetus auratus) in stress. Novotna R. 
Physiol Bohemoslov 1980;29(3):243-52 

The relationship between ehpae par pyrrolase activity, 
5-HT metabolism in _— brain induction of hibernation. 
Novotna R, et al. Physiol Bohemoslov 1979;28(4):339-46 

Ultrastructural and ona histofluorescence study of 
the pineal er in the female garden-dormouse (Eliomys 
quercinus under normal and experimental conditions 


1980 
d period of hibernation. Correlations with the 
ane Badge 


ituitary-ovarian axis. Roux M, et al. 
Prog Brain Res 1979;52:201-6 

Comparative studies of ‘blood coagulation in ans 8 and 
non-hibernating frogs (Rana tigrina). Ahmad N, et 

Thromb Haemost 1979 yet 31;42(3):959-64 

A study of the mechanism of hibernation. Oh YK, et al. 
Yonsei Med J 1979;20(1):17-32 

[Hormonal and metabolic modifications in the ——s 
during a periodic > eon: characteristic of 
hibernation] Hoo-Paris R, et 
Journ Annu Diabetol Hotel 1 Diew 1979;:183-93 (Fre) 

[Ultrastructure of the thymus of the hedgehog (Erinaceus 
——- during wakefulness, jon and various 
phases of reawakening] Cirri Borghi MB, et al. 

Arch Ital Anat Embriol 1979;84(3): 207-43 7 ref.) (Eng. 

ita) 


Abstr.) 
[Ultrastructural features of the gastric parietal cells of a 


hibernating rodent at then sn seasons of the year] 
Riabchikova EI, et al. Arkh Anat Gistol Embriol 1980 Jan; 
78(1):89-96 (Eng. Abstr.) 
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(Rus) 
cells in summer and in the period 
hikova EI, et al. 


Biol Med 1979 Sep;88(9):364-7 (Eng. —> 


[Activity of certain age cma in the denervated skeletal 
muscles of susliks duri hibernation and artificial 
hypothermia] Shcherbak LF. _ Fiziol Eksp Ter 1980 
May-Jun;(3):44-6 (Eng. Abstr (Rus) 

[Effect of hn aoa on the i | 
acid system i r™ ‘hibernation} 
Emirbekov EZ. et oT Uk Ukr sees Zh 1979 Nov-Dec; 
51(6):684-6 (Eng. Abstr.) (Rus) 


DRUG EFFECTS 


Reversal of natural CNS depression by TRH action in the 
hippocampus. Stanton TL, et al. Brain Res 1980 Jan 13; 
181(2):470-5 

Naltrexone influence on hibernation. Kromer W. 

1980 May 15;36(5):581-2 

Role of glucose and catecholamines in the regulation of 
insulin secretion in the hibernating hedgehog (Erinaceus 
europaeus) during arousal. Hoo-Paris et al 
Gen Comp Endocrinol 1980 May;41(1):62- $ 


HIBERNATION, ARTIFICIAL 

Action of neuroleptics and antidepressants on the 
hypothermia produced by dopaminomimetics apomorphine 
and piribedil in mice. Schelkunov EL. J Neural Transm 
1980;47(4):307-12 


HICCUP 


The hiccup. Stromberg BV. Ear Nose Throat J 1979 Aug; 
58(8):354-7 

Take two aspirin and see me in the macrocosm. JAMA 1980 
Apr 18;243(15):1527 


COMPLICATIONS 
Possible termination of ventricular bigeminy by hiccups. 
Agarwal SK, et al. Postgrad Med 1980 May;67(5):165, 168 
DRUG THERAPY 
Nikethamide for hiccough [letter] Gilston A. Anaesthesia 
1979 Nov-Dec;34(10):1060 
Intractable hiccup (sin; 
JAOA 1979 Oct;79(2): 
ETIOLOGY 
Cancer of the pancreas [letter] Oster MW. 
N Engl J Med 1980 Jan 24;302(4):232 
PHYSIOPATHOLOGY 
Hiccups in infants: characteristics and effects on ventilation. 
Brouillette RT, et al. J Pediatr 1980 Feb;96(2):219-25 


HIDRADENOMA 


DIAGNOSIS 
[Hidradenoma of the vulva (author’s transl)] Georgakopoulos 
. Geburtshilfe Frauenheilkd 


PA, et al 1979 Oct;39(10):910-3 
(Eng. Abstr.) (Ger) 


ETIOLOGY 


[Multiple cutaneous neoplasms following repeated 
fluoroscopic examinations. (A case of clear-cell malignant 


hidradenoma associated with intra-epidermal epitheliomas 
of the Bowen t 


ype)] Caccialanza M, et al. 
Radiol Med (Torino) 1979 May;65(5): 317- 20 (Eng. a 





tus): report of case. Scarnati RA. 
127-9 


PATHOLOGY 


Hidrocystoma and adenoma of apocrine anal glands. von 
Seebach HB, et al. Virchows Arch [Pathol Anat] 1980; 
386(2):231-7 

rae of the pharynx] Iudov NN. 

estn Otorinolaringol 


1980;(1):59-60 (Rus) 





ULTRASTRUCTURE 
[Clear cells a - with pg 
regression associated wi hemangiopencytoma port o! 
an unusual case] Reyes Actas 1979 
Nov-Dec;70(1 1-12):645-56 Veoe Abstr.) (Spa) 


HIERARCHY, SOCIAL see under SOCIAL DOMINANCE 
HIGH-COST TECHNOLOGY see TECHNOLOGY, 
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HIGH DENSITY LIPOPROTEINS see LIPOPROTEINS, 
HDL 


HIGHER NERVOUS ACTIVITY 


Development of hypertension in dogs under intensified 
tension of higher nervous activities. Yinchang J, et al. 
Sci Sin 1980 May: 23(5):665-72 

[Neuropsychological inhibition: observations and theories] 
Sparvieri F. Riv Med Aeronaut Spaz 1978 Apr-Jun; 
41(2):308-21 (Ita) 

[Effect of human existence in a 5-12 kgf/cm2 
nitrogen-oxygen environment on several indices of higher 
nervous activity] Guliar SA, et al. Fiziol Zh 1979 Sep-Oct; 
25(5):576-84 (Eng. page (Rus) 

[Short-term memory ii rsons with different 
individual-typological fea eatures of higher nervous activity 

Makarenko NV, et 1980 Tul-Aug: 
26(4):499-504 (Eng. Abstr.) (Rus) 

[Role of individual-typological features of higher nervous 
activity and occupational choice] Sirotskii VV, et al. 
Fiziol Zh 1980 Jul-Aug;26(4):505-11 (29 ref.) (Eng. oo 

) 


[Analysis of the indices of the functional state of higher 
nervous activity in students under the influence of the 
academic load] Khlebutina TA, et al. Gig Sanit 1980 Feb; 
(2):88-9 (Rus) 

[Individual characteristics of higher nervous activity and 

in job training as a computer operator] 


success 
Krivoruchko TS, et al. Gig Sanit 1980 May;(5): <" 


[Functional preparedness of the hi 
children for instruction in school] Sgibneva LP, et al. 
Gig Sanit 1980 Apr;(4):76-7 (Rus) 

[Effect of hypokinesia on the state of hi: — nervous activity 
in white rats] Kuznetsova MA, 

Kosm Biol Aviakosm Med 1979 Sep-Oct; 13(5):41-4 (Eng. 
Abstr.) 

[Status and prospects for physiologic research in ELM 
Kostandov EA. Zh Nevropatol Psikhiatr 1980;80(4):552-60 
(Eng. Abstr.) (Rus) 

[Lenin’s theory of reflection and Pavlov’s teaching 
concerning higher nervous activity (on the 110th 
anniversary of the birth of V. I. Lenin)] Asratian EA, et 
al. Zh Vyssh Nerv Deiat 1980 a ee 

us) 

[Acute extinction of a motor-alimentary conditioned reflex 
in dogs and dolphins] Korzenev AV, et al. 

Zh Vyssh Nerv Deiat 1980 Mar-Apr;30(2):398-400 (Rus) 

[Method of forming motor conditioned reflexes in decapod 
crustaceans] Manevskii SE, et al. Zh Vyssh Nerv Deiat 1979 
Jul-Aug;29(4):882-4 (Rus) 

[Recording of cerebral electrochemical activity as a method 
of studying metabolic shifts related to higher nervous 
activity] Shvets-Teneta-Gurii TB. Zh Vyssh Nerv Deiat 
1979 Jul-Aug;29(4):870-3 (Rus) 

[Science of human higher nervous activity and the problem 
of fone Simonov PV. 

Zh Vyssh Nerv Deiat 1980 Mar-Apr;30(2):235-41 (Rus) 

[Higher nervous activity and neuropsychology of a 
Conde Lépez V, et al. Neurobiol (Madr) 1 
Mar-Apr;43(2):65-92 Spa) 


DRUG EFFECTS 


[Effect of streptomycin sulfate on the process of higher 
nervous activity recovery in dogs in the postanesthesia 
period) Batrak GE, et al. Antibiotiki 1979 Sep;24(9):684-7 
(Eng. Abstr.) (Rus) 


nervous activity of 


HILL-BURTON ACT see FINANCING, GOVERNMENT 
HIMASTHLA see under TREMATODA 


HINDLIMB 


Ultrastructural study of tension and pressure zones in a rabbit 
flexor tendon. Merrilees MJ, et al. Am J Anat 1980 Jan; 
157(1):87-106 

Nicolas Andry Award. Increased tissue pressure and its 
effects on muscle oxygenation in level and elevated human 
limbs. Matsen FA 3d, et al. Clin Orthop 1979 Oct; 
(144):311-20 

Synovial sarcoma in a dog. Mitchell M, et al. 

J Am Vet Med Assoc 1979 Jul 1;175(1):53-5 

Osteochondritis dissecans of the tarsocrural joint in three 
canine siblings. Olson NC, et al. J Am Vet Med Assoc 1980 
Apr 1;176(7):635-7 

Spavin. Rooney JR. Mod Vet Pract 1979 Sep;60(9):724-5 

Type I fiber atrophy in the vastus lateralis muscle in dogs 
with femoral fractures treated by hyperextension. Braund 
KG, et al. Vet Pathol 1980 Mav. ;17(2):164-76 


CUMULATED INDEX MEDICUS 


ABNORMALITIES 
The analysis of the interaction of PLS determining gene 1x 
and its modifiers with teratogens. Bila V, et al. 
Folia Morphol (Praha) 1980;28(1):19-23 
ie adroae (Dt Dee. of the dominant polydactyly-luxate 
(DPLS) and the interaction of DPLS and PLS. 
bia, Vie Ry al. Folia Morphol (Praha) 1980;28(1):39-44 
controlled morp! Lng £5) variability of the 
~ potvdactlytanate s syndrome (P’ of the Norway rat. 
Kien V, Morphol IPrake) 1980;28(1):28-38 
Questions’ beste ern the 


ificance of a close linkage 
— moi Ropteeile OS saa oe (H-5) 
loci in the Norway reg eat Keay 


Folia Morphol (Praha) 1980;28(1): a 
Cytogenetic analysis of PLS carriers using G-banding 
Socleale ue. Sladka M, et al. Folia Morphol (Praha) 1980; 
28(1):45- 51 


ANALYSIS 


Tissue gas tension in deep venous thrombosis. Nicholas GG, 
et al. J Surg Res 1980 Mar;28(3):235-8 


ANATOMY & HISTOLOGY 


M. articularis coxae--a possible receptor organ. Kjaersgaard 
P. Anat Histol Embryol 1980 Mar;9(1):21-8 

[Anatomy of the pelvic and hindlimb bones of the Mongolian 
gerbil, Meriones unguiculatus (Milne-Edwards, 1867) as 
compared to those of the Syrian hamster, Mesocricetus 
auratus (Waterhouse, 1840) and the laboratory mouse, Mus 
musculus (Linné, 1758)] Wissdorf H, et al. 
Z Versuchstierkd 1979;21(3):163-75 (Eng. Abstr.) (Ger) 

[Normal anatomy and topography of the — lymphatic 
vessels of white rats] Satiukova GS, et 
Arkh Anat Embriol 1980 Jun; 86) 47-52 Eng, 
Abstr.) us) 


BLOOD SUPPLY 


Vascular effects of the carotid baroreceptor reflex upon 
increased tissue osmolarity. Petrov L, et al. 
Acta Physiol Pharmacol Bulg 1979;5(2):35-41 

Peripheral determination of the vascular effect of the carotid 
depressor reflex. Petrov L, et 
Acta Physiol Pharmacol Bulg 1979;5(2):29- 34 

Influence of neural and humoral beta-adrenoceptor 
stimulation on dynamic myogenic microvascular reactivity 
in cat skeletal muscle. Grande PO. Acta Physiol Scand 1979 
Aug; 106(4):457-65 

logical features of the coronary, renal, mesenteric, 
and femoral vascular beds of rats — by intra-arterial 
administration of drugs. Sakai K, e 
J Cardiovasc 1980 Jul-Aug 2(4): 453-70 
— baroreceptors and the ind-limb —_- vascular 
jitance [proceedings] Saieeworth' R, et al. 
ysiol (Lond) 1979 Aug;293:21P 

mA. hindquarter vascular responses of young spontaneously 
hypertensive rats to norepinephrine and tyramine. Lee JY, 
et al. Life Sci 1980 Jun 2;26(22):1877-83 

Changes in blood flow and permeability of vessels to protein 
pons the development of cutaneous ulcers in the hind 
imb of the rabbit. Kozniewska E, et al. Microvasc Res 
1980 Mar;19(2):189-96 

Hemodynamic effects of sympathectomy in ischemic canine 
hindlimbs. Cronenwett JL, et al. Surgery 1980 Apr; 
87(4):417-24 

Effect of vasoactive agents on factor VIII release from 

used isolated dog leg. Kitaguchi H, et al 
ib Res 1979;16(1-2):159-73 

[Effect of agents that act in the area of cholinergic synapses 
on the glycolysis process in an ischemic extremity] 
Levandovskii IV, et al. Farmakol Toksikol 1979 rat 
42(5):482-4 (Eng. Abstr.) 

[Treatment of combined arteriovenous injuries to the md 
vessels of the — Suchy T. Khirurgiia (Mosk) 1979 
Sep;(9):52-6 (Eng. tr.) (Rus) 

[Effectiveness : gee anastomosis in 

tal lymphostasis of the extremities] Vyrenkov 
. Khirurgiia (Mosk) 1979 Sep;(9):8-10 is. 
(Rus) 


-) 
[Modelling of thrombophlebitis and a study of the paths of 
the ow gy the microcirculatory bed of the i 
Vatseba EM. Khir 1980 Jul;(7):67-8 (Rus 


DRUG EFFECTS 


The effect of baclofen on the hind limb flexor reflex of pa 
spinal rat. Sypniewska M. Pol J Pharmacol Pharm 1979 
Sep-Oct;3 1(5):493-501 


EMBRYOLOGY 


Analysis of glycosaminoglycans during chondrogenesis of 
normal brachypod mouse limb mesenchyme. 

Pore J, et al. J Embryol Exp Morphol 1980 Apr; 

The morphogenesis of the thigh of the mouse with special 
reference to tetrapod muscle oe Jones CL. 

J Morphol 1979 Nov;162(2):275-309 

[Analysis of several structural and histochemical properties 
of the marginal mesoderm of the chick “% buds (stages 
20 to 26) (author’s transl)} Milaire J, et 
Arch Anat Microsc 


Morphol Exp 1979; 03): 169-93 (Eng. 
Abstr.) 


HINDLIMB 


ENZYMOLOGY 


[Change in the proteolytic activity of the blood serum from 
the lower extremities on the e: en intra-arterial 
administration of the hatrian GS, et al. 


enzymes. 
Eksp Klin Med 1979;19(4):15-9 (Eng. Abstr.) (Rus) 
INJURIES 


General equine radiology. Rendano VT Jr, et al. 
Mod Vet Pract 1979 Bec;60(12): 1035-9 

Autologous, split skin transplantation on the lower limbs of 
horses. Frankland AL. Vet Rec 1979 Jun ao ag = 590-5 

Problem discharge in a great dane [letter] Hooper SJ 
Vet Rec 1979 Jun 30,104(26):612 

[Sequence of RNA and protein synthesis in wound 
fibroblasts] Pal’tsyn AA, et al. 
Arkh Anat Gistol Embriol 1979 Sep;77(9):97-103 Ens. 


Abstr.) 

[Effect of total external uniform gamma-irradiation on 4 
nature of morphologic and functional changes in 
experimental soft tissue injuries] Shantyr’ VI, et al. 
Radiobiologiia 1980 Mar-Apr;20(2):298-302 (Eng. ow? 


[Determination of the time of a a injury by bf 
of chemiluminescence] Arutiuni 
Sud Med Ekspert 1979 Oct-Dec: 2x4) 26-8 


INNERVATION 


The locomotion of the low spinal cat. I. Coordination within 
a hindlimb. Forssberg H, et al. Acta Physiol Scand 1980 
Mar;108(3):269-81 

The locomotion of the low spinal cat. II. Interlimb 
coordination. Forssberg H, et al. Acta Physiol Scand 1980 
Mar;108(3):283-95 

Muscle Ta function in organop! 
Baker T, et al. Brain Res 1980 Mar 

Coordination and integration in the hindleg step cycle of 
the rat: kinematic synergies. Ganor I, et al. Brain Res 1980 
Aug 11;195(1):57-67 

Differential atrophy of sensory and motor fibers following 
section of cat peripheral nerves. Hoffer JA, et al. 

Brain Res 1979 Dec 14;178(2-3):347-61 

Frontal lobe inputs to -~ motor cortex: evidence for 
four somatotopically 7. "Pp areas. 
Muakkassa KF, et al. Brain 1979 Nov 9;177(1):176-82 

Recovery of substance P in the cat spinal cord after teral 
lumbosacral deafferentation. Tessier A, et al. Brain Res 
1980 Jun 9;191(2):459-70 

The dorsal spino-olivocerebellar s: 
Somatotopical organization. Ekerot CF, et al. 

Exp Brain Res 1979 Jul 2;36(2):219-32 

Interstitiospinal action on roa hindlimb, and back 
motoneurons. Fukushima K, et al. Exp Brain Res 1979; 
37(3):605-8 

Role of neural afferents from working limbs in exercise 
hyperpnea. Weissman ML, et al. J Appl Physiol 1980 Aug; 
49(2):239-48 

Axonal atrophy from permanent peripheral axotomy in adult 
cat. Carlson J, et al. J Neuropathol Exp Neurol 1979 Nov; 
38(6):579-85 

Axonal underdevelopment axotomy in kittens. 
Jorgensen D, et al. J N Exp Neurol 1979 Nov; 
38(6):571-8 

Cross-correlation analysis of connectivities among cat 
lumbosacral dorsal horn cells. Brown PB, et al. 

JIN 1979 i hang 1199-1211 

Stumbling corrective Lagan it 

a reaction 
Neurophysiol 1979 Jul; 14245936033, 

Different species of alpha motoneurons in same pool: further 

evidence from effects of inhibition on their a 


Harris DA, et al. J Neurophysiol 1979 Jul;42(4): 
Recovery of function in dorsal horn following partial 
oa Pubols LM, et al. J Neurophysiol 1980 Jan; 
43(1):102-1 


(Rus) 


185(1): ry eae 


in the cat. Il. 


from 


Discharge properties of hindlimb motoneurons in decerebrate 
cats during locomotion induced mesencephalic 
stimulation. Zajac FE, et al. J Neareghysiol 1980 May; 
43(5):1221-35 

Sensory innervation of cat hind-limb muscle les 
a Banks RW, et al. J Physiol (Lond) 1979 Aug; 
293:40P-41 

Motoneurone counts in Xenopus fi reared with one 
bilaterally-innervated hindlimb. Lamb AH. Nature 1980 
Mar 27;284(5754):347-50 

[The neural component of the medial interosseous muscles 
in swine] Budetta G, et al. Boll Soc Ital Biol Sper 1978 
Dec 30;54(24):2616-8 (Ita) 

[Effect of denervation of the limbs on the course and 
development of adjuvant arthritis in rats] Kozina W. 
Reumatologia 1980;18(1):79-80 

{Interaction of interlimb reflexes] Avelev VD. 

Fiziol Zh SSSR 1979 Jul;65(7):1067-70 

[Depolarization of the terminals of ae poe 

afferent fibers of te lig of nof the spinal cord ds 

fictive scratc 


hing] 
11(6):569-77 (Eng. Abstr) 


METABOLISM 


Glutamine release from hindlimb and uptake by kidney in 
the acutely acidotic rat. Schréck H, et al. Biochem J 1980 





HINDLIMB 


May 15;188(2):557-60 


MICROBIOLOGY 
[Isolation of infectious bovine rhinotracheitis virus from the 
tarsal joint of a bull (author’s transl)} Lamothe P, et al. 
Can Vet J 1979 Sep;20(9):237-41 (Eng. Abstr.) (Fre) 


PATHOLOGY 


Osteophyte formation in the canine stifle joint following 
treatment for rupture of the cranial cruciate ligament. 
Heffron LE, et al. J Small Anim Pract 1979 Oct; 
20(10):603-11 

Mastocytoma of the rear limb of a dog. Wyler DK, et al. 
Mod Vet Pract 1980 May;61(5):439-41 


PHYSIOLOGY 


7 locomotion: 2. The analysis of coordination between 
imbs of trotting standardbreds. Drevemo S§, et al. 
Equine Vet J 1980 Apr; 12(2):66-70 
[A meds study of the tensile 
regard to the — of prosthetic rep! 
(author's transl) Aba) et al. Rev Chir Onthop 1979 
Jun;65(4):197- Eng. A (Fre) 
[Effect of hyperoxia and anoxia a# flow from isolated 
limb vessels] Gareev RA, et al. Zh SSSR 1980 Jun; 
66(6):928-30 (Rus) 


PHYSIOPATHOLOGY 


cy Ye effects of increased tissue 
. Int Orthop 1979;3(3):237 
[Changes i in tonic and motor function in the hind extremities 
in the course of experimental injury of the thoracic spinal 


cord in rabbits and its significance in determinin 
prognosis] Németek S. Cesk Renrel’ Neurochir 1979 Jue 
hoa): 263-9 (Eng. Abstr.) (Cze) 


RADIOGRAPHY 


[X-ray ote of the Ba} meond in foals and untrained horses] 
Béhm D, wench Tieraerztl Wochenschr 1980 


May 19309): ioe ry (Eng. Abstr.) (Ger) 
SURGERY 


Reimplantation of completely amputated rat limb. Ashur H, 
et al. Int Surg 1979 Apr;64(3):43-50 
Replacement of the anterior cruciate li 
ibre in the dog. Denny HR, et al. 

1980 May;21(5):279-86 
Derotational osteotomy a tabbit: a case report. Berzon 
JL. VM SAC 1980 Feb: O52) 253-5 


HIP 


Does persistent fetal femoral anteversion contribute to 
osteoarthritis?: a preliminary . Halpern AA, et al. 
Clin Orthop 1979 Nov-Dec;(145):213-6 

Location of hip pain [letter] Johnson EW. JAMA 1979 Oct 

26; ort) ta 1849 . re 

Sparing hips: a quantitive roach (author’s transl)} Orloff 
Beet al icta Rhamatol 1977 Jan-Jun; 1(1-2):129-36 
(Eng. “Aten) 


(Fre 

[The difficult treatment of trochanteric sloughs (author’s 
trans!)] Mitz V, et al. Ann Chir Plast 1978;23(4):203-9 (Eng. 
Abstr.) (Fre) 
[Osteoarthrosis of the hip] Sandbank J, et al. Harefuah 1979 
Jun 1;96(11):611-2 (Eng. Abstr.) (Heb) 


ABNORMALITIES 


Hip deformities after successful treatment of congenital 
islocation of the hip in infancy. Yosipovitch Z. 
Isr J Med Sci 1980 Apr;16(4):314-7 


ANATOMY & HISTOLOGY 
Ones ¢ S ism in hip bone. Raju PB, et aj. 
ied Res 1979 May;69:846-52 
(Age an ty changes in the fascial compartment structures in 
os eee joint region) Chaizhunusova NZh. 
Anat Gistol Embriol 1980 Feb;78(2):41-4 (Eng. 
Abate ) (Rus) 


strength of cruciate ligaments = 


ee Matsen FA 
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Circulatory and vascular changes in the hip following 
traumatic hip dislocation. Shim SS. Clin Orthop 1979 May; 
(140):255-61 


INJURIES 


[Trauma of the of joint in the dog and the cat (author’s 
transl)} Boom J. Tijdschr Diergeneeskd 1979 Dec 1; 
104(23):934-8 (Dut) 

[Tegumental avulsions. (Exceptional clinical and therapeutic 
aspects)} Millea Z. Rev Chir [Chir] 1979 Sep-Oct; 

Garleatabdine f | ieee 

unshot wounds of the hip] Voronov 
NS. Voen Med Zh 1979 Dec;(12):23-5 (Rus) 


INNERVATION 
of the nerves of the hip involving chronic rheumatic 


infections (ankylosing idylitis, rheumatoid arthritis, 
arthrosis). Anatomopathologic study] Rabinowicz T, et al. 


CUMULATED INDEX MEDICUS 


Rev ye Mal Osteoartic 1980 Jan;47(1):37-44 3 
Abstr. 


PATHOLOGY 
[Clinico- conference LVI. Painful hips, fever 
and elevated 


kaline ee in an elderly woman] 
Salmi J, et al. Duodecim 1979;95(8):499 -507 (Fin) 


PHYSIOLOGY 
ee effects of 
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contraction 


] Sohier R. 
1979 yg ES (Fre) 


—dimensional load hip 
prosthesis] Diehl K. Z Orthop. 1979 79 Auge51-2 
(Ger) 


PHYSIOPATHOLOGY 
The hip in cerebral palsy. Bleck EE. 
Orthop Clin North Am 1980 Jan;11(1):79-104 


RADIOGRAPHY 


Radiographic methods in total hi Clements 
“~*~ et al. Radiol Technol 1980 Mar Apr’ (S585 600 (a (74 


) 

[Acetabular measurements in normal children and 
Tle aee 
— of the illness] Bellemans M. 

Ann Radiol (Paris) 1979 Mar Apr23(0- 3) 100-7 (Fre) 
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Radionuclide abnormalities. 
al. Clin Nucl Be 980 Mt Ma -5(5):214-26 

The scinti; hic evaluation of hip pain in children. Heyman 
S, et al. Nucl Med 1980 Mar5(3): 109-15 

= — value of 99m Tc-diphosphonate bone imaging 

rosis of the hip. Gaucher A, et al. 

J Rheumatol 197' ag ead 

{Hip scintigraphy with 99m Tc-pyrophosphate. Early 
detectior head after medial 


. Gaucher A, et 


m of necrosis of femoral yy ay 
fracture of femoral neck] Greiff J, et al. Ugeskr — 
1980 Apr 20;142(16):1020-2 (Eng. Abstr.) 


SURGERY 


Changes in blood glucose and plasma insulin after intravenous 
tose in human injury. Elia M, et al. Clin Sci 1979 
557(3):249-56 
Osteosarcoma and emergency hind-quarter amputation - a 
case report. Sharma BC, et al. Med J 1978 
Rn ye , 12(4):104-6 


Clin North Am 1980 Jan;11(1):17- 30 

[Isotope monitoring of veinous thrombosis following hip 
surgery. In reference to 92 cases of I 125 fibrinogen tests 
(author’s transl)] Raimbeau G, et al. Ann Chir 1980 May; 
34(5):357-62 (Eng. Abstr.) 

[Chiari pelvic osteotomy in treatment of sequellae of hip 
osteoc' ritis (author’s transl)] Michel CR, et al. 
Chir Pediatr 1979;20(6):397-402 (Eng. Abstr.) (Fre) 

[Uric arthritis from the orthopedic point of view] Crasselt 
C. Beitr Orthop Traumatol 1979 Jul;:349-56 (Ger) 


HIP CONTRACTURE 


ETIOLOGY 


Abduction contracture: an unusual ———— in the 
treatment of acute capital femoral epiphysiolysis. Zettas 
JP, et al. Clin Orthop 1980 Jan-Feb;(146):215-8 

Hip and knee flexion contracture after poliomyelitis. Den 
Hartog JG. South Med J 1980 Jun;73(6):694-7 

[Osteoporosis and contractures after a" “4 
immobilization. A case report] Hgyber, 

Tidsskr Nor 


1979 Nor 30 5089033): 1722 Eng. 
Abstr.) 


HIP DISLOCATION 


Traumatic 0 ae of the hip. Reigstad A. J Trauma 1980 
Jul;20(7):60 


COMPLICATIONS 


Traumatic hip dislocation in childhood. A — of 26 cases 
yl review of the literature. 


-— Scand 1979 Oct;50(5 "549-53 
Dislocation of the hip with traumatic op ceae of the capital 
femoral | gery report cf a case with successful outcome. 
Mass DP, et al. Clin Orthop 1980 Jan-Feb;(146):184-7 
Recurrent dislocation of the hip in congenital indifference 
to pain: case report with arthrographic and operative 
findings. Roberts JM, et al. J Bone Joint Surg [Am] 1980 
Jul;62(5):829-31 
Femoral head defect following anterior hip dislocation. 
Dussault RG, et al. Radiology 1980 Jun; 1353): 627-9 
[Delayed complications after dislocations and e in the 
pelvic (author's transl)} Dahmen G. 
isch Ordos Trauma Surg i979 Jun 29:94(1): 1l- 9 (Eng. 
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ETIOLOGY 
Dislocation A re revision in total hip arthroplasty. 
Cameron al. yw Xx Orthop Trauma Surg 1979; 
voned po femoral h oe — | 
Slipped capi epiphysis ery 
irradiation for rhabdomyosarcoma. Dic mB, vt 
Cancer 1979 Aug;44(2):480-2 
Femoral head fractures associated with posterior 
i ion. Roeder LF Jr, et al. Clin Orthop 
mer NS 3 Slcad hip ine era 
Nat of the dislocated ic cerebral palsy. 
Moreau M, et al. Dev Med Mod. Child” Nearol 1979 Dec; 
21(6):749-53 
Premature closure of the triradiate carti 
Dias L, et al. J Bone Joint Surg [Br] 19 


Sli capital femoral epiphysis following radiotherapy 
clenaihary Ryan BR, et al. Med Pediatr Oneal 17% 


the double-side traumatic hip disloca 

= transl)] Labitzke R, et al. Aktucl Traumatol 1979 
Dec;9(6):353-7 (Eng. Abstr.) (Ger) 
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“poke inek A. Beitr Orthop Traumatol 1979 
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in infancy (author’s transl)] Mau H. Z Orthop 1979 os 
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Contribution to the theory on the nek Ore hip dislocation) 
Rybak K, et al. Chir Narzadow Pol 1980; 
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PATHOLOGY 
Correlation between muscle shortening and pe pe of 


the hip joint in children with palsy. 
Hiroshima K, et al. Clin Orthop 1979 Oct{144).1 :186-93 
hanges in the hip following 


Circulatory and vascular c’! 
traumatic hip dislocation. Shim SS. Clin Orthop 1979 May; 
(140):255-61 
PHYSIOPATHOLOGY 
[Pathophysiology and systematics of ligamentous pelvic 


injuries and of traumatic 4 dislocations] Pannike A. 
Hefte Unfallheilkd 1979;(140):205-20 (Ger) 


e. Report of a case. 
Feb;62-B(1): cee 
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and review of the literature. uet A. 
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CT evaluation of hip trauma. Sauser DD, et al. AJR 1980 
Aug;135(2):269-74 

CAT scan of the month. Lankford WA, et al. 
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Mage a case of unilateral subluxated coxa valga] Hachez 

, et al. Acta Orthop Belg 1979 May_Jun.45(3): 323-6 
(Fre) 


REHABILITATION 
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of the hip joint] | wags 
Chir Narzadow Ruchu Ortop Pol 1979;44(6):555-7 (En, 
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SURGERY 
Femoral neck fractures. 165 =_— treated by multiple 


way ing. Kofoed H, et al. 
Orthop Scand 1980 Febsitly 127-36 


ously ort the hi 4 in myelomeningocele as related to adult 
goals. Feiwell E. Clin Orthop 1980 May;(148):87-93 
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aversion in rats. Kimble DP, et al. Physiol Behav 1979 Aug; 
23(2):217-22 
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et al. Neirofiziologiia 1979;11(5):427-34 (Eng. Abstr.) 
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barn time courses for the and removal of 
i and the t of lost terminals. 
McWilliams R, et al. J Comp Neurol 1979 Sep 1; 
187(1):191-8 
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Ann Intern Med 1979 Dec;91(6):930-1 
Traditional oath just another anachronism [letter] Barnes P. 
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J Aust 1979 Oct 6;2(7):365-6 


(Rus) 
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Contrib Nephrol 1980;19:211-6 

Hippurate hydrolysis by Campylobacter fetus. Harvey SM. 
3 Clin Microbiol 1980 Apr-i(4). 435-7 
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Modulation of gamma-glutamyl transpeptidase activities by 
hippurate and related compounds. Thompson GA, et al. 
J Biol Chem 1980 Mar 10;255(5):2109-13 


THERAPEUTIC USE 


Recurrent bacteriuria in complete spinal cord injury patients 
on external condom drainage. Stover SL, et al. 
Arch Phys Med Rehabil 1980 Apr;61(4):178-82 
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High-performance liquid chromatographic determination of 
hippuric acid in human urine. Preliminary results for 
normal urine levels. Astier A, et al. J Chromatogr 1980 
Apr 11;182(1):88-93 
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MW, et al. Pediatrics 1979 Nov;64(5):609-12 


COMPLICATIONS 


Estrogen-androgen balance in hirsutism. Wu CH. 
Fertil Steril 1979 Sep;32(3):269-75 

[Acanthosis nigricans, hirsutism and __insulin-resistant 
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and the clinical haga see of stilbestrol = in 
utero. Hirsutism in adolescents. Braunstein GD. 

West J Med 1979 Dec;131(6):522-6 
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Dissociation of thrombin from platelets by hirudin. Evidence 
for receptor processing. Tam SW, et al. J Biol Chem 1979 
Sep 25;254(18):8723-5 
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[Investigations on the length of action of ranitidine (author’s 
transl)] Dammann HG, et al. Dtsch Med Wochenschr 1980 
Apr 25;105(17):603-5 (Eng. Abstr.) (Ger) 
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Determination of lymphokine induced histamine release in 
vitro [proceedings] Dumonde DC, et al. 
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glycol methacrylate thin secretion, and electron 

microscopy. Uno H. et al. J Invest Dermatol 1980 Jul; 
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J Neurosci Methods 1979 Dec;1(4):383-91 
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G, et al. Pathol Res Pract 1979 Dec; 165(4):458-9 

The effects of fixation, dehydration and critical pay | oying 
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removal of acid from glycol methacrylate for 
improved histological embedding. Frater R. 
Stain Technol 1979 Sep;54(5):241-3 
A method for uniform polymerization of large blocks of 
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Three new procedures of Cajal’s reduced silver method, 
adapted for the — nervous system of urodeles. G6mez 
Secade LA. Trab Inst Cajal Invest Biol 1978;70(1): i 
Ultrasonic propagation through fixed and unfixed tiss 
Bamber JC, et al. Ultrasound Med Biol 1979;5(2): 159-65 
[Methods of investigating the heart conduction system] 
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Basic nuclear proteins in the aquatic fungus Achlya 





HISTONES 


ambisexualis. Silver JC. Biochim Biophys Acta 1979 Oct 
structure changes on the higher 
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Ohba Y, et al. Eur J Biochem 1979 Oct;100(1):285-93 
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The primary structure of histone H1 from of the sea 
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The primary structure of histone H1 from sperm of the sea 
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Eur J Biochem 1979 Oct;100(1):219-24 
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1979 Nov 10;254(21):11061-5 
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Comparison of the substrate specificity of adenosine 
ae >’-monophosphate- and guanosine 
3°:5’-m«¢ dent protein kinases. Kinetic 
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Species-specific variations in H1 histone — peptides. 
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variant associated with s) togenesis. Seyedin SM, et 
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Complexes of the arginine-rich histone tetramer (H3)2(H4)2 
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Mol Biol (Mosk) 1980 May-Jun; 14Q): “416-83 (Eng. —_ 


(Histone-nonhistone 
GKh, et al. ae 


Acidic pol 
ch 





complex reconstruction] Bozhko 
Zh f979 Nov-Dec;51(6):615-9 
(Rus) 


[Pecuflarties of histones H1, H2b and Hé4 structure and 
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Characterization of chromatin and histones in wounded pea 
seedlings [ ings} Broekaert D, et al. 
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transl)] Tanimoto K. Nippon Naika Gakkai Zasshi 2 
Nov; 368(11): 1391-4 (Jpn 

[Symposium on Jy histocompatibility antigens (HLA) pa 
diseases. 2) HLA and riasis (author’s transl)] Tsuji K 
Nippon Naika Gakkai Pooch 1979 Nov;68(11):1402-5 

(Jpn) 

[HLA antigens in colorectal cancer, adenomas and 
inflammatory bowel disease (author’s transl)] Hiwatashi N, 
et al. Nippon Shokakibyo Gakkai Zasshi 1979 Nov; 
76(11):2153-7 (Eng. Abstr.) (Jpn) 

[A case report of Reiter’s disease in which HLA-B27 was 
found (author’s transl)] Takeda Y, et al. Ryumachi 1979 
Jun; 19(3):260-8 (Eng. Abstr.) (Jpn) 

[Serologically determinable HLA antigens in acute 
suppurative surgical diseases] Belotskii SM, et al. 

Patol Fiziol Eksp Ter 1980 May-Jun;(3):57-8 (Rus) 

[HL-A antigens and juvenile diabetes] Tananov AT, et al. 
Pediatriia 1979 Sep;(9):6-8 (Eng. Abstr.) (Rus) 

[HLA antigens in certain hereditary pase of the central 
nervous system] Fedrunova VS, et 
Zh Nevropatol 1979; “79(1 1): 1500-3 (Eng. a) 

(Rus 


[Human leukocyte HLA antigen system and diabetes} 
Filipovi¢é Z. Med Arh 1979 Sep-Dec;33(5-6):347-50 
(Ser) 


[HLA-B27 antigen in acute anterior uveitis and ankylosing 
spondylitis or Reiter’s disease] Mladenovi¢ V, et al. 
Reumatizam 1979;26(6):219-23 (Eng. Abstr.) (Scr) 

[Investigation of HLA antigens in a study of families with 
the isolated form of sacroileitis) OndraSik M, et al. 
Fysiatr Reumatol Vestn 1980 Apr;58(2):72-7 (Eng. = 

(Slo) 


CLASSIFICATION 


Unclassified HLA-B27 inflammatory rheumatic diseases: 
followup of 23 patients. Sany J, et al. Arthritis Rheum 1980 
Feb;23(2):258-9 

The combined use of HLA-BS5 and the pathergy test as 
diagnostic markers of Behcet’s disease in Turkey. Yazici 
H, et al. J Rheumatol 1980 Mar-Apr;7(2):206-10 


GENETICS 


Genetic problems concerning psoriasis. Marcusson 
Acta Derm V. Suppl] (Stockh) 1979;87:28 
Significance of HLA antigens and the mixed lymphocyte 
ee in riasis. Morhenn V, et al. 
enereol [Suppl (Stockh) 1979;87:12-4 
porther ted study on HLA-A, B, C, D, DR and haplotype 
antigen frequencies in psoriasis vulgaris. Tsuji K, et al. 


J, et al. 
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Acta Derm Venereol von (Stockh) cy a 2107-8 

Unusual heterozygotes adrenal due 

to bali x ocd confirmed by H tissue 

Nova Zachmann M, et al. Acta Endocrinol (Copenh) 1979 
Nov; 723): 542-6 

ens in rheumatic diseases. Concluding remarks. 

wAiat D. Acta Rhumatol ay | 1979 ig 1979 Apr-Sun,32):196-8 2196-8 
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Bate 1979 + idee te gy ymsi ak 


ED, et al. Acta 
HLA--a central imm 

80; 10:137- 37-208, 385-6 (427 on 

products of 


et al. Adv Hum Genet 1 
— studies of the oo = 
¢ human major fa ny ility o~ et 

al. Adv Pathobiol 1980;7:318-30 (43 ref.) 

— status of the HLA s system. Perkins HA. 

Am J Hematol Rtn 285-92 (34 ref.) 

Genetic linkage between itary hemochromatosis and 
HLA. Kravitz K, et al. Am J Hum Genet 1979 Sep; 
31(5):601-19 

Genetic variability of HLA in the Dariusleut Hutterites. A 
convents ees analysis of the Hutterities, the Amish, 
and other tions. Morgan K, et 
al. Am J Hum Genet 1980 1980 Mar; '2(2):246-57 

HLA and the inheritance of multiple sclerosis: linkage 
analysis of 72 pedigrees. Tiwari JL, et al. 
Am J Hum Genet 1980 Jan;32(1): ag 

Genetic studies on Cochin Jews in Israel: 1. Population data, 
blood groups, isoenzymes, and HLA determinants. Cohen 

T, et al. Am J Med Genet 1980;6(1):61-73 

Restriction and persistence of polymorphisms of HLA and 
other blood genetic traits in the Parakana Indians of Brazil. 
Black FL, et al. Am J Phys Anthropol 1980 Jan; 
52(1):119-32 

The effect of association of genetic factors on relative risk. 
Falk CT, et al. Ann Hum Genet 1980 Jan;43(3):295-301 

The polyglandular failure syndrome: disease inheritance, 
HLA type, and immune function. Eisenbarth GS, et al. 
Ann Intern Med 1979 Oct;91(4 528-33 

Polyglandular failure syndrome [letter] Farid NR. 

Ann Intern Med 1980 Mar;92(3):442-3 

HLA gene and haplotype frequencies in the population of 
southern Poland. Turowski G, et al. 

Arch Immunol Ther Exp (Warsz) 1979;27(4):591-600 

HLA haplotypes and long survival in c acute 
lymphoblastic leukaemia treated with transfer factor. De 
Bruyére M, et al. Br J Haematol 1980 Feb;44(2):243-51 

Current concepts in connective tissue disorders. Holborow 
J. Br J Hosp Med 1979 Jul; 22(1):8, 13-4 

Non-association of Friedreich’s ataxia and HLA based on 
five families. Chamberlain S, et al. Can J Neurol Sci 1979 
Nov;6(4):451-2 

Simultaneous Hodgkin’s disease in three sibli 
identical HLA-genotype. Torres A, et al. Cancer 1 
15;46(4):838-43 

Familial mtaneous pneumothorax and HLA antigens. 
Sharpe IK, et al. Chest 1980 Aug;78(2):264-8 

Gene clusters and the HLA system. Bodmer WF. 

Ciba Found Symp 1979 Jun 27-29;(66):205-29 

Segregation of HLA in sibs with = lip or cleft lip and 
palate: evidence against Van Dyke DC, 
cl heh Palate 3. 9H) Ju 73).188-9 * 

HLA haplotypes and hayfever: a possible protective role. 
Gwynn CM, et al. Clin Allergy 1979 Sep.%5): 425-7 

Genetic control of su lymphocyte function in 
myasthenia gravis: relationship of impaired suppressor 
function to HLA-B8/DRW3 and cold _ reactive 
lymphocytotoxic antibodies. Zilko PJ, et al. 

Clin Immunol Immunopathol 1979 Oct; 14(2):222- 30 
ey diabetes and HLA. Dausset J, et al. 
bete Metab 1979 Dec;5(4): 313-9 

The histocompatibility (HLA) antigen distribution in diabetes 
in southern African Blacks (Xhosa). Briggs BR, et al. 
Diabetes 1980 Jan;29(1):68-71 

Properdin factor B(Bf) allele BfF1 specifies an HLA-B18 
diabetogenic haplotype. Dornan J, et al. Diabetes 1980 Jun; 
29(6):423-7 

Type 1 diabetes and the HLA-D locus. Sachs JA, et al. 
Diabetologia 1980 Jan;18(1):41-3 

Characterization of a monoclonal anti-beta 2-microglobulin 
antibody and its use in the genetic and biochemical analysis 
of major histocompatibility antigens. Brodsky FM, et al. 
Eur J Immunol 1979 Jul;9(7):536-45 

Discordant — on as ion in familial Crohn’s 
disease "Gastroenterology 1980 ‘Aug; 
79(2): 271- z. 

HLA and disease: a ted role for HLA in 
pot BF pal editorial] Rossen RD. 

1980 Jun;78(6):1629-30 
Idiopathic hemochroma‘ a study of biochemical 





with 
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tosis: 
expression in 247 heterozygous members of 63 families: 
evidence for a single major HLA-linked gene. Simon M, 
et al. 1980 Apr;78(4): 705-8 
HLA-A, B, C, DR alleles in congenital adrenal h' 
Couillin P, et al. Hum Genet 1980;53(3):389-92 
Distribution of HLA A, B and C antigens in an Australian 
population. Hawkins BR, et al. Hum Genet 1979 Nov; 
or gee f the li oy 4 HL. HLA-B 
Haplotype ysis of linkage Pp A-A: - 
: Bf in Japanese. Horai S. Genet 1979 Oct 2; 
51(3):307-14 
Genetic linkage between Bf $0.7 (Bf S1) and HLA-Bw5S0. 
Ohayon E, et al. Hum Genet 1980;54(3):417-8 
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HLA-GLO ey analysis in 57 informative families. 
Hansen HE, et al. Hum Hered 1979;29(6):355-60 

An immunogenetic basis for the tissue involvement in 
Behcet's syndrome. Lehner T, et al. Immunology 1979 Aug; 
37(4):895-900 

Family studies on HLA system in children with CNS 
malformations. Pietrzyk JJ, et al. Indian J Exp Biol 1980 
Mar;18(3):278-82 

HLA system & renal diseases. Stefanova G, et al. 

Indian J Exp Biol 1980 Mar;18(3):282-4 

HLA antigens and leprosy [letter] Nocera A, et al. 
Int J Lepr 1980 Mar;48(1):69-70 

HLA-compatible paternity in two ‘fertile eunuchs’ with 
congenital hypogonadotropic hypogonadism and anosmia 
by. Kallmann syndrome). Rogol AD, et al. 

J Clin Endocrinol Metab 1980" Aug;51(2):275-9 

Linkage analysis between the major histocompatibility system 
and insulin-dependent diabetes in families with patients in 
two consecutive generations. Barbosa J, et al. 

J Clin Invest 1980 Mar;65(3):592-601 

Familial rheumatoid arthritis: linkage of HLA to disease 
susceptibility locus in four families where proband 
presented with juvenile rheumatoid arthritis. Rossen RD, 
et al. J Clin Invest 1980 Mar;65(3):629-42 (51 ref.) 

Clonal distribution of HLA-restricted antigen-reactive T 
cells in man. Hirschberg H, et al. J Exp Med 1979 Nov 
1;150(5):1271-6 

Absence of allogeneic restriction in human T-cell-mediated 
cytotoxicity to Epstein-Barr virus-infected target cells. 
Demonstration of an HLA-linked control at the effector 
level. Lipinski M, et al. J Exp Med 1979 Dec 1; 
150(6):1310-22 

Anti-tissue antibodies and immunoglobulin levels in relation 
to HLA and other markers in Icelandic families. Williamson 
N, et al. J Immunogenet 1979 Aug;6(4):223-44 

HLA-linked genes and leprosy: a family study in Karigiri, 
South India. Fine PE, et al. J Infect Dis 1979 Aug; 
140(2):152-61 

HLA Bw35 antigen and human reproduction [letter] Purpura 
M, et al. J Med Genet 1980 Apr;17(2):157-8 

Genetic segregation of multiple sclerosis and 
histocompatibility (HLA) haplotypes. Alter M, et al. 

J Neurol 1979;222(2):67-74 

HLA B27 in patients with seronegative spondarthritides. 
Malaviya AN, et al. J Rheumatol 1979 Jul-Aug;6(4):413-6 

Haplotype analysis of the linkage group HLA-A:HLA-B:C4 
in Japanese: evidence for the C4 locus being between the 
HLA-A and HLA-B loci. Horai S, et al. 

Jinrui Idengaku Zasshi 1980 Mar;25(1):9-14 

Muscle extracellular membrane immunofluorescence and 
HLA as possible markers of prediabetes. Barbosa J, et al. 
Lancet 1980 Aug 16;2(8190):330-3 

Bf and C4 markers for insulin-dependent diabetes in 
[letter] de Mouzon A, et 
2(8 156-8 157):1364 

Cross-reactivity between environmental agents and HLA-B2 
[letter] Geczy AF, et al. Lancet 1980 Jan 5;1(8158):50 

Family outbreak of rubella with encephalo thy occurring 
in sibling with maternal HLA crossover Petter) Griffiths 
P, et al. Lancet 1980 May 24;1(8178):1143 

Distorted HLA segregation or biased ye own [letter] 
Hansen HE, et al. Lancet 1980 Jan 5;1(8158):41 

HLA antigens and schizophrenia [letter] Mendlewicz J, et 
al. Lancet 1980 Apr 5;1(8171):765 

Distorted HLA segregation or biased ascertainment? [letter] 
Serjeantson S. Lancet 1980 Jan 5;1(8158):40- 

HLA segregation ratios [letter] Weitkamp LR. Lancet 1979 
Oct 6;2(8145):745 

HLA studies in Australian multiple-case families of juvenile 
onset diabetes mellitus. Serjeantson S, et al. 
Med J Aust 1980 Feb 9;1(3):107-9 

Structure of the HLA-D region. Itakura K. 
Microbiol Immunol 1979;23(11):1133-9 

No linkage between HLA and congenital adrenal hy 
due to 17-al hydroxylase deficiency [letter] 
F, et al. N ao J Med 1980 Aug 28;303(9):530 

HLA in American blacks with juvenile diabetes [letter] 
Neufeld MR, et al. N Engl J Med 1980 Jul 10;303(2):111-2 

The human "T’ genetic region of the HLA linkage group 
is a polymorphism detected on _lectin-activated 
lymphocytes. Gazit E, et al. Nature 1980 Mar 20; 
284(5753):275-7 

The heavy chain of human histocompatibility antigen 
HLA-B? contains an immunoglobulin-like region. Orr HT, 
et al. Nature 1979 Nov;282(5736):266-70 

The HLA system in human pathology. Suciu-Foca N. 
Pathobiol Annu 1979;9:81-111 (94 ref.) 

The role of the MHC antigens in the mature and immature 
host. Gatti RA, et al. Pediatrics 1979 Nov;64(5 Pt 2 
Suppl):803-13 

HLA and insulin-d ent diabetes mellitus. Nerup J, et 
al. Postgrad Med J 1979;55 Suppl 2:8-13 (33 ref.) 

Statistical 7 of HLA-disease associations. Smouse PE. 

Clin Biol Res 1979;32:545-51 

HLA markers and disease. Svejgaard A, et al. 
Prog Clin Biol Res 1979;32: 32 ~43 (42 ref.) 

HLA and Chinese HBsAg carriers. Chan SH, et al. 
Singapore Med J 1979 Jun;20(2):339-40 

HLA antigens in three normal southern Chinese dialect 
groups—-Cantonese, Hokkiens and Teochew. Chan SH, et 
al. Med J 1979 Jun;20(2):335-8 

Identification of a trans-acting function regulation HLA-DR 
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expression in a DR-negative B cell variant. Gladstone P, 
et al. Somatic Cell Genet 1980 Mar;6(2):285-98 

Histocompatibility antigens in asthma: tion and family 

studies. Turton CW, et al. Thorax Oct;34(5):670-6 

HLA-A, B, Bf three point association of 1,072 haplotypes 
in a German population. Bertrams J, 

Tissue Antigens 1979 Oct; 14(4):317-24 

eg of Bw46 and Cwl/Cw3 in Chinese. Chan SH, 
et al. Tissue Antigens 1979 Aug;14(2):179-80 

Two HLA-D and DR alleles are associated with coeliac 
disease. DeMarchi M, et al. Tissue Antigens 1979 Oct; 
14(4):309-16 
Evidence for an HLA-linked resistance gene in Buerger’s 

disease. de Moerloose P, et al. Sins ditions 1979 Aug; 
14(2):169-73 
ay uencies in a Mexican Mestizo population. 

y C, et al. Tissue Antigens 1979 Oct; 14(4):347-52 

HLA ypes and cadmium blood level. Gualde N, et 

al Theswe Audi Antigens 1979 Oct;14(4):303-8 

HLA and cancer in South African Indians. Hammond MG, 
et al. Tissue Antigens 1979 Oct;14(4):296-302 

H-2L: demonstration of four new allelic ucts and 
in of H-2D and H-2L molecules. Ivanyi D, 
et Tissue Antigens 1979 Sep;14(3):233-50 

A ‘private’ DR antigen associated with HLA-B37. Jakobsen 
BK, et al. Tissue Antigens 1979 Oct;14(4):361-4 

The HLA antigens and ABO blood groups in an American 

Black population with mitral valve pse. Kachru RB, 

et al. Antigens 1979 Sep;14(3):256-60 

Further evidence for independent segregation of the HLA 
system and a structural gene for the sixth component of 
complement (C6). Kagan E, et al. Tissue Antigens 1979 
Jul;14(1):15-21 

Theoretical considerations on HLA-associated 
illness-susceptibility = in — age my and 
psoriasis. Karvonen J, et al. Tissue Antigens 1979 Oct; 
14(4):331-5 

HLA antigens in a — family: com —— studies with 
MLC, HTC, PLT and serological H 
determinations. Marcusson J, et al. Tieooe oa 1979 
Oct; 14(4):279-95 

On the heterogeneity of B40. Schreuder I, et al. 

Tissue Antigens 1979 Jul;14(1):37-46 

HLA markers in six Lebanese religious subpopulations. Serre 
JL, et al. Tissue Antigens 1979 Sep;14(3):251-5 

Strong linkage disequilibrium between HLA-Dw2 and and 
BfS in multiple sclerosis and in the normal population. 
Stewart GJ, et al. Tissue Antigens 1979 Aug;i4(2):86-97 

Antigen PR - another allele of the HLA-B locus. van den 
Berg-Loonen EM, et al. Tissue Antigens 1979 Oct; 
14(4):343-6 

Hereditary C4 deficiency--genetic studies and linkage to 
HLA. Ballow M, et al. Transplant Proc 1979 Dec; 
11(4):1710-2 

Tests for linkage tetween genes for HLA and 
immunoglobulin heavy chains (Gm). Bias WB, et al. 
Transplant Proc 1979 Dec;11(4):1716-8 

Com n between HLA-D (LCL) and DR typing. 
Cohen-Miller B, et al. Transplant Proc 1979 Dec; 
11(4):1796-8 

Two independent HLA-B-locus specificities expressed on 
a single haplotype. Danilovs JA, et al. Transplant Proc 1979 
Dec; 1 1(4):1722-5 

Lack of DR antigens on human B-lymphocyte-mouse 
fibroblast hybrids that express HLA-A,B antigens. Glassy 
MC, et al. Transplant Proc 1979 Dec;11(4):1719-21 

HLA — in the Lumbee indians of North Carolina. Grier 
JO, et al. Transplant Proc 1979 Dec;11(4):1767-9 

CML target determinant segregating ind — of HLA 
in an old-order Amish family. Hsu SH. et 
Transplant Proc 1979 Dec; 1104): 1816-9 

The HLA genetic linkage group. Lamm LU, et al. 

Transplant Proc 1979 Dee: 114): 1692-6 (ao "ref. ) 

HLA-D and DRw determinants i in an American indigenous 
isolate. Layrisse Z, . Transplant Proc 1979 Dec; 
11(4):1788-91 

Identification of a DRw7 variant. McKeown PT, et al. 
Transplant Proc 1979 Dec;11(4):1764-6 

Genetic linkage with HLA in spinocerebellar ataxia. Noreen 
HJ, et al. Transplant Proc 1979 Dec;11(4):1729-31 

Gene frequencies and genetic linkage disequilibrium for the 
HLA-linked genes Bf, C2, Cas. C4F, 21-hydroxylase 
deficiency, and glyoxalase i. O'Neill GJ, et al. 
Transplant Proc 1979 Dec;11(4):1713-5 

Segregation in families of a new HLA-DR allele on B 
lymphocytes. Payne R, et al. Transplant Proc 1979 Dec; 
11(4):1753-6 

Immunogenicity of HLA-A,B antigens expressed by human 
melanoma-murine fibroblast cell hybrids. — MA, 
et al. Transplant Proc 1979 Dec;11(4):1706- 

In vitro primary immunization of human a blood 
lymphocytes to KLH: evidence for HLA-D-region 
restriction. Rodey GE, et al. Transplant Proc 1979 Dec; 
11(4):1858-9 

Four common HLA haplotypes and their association 2a 
diseases in the Japanese population. Sasazuki T, et al 
Transplant Proc 1979 Dec;11(4):1871-3 

Chemical demonstration of a common determinant on a 
family of HLA-B molecules—a basis for cross-reactivity 
Schwartz BD, et al. Transplant Proc 1979 Dec;11(4):1727- % 

Immunogenetic analysis of an unusual HLA region 
recombination by intrafamilial MLR, PLT, and CMC. 
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Shaw S, et al. Transplant Proc 1979 Dec;11(4):1804-8 
HLA-Antigens i A yb Romani ee Suciu-Foca N, 
et al. Proc 1979 Dec;11(4):1732-4 
Aaotielen of Dw9 with DRw2. Suciu-Foca N, et al. 
Transplant Proc 1979 Dec;11(4):1799-803 
Evidence that HLA-D is different from DR and that two 
different HLA loci code for B-cell antigens. Suciu-Foca 
N, et al. Transplant Proc 1979 Dec;11(4):1781-7 
Probable existence of four subloci in the HLA-DR (or D) 
Tsuji K, et al. 1979 Dec; 


region. 
11(4):1792-5 
HLA antigens in mali it melanoma patients. Pellegris G, 

'eb;66(1):51-8 


et al. Tumori 1980 
Polymorphism of the second component of human 
complement (C2). Observation of the rare phenotype (C2 
2 (= C2 B) and data on the localization of the C2 locus 
in the HLA region. Dewald G, et al. Vox Sang 1979; 
37(1):47-54 
Linkage relationship of C2 deficiency, HLA and glyoxalase 
I loci. Mahowald ML, et al. Vox Sang 1980;37(6):321-8 
(HLA antigens and Heberden 
Brodsky A, et al. Acta Rhumatol Belg 1979 Apr-Jun; 
3(2): 95-103 (Eng. Abstr.) 
[Study of the phenomenon of discordance of HLA-B27 
= the course of ankylosing spondylitis (author’s 
or | Huaux JP, et al. Acta Rhumatol Belg 1979 Apr-Jun; 
302); 128-43 (Eng. acta ae) 
et tissue grou! ~<t rsion] Plane C, e' 
al. Bull Soc Ophtalmol Fr 79 6-7):581-7 (Eng 
re) 


ent dis 
9 Jun-Jul; 
bstr. ) 
[HLA and liver disease] Degos F, et 
Gastroenterol Clin Biol 1980 Na Sued -4(6-7):409- 14 (Fre) 
[Segregation of HLA haplotypes in a family with infants 
having spina bifida] Kulakowski S, et al. J Genet Hum 
1979 Gct203): 205-19 (Fre) 
HL-A and cancer] Bonneterre J, et al. Lille Med 1979 Oct; 
24(8):653-7 (Eng. Abstr.) (Fre) 
[Role of the HLA system in biology and pathology] Degos 
L. Nouv Presse Med 1979 Oct 15; ;8(39):3109-11 (Fre) 
([HLA-B27 and ankylosing spondylitis in Tunisia (letter)] 
Hamza M, et al. Nouv Presse Med 1980 Apr 5;9(16):1 ‘aa 
) 


{[HL-A antigens in patients with essential arterial 
hypertension (letter)] Mercier P, et al. 
Nouv Presse Med 1979 Oct 22;8(40):3270-1 (Fre) 
— of HLA A2, A3, B12 antigens, and A2-B12 
— haplotype association, with latent herpes virus 
ection in patients with chronic renal disease (author’s 
transi)] Ruffault A, et al. Pathol Biol (Paris) 1979 May; 
27(5):293-6 (Eng. Abstr.) (Fre) 
[The role of sex-related and HLA antigen-bound genetic 
factors in myasthenia gravis] Gyédi KE, et al. 

Orv Hetil 1980 Mar 30;121(13):749-53 (Hun) 
[Immunogenetic studies on me & of liver disease --HLA 
in HBs-Ag cluster family (author’s transl)] Shingami T, 
et al. Igaku Kenkyu 1979 Sep;49(3):251-4 (Eng. Abstr.) 

(Jpn) 
[Studies on HLA-DR typing method --micro lymphocyte 
cytotoxicity test (author’s transl)] Shiwaku Y, et al. 
Igaku Kenkyu 1979 Sep;49(3):227-35 (Eng. Abstr.) (Jpn) 
[Studies on HLA in polycystic kidney family syndrome 
(author’s transl)}] Shiwaku Y, et al. Igaku Kenkyu 1979 Sep; 
4%(3):236-9 (Eng. Abstr.) (Jpn) 
[Immunogenetic studies on various ocular diseases (author’s 
transl)} Ohno S. Nippon Ganka Gakkai Zasshi 1979; 
83(10):1875-908 . Abstr.) 6 pn) 
[Symposium on major istocompatibility antigens (HLA) a 
diseases. (7) HLA-DR locus —— = juvenile-onset 
diabetes mellitus (author’s transl)] Juj 
Nippon Naika Gakkai Zasshi 1979 Now 68(11): 1441-5 
(Jpn) 
Persie on major histocompatibility antigens (HLA) and 
iseases. (2) New B-cell alloantigen loci in the HLA-D 
aoe slow tillers transl)} Katagiri M. 
iippon Naika Gakkai Zasshi "1979 Nov;68(11):1384 
(Jpn) 


[Study of HL-A antigens in endogenous psychoses] 
Morasiewicz J. Psychiatr Pol 1979 Sep-Oct; 13(5):511-7 (34 
ref.) (Pol) 

[Frequency of HL-A genes, phenotypes and haplotypes 
among Moscow residents] Tananov AT, et al. 


Probl Gematol Pereliv Krovi 1979 Oct;24(10):26-30 os 
Abstr.) us) 


IMMUNOLOGY 


Lymphocytotoxic antibodies in systemic lupus erythematosus 
patients and their relatives: reactivity with the HLA 
antigenic molecular complex. Messner RP, et al. 
Arthritis Rheum 1980 Mar;23(3):265-72 

HLA B27 negative ankylosing spondylitis—-a rare condition. 
Rudge SR, et al. Aust NZ J Med 1980 Apr;10(2):227-9 

Ankylosing spondylitis, HLA-B27 and Klebsiella. II. 
Cross-reactivity studies with human tissue typing sera. 
Avakian H, et al. Br J Exp Pathol 1980 Feb;61(1):92-6 

Ankylosing spondylitis, HLA-B27 and Klebsiella. I. 
Cross-reactivity studies with rabbit antisera. Welsh J, et 
al. Br J Exp Pathol 1980 Feb;61(1):85-91 

HLA-A, B and C and HLA-DR antigens in intrinsic and 
allergic asthma. Morris MJ, et al. Clin Allergy 1980 Mar; 
10(2):173-9 

Hereditary angio-oedema and C3 nephritic factor--HL-A 
study. Seignalet C, et al. Clin Allergy 1979 Sep;9(5):527-33 
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roliferative ae kL. cell response to herpes simplex_virus 
THeV) an neers SF ted by self HLA-D. Berle EJ Jr, 
et al. Glin ‘tovenadl 1980 Mar;39(3):668-75 
Comparative studies on the expression of Fc-receptors, Ia 
antigens, and beta 2-microglobulin following in vitro 
herpes simplex virus infection of human lymphoid cells. 
Dorval G, et al. Clin Exp Immunol 1979 Sep: 31(3):477-85 
Interactive effect of Gm allotypes and HLA-B locus antigens 
on the human antibody response to a bacterial antigen. 
itti al. Clin Exp Immunol 1980 Apr; 


mesangial glomerulonephritis. Savi 
1979 Jul;12(1):45-6 

Associstion between HLA and diseases: an overview. 
Duquesnoy RJ. Cutis 1980 Feb;25(2):120, 122, 125 — 

Studies of the HLA system and insulin-dependent diabetes 
mellitus. —— M, et al. Diabetes Care 1979 Mar-Apr; 
2(2):209 

HLA B27 oF defects in the T-cell system in Whipple’s 
disease. Feurle GE, et al. Eur J Clin Invest 1979 Oct; 
9(5):385-9 

Education of mouse lymphocytes against 
lymphoblastoid cell lines: specific recognition of 
determinants independent of serologically defined HLA 
allotypes and Epstein-Barr led anti _ Carnaud 
C, et al. Eur J Immunol 1979 Oct;9(10): 

HLA associations with autoimmune-type A active 
hepatitis: identification of B8-DRw3 haplotype by family 
studies. Mackay IR, et al. Gastroenterology 1980 Jul; 
79(1):95-8 

The role of haplo-identical bone marrow transfusion in ALG 
treated patients with severe aplastic anemia (SAA). Weber 
W, et al. Haematol Bluttransfus 1979;24:193-7 
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May;87(2):253-64 (Eng. Abstr.) 

[S- — L-homocysteine: 1. Influence on sleep] Fonlupt 

P, et al. Can J Physiol Pharmacol 1980 Feb;58(2):160-6 

(Eng. Abstr.) (Fre) 

[A new method for determination of adenosylmethionine, 
adenosyl-homocysteine and ere 
adenosylmethionine] Della Ragione F, et 
Boll Soc Ital Biol Sper 1980 Feb 15:56(3):250-6 on. 
Abstr.) 


BLOOD 


Cysteine-homocysteine mixed disulphide: differing plasma 
concentrations in normal men and women. Wilcken DE, 
et al. Clin Sci 1979 Aug;57(2):211-5 

Accumulation of sulphur-containing amino acids pt wareren 

cysteine-homocysteine in patients on maintenance 
pore, Wilcken DE, et al. Clin Sci 1980 May; 
58(5):4: 


METABOLISM 


Diseases of sulphur metabolism: implications for the 
methionine-homocysteine cycle, and vitamin 
responsiveness. Mudd Ciba Found Symp 1979; 
72:239-58 (35 ref.) 

Transsulfuration by human long term lymphoid lines. Normal 
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HOMOCYSTEINE 


hi Aafici 





cells. Sturman JA, et al. 
vs Biol Chem 1980 May 25;255(10):4763-5 
ee ea the human: the role of 
sarcosine. SH, et al. Metabolion 1980 Aug; 
29(8):707- 20 


PHARMACODYNAMICS 


Inhibition of immune cell function by adenosine: biochemical 
studies. Zimmerman TP, et al. ee ned Biel 1979: 
122B:271-6 


Potentiation by homocysteine of adenosine-stimulated 
elevation P cellular adnosine 3’,5’~ ngs 
Zimmerman TP, et al. Biochem Pharmacol 1979 Aug 1; 
28(15):2375-9 

Cerebral metabolic and circulatory changes in the rat during 
sustained seizures induced by DL-homoc Blennow 
G, et al. Brain Res 1979 Dec 21;179(1):129-46 

The actions and interactions of —_ a cemaneeee and 
DL-homoc on cat 


ysteate on spinal mo’ 
wre Engberg I, et al. J Physiol iol (Lond) 1979 Nov; 
96:96P-9 


Homocysteine-induced endothelial cell injury in vitro: a 
model for the study of vascular iajury. Wall RT, et al. 
Thromb Res 1980 hee 1-15;18(1-2):113-21 


PHYSIOLOGY 


Effect of methionine 
growth of cells. Ti 
4(6):563-70 


HOMOCYSTINE 


METABOLISM 


Enzyme studies in cystathione-beta-synthase deficiency: a 
ible effect of elevated intracellular levels of 
| mocystine in kinetic studies. Hemraj F, et al. 
J Inherited Metab Dis 1978;1(4):171-4 


HOMOCYSTINURIA 


Anaesthesia and homocystinuria [letter] Grover VK, et al. 
Anaesthesia 1979 Oct;34(9):913-4 


COMPLICATIONS 


Congenital methylmalonic aciduria—homocystinuria with 
megaloblastic anemia: observations on response to 
hydroxocobalamin and on the effect of homocysteine and 
methionine on the deoxyuridine suppression test. Carmel 
R, et al. Blood 1980 Apr;55(4):570- 

Pregnancy and thrombophlebitis in homocystinuria [letter] 
Schulman JD, et al. Blood 1980 Aug;56(2):326 

[Clinical, ocular and biological signs of homocystinuria] 
Durand L, et al. Bull Soc Ophtalmol Fr 1979 eae 

re) 

{A case of homocystinuria (author's transl)] Yoshida Y, et 
al. Rinsho Shinkeigaku 1980 Jan;20(1):1-7 (Eng. or 

(Jpn) 


lacement by homocysteine on the 
MJ. Cell Biol Int Rep 1980 Jun; 


DIAGNOSIS 


Homocystinuria due to a cystathionine beta-synthase 
deficiency: clinical manifestations and therapy. Valle D, 
et al. Johns Hopkins Med J 1980 Mar;146(3):110-7 

Symptoms, diagnostic pitfalls, and treatment of 
homocystinuria in seven adult patients. Drayer JI, et al. 
Neth J Med 1980;23(2):89-94 

[Laboratory diagnosis of anomalies of vitamin metabolism] 
Wada Y. Nippon Rinsho 1979 Jun 29;Suppl:1648-9 (Jpn) 


DRUG THERAPY 


Homocystinuria and response to pyridoxine. Agarwal MB, 
et al. Indian Pediatr 1979 Nov;16(11):1049-50 

Homocystinuria—-response to pyridoxine therapy. Ambani 
LM, et al. J Assoc Physicians India 1979 Aug;27(8):713-7 


ETIOLOGY 


Congenital defect in intracellular cobalamin metabolism 
resulting in homocysteinuria and methylmalonic aciduria. 
I. Case report and histopath< logy. Baumgartner ER, et al. 
Helv Acta 1979;34(:'):465-82 

[Homocystinuria] Verin P, et al. Bull Soc Ophtalmol Fr 1980 
Mar;80(3):3 15-9 (Fre) 


METABOLISM 


Affinity of cystathionine beta-synthase for pyridoxal 
S’-phosphate in cultured cells. A mechanism for 
i ea homocystinuria. Lipson MH, et al. 

Clin Invest 1980 Aug;66(2):188-93 

Lipid composition of brain in a patient with mental 
retardation due to encephalopathy in an infantile period 
and one due to homocystinuria. Saito S, et al. 

Jpn J Exp Med 1979 Aug;49(4):257-64 

Protein-bound homocyst(e)ine in normal subjects and in 
— with homocystinuria. Kang SS, et al. 

ediatr Res 1979 Oct;13(10):1141- 


OCCURRENCE 


h a incidence of neonatal hypermethioninaemia: 
implications for the detection of homocystinuria. Whiteman 
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CUMULATED INDEX MEDICUS 


PD, et al. Arch Dis Child 1979 Aug;54(8):593-8 


HOMOFOLIC ACID 


ANALOGS & DERIVATIVES 


Determination of 5-methyltetrahydrofolic acid in plasma and 
spinal fluid by high-performance liquid Cena, 
using on-column concentration electroc 
detection. Lankelma J, et al. J Chromatogr 1980 Apr 11; 
182(1):35-45 
Folate analogues altered in the C9--N10 bridge region. 14. 
11-Oxahomofolic acid, a potential antitumor agent. Nair 
MG, et al. J Med Chem 1980 Jan;23(1):59-65 

Folate analogues altered in the C9-N10 bridge region. 16. 
Synthesis and antifolate activity o 


of 
eas Nair MG, et al. J Med Chem 
1980 Aug;23(8):899-903 


HOMOGENTISIC ACID 


METABOLISM 
Conversion of 4-hydroxyphenylpyruvic acid into 
homogentisic acid at the thylakoid membrane of Lemna 


os Léffelhardt W, et al. FEBS Lett 1979 Aug 15; 
04(2):332-4 


HOMOGRAFT see TRANSPLANTATION, 
HOMOLOGOUS 


HOMOGRAFT, ISOGENEIC see TRANSPLANTATION, 
ISOGENEIC 


HOMOGRAFT, SYNGENEIC see TRANSPLANTATION, 
ISOGENEIC 


HOMOLOGOUS WASTING DISEASE 


see related 
GRAFT VS HOST REACTION 


IMMUNOLOGY 


Development of runting syndrome in Friend and Gross 
virus-induced doubly tolerant rats. Takeichi N, et al. 
Cancer Res 1980 Feb;40(2):448-51 

Negative selection of T cells causing lethal graft-versus—host 
disease across minor histocompatibility barriers. Role of 
the H-2 complex. Korngold R, et al. J Exp Med 1980 May 
1;151(5):1114-24 

Graft-versus-leukaemia reactivity induced by 
alloimmunisation without au tation of 
graft—versus-host reactivity. Bortin MM, et al. Nature 1979 
Oct 11;281(5731):490-1 

Bone marrow transplantation (1958-1978) : conditioning and 
graft-versus-host disease, indications in aplasias and 
leukemias. Mathe G, et al. Pathol Biol (Paris) 1979 Jun; 
27(6):337-43 


PATHOLOGY 


Chronic graft-versus-host syndrome in man. A long-term 
clinicopathologic study of 20 Seattle patients. Shulman 
HM, et al. Am J Med 1980 Aug;69(2):204-17 


PREVENTION & CONTROL 


Cyclosporin A to prevent graft-versus-host disease in man 
after allogeneic bone-marrow transplantation. Powles RL, 
et al. Lancet 1980 Feb 16;1(8164):327-9 


HOMOSERINE 
ANALYSIS 


Identification and measurement of homoserine by lige 
chromatography. Kirkman MA, et al. Anal Biochem 1980 
Jan 15;101(2):364-8 


HOMOSERINE DEHYDROGENASE see under 
ALCOHOL OXIDOREDUCTASES 


HOMOSEXUALITY 


Male rape: offenders and victims. Groth AN, et al. 
Am J Psychiatry 1980 Jul;137(7):806-10 

Male rape a noninstitutionalized assault. Kaufman A, 
et al. Am J Psychiatry 1980 Feb;137(2):221-3 

Etiologic ba wet in a case of female homosexuality. Miller 
F. Am J Psychoanal 1979 Fall;39(3):273-8 

Transference and countertransference in 
homosexuality—-changing psychoanalytic views. Kwawer 
JS. Am J Psychother 1980 Jan;34(1):72-80 

Some problems encountered in the ca treatment 
of overt male homosexuality. Socarides C 
Am J Psychother 1979 Oct;33(4):506-20 

Openness between gay persons and health professionals. 
Dardick L, et al. Ann Intern Med 1980 Jul; 53(1): 115-9 

Sexually transmitted diseases and traumatic problems in 
homosexual men. Owen WF Jr. Ann Intern Med 1980 Jun; 
92(6):805-8 (60 ref.) 

The clinical approach to the homosexual patient. Owen WF 
Jr. Ann Intern Med 1980 Jul;93(1):90-2 


1980 


Cross-species and cross-cultural contributions to 
understanding homosexual — Gadpaille WJ. 
Arch Gen Psychiatry 1980 Mar;3 > npn 

On the stability of stigmatization: the case of ex-homosexual 
males. Bobys RS, et al. Arch Sex Behav 1979 May; 


8(3):247-61 
Female-to-male a oes. a to _ lesbians: 
behavioral patterns childhood adolescent 
devel 1 Bhcherdt AA, et al Areh Sex Bebay 1979 
Nov;8(6):48 1-90 
Research on lesbianism: selected effects of time, geo; hic 
data collection technique. Hedblom JH, et 
al. Arch Sex Behav 1980 Jun;9(3):217-34 
A pair of monozygotic twins discordant for homosexuality: 
sex-di ic behavior and volume responses. 
Mi y N, et al. Arch Sex 1980 Apr;9(2):123-31 
Psyc! logy in self-identified female-to-male 
transsexuals, homosex' and heterosexuals. Strassberg 
DS, et al. Arch Sex Behav 1979 Nov;8(6):491-6 
Sibling sex ratio and male homosexuality. Suarez BK, et al. 
Arch Sex Behav 1980 Feb;9(1):1-12 
The prehomosexual male child in three societies: the United 
Guatemala, Brazil. Whitam FL. Arch Sex Behav 
1980 Apr;9(2):87-99 
— and venereal disease in the United Kingdom. 
A second study. British Co-operative Clinical Group. 
Br J Vener Dis 1980 Feb;56(1):6-11 
Campylobacter jejuni in a male homosexual [letter] Carey 
PB, et al. Br J Vener Dis 1979 Oct;55(5):380 
Proctitis and simplex virus in homosexual men. 
Goldmeier D. Br J Vener Dis 1980 Apr;56(2):111-4 
AID for lesbians [letter] Cosgrove IM. Br Med J 1979 Aug 
eg av en 
lerpetic proctitis and sacral radiculomyelopathy in 
homosexual men [letter] Goldmeier D. Br Med J 1979 Sep 
1;2(6189):549 
Herpetic proctitis and sacral radiomyelopathy—-a hazard for 
homosexual men. Samarasinghe PL, et al. Br Med J 1979 
Aug 11;2(6186):365-6 
AID for lesbians [letter] Wilson DH. Br Med J 1979 Sep 
15;2(6191):669 
Some psychodynamic aspects of transsexual, homosexual and 
transvestite patients presenting themselves to a psychiatric 
eget clinic. Sarwer-Foner GJ. 
Am Acad Psychiatry Law 1979;7(3):249-58 
Amebiasis in New York City 1958-—-1978: identification of 
the male homosexual high risk population. Pomerantz MB, 
et al. Bull NY Acad Med 1980 Mar;56(2):232-44 
Male homosexuality. Bieber I, et al. Can J Psychiatry 1979 
Aug;24(5):409-21 
infrequency of homosexuality in traditional Shona 
society. Gelfand M. Cent Afr J Med 1979 Sep;25(9):201-2 
Ego-dystonic homosexuality. Smith J. Compr Psychiatry 
1980 Mar-Apr;21(2): oy 
Treating the lesbian or gay 
Del Med J 1980 May.32(5).2 a1 7 
Cloacogenic carcinoma of the anorectum in homosexual men: 
an observation of four cases. Cooper HS, et al. 
Dis Colon Rectum 1979 Nov-Dec;22(8):557-8 
eS ke interviews of aging gay men. Kimmel DC. 
J Aging Hum Dev he a 239-48 
serologion testing for hepatitis B in male homosexuals: 
special emphasis on hepatitis B e antigen and antibody by 
radioimmunoassay. Murphy BL, et al. J Clin Microbiol 
1980 Mar;11(3):301-3 
Chronic hepatitis B infection in male homosexuals. Skinhgj 
P, et al. J Clin Pathol 1979 Aug;32(8):783-5 
Body se self-image and homosexuality. Prytula RE, et al. 
Clin Psychol 1979 Jul;35(3):567-72 
Cinssification of homosexuality [letter] Hines MT. 
J Fam Pract 1980 Apr;10(4):742 
bes no and homosexuality in adolescents. Jaffe LR, et al. 
Pediatr 1979 Dec;95(6):1-62-4 
Effects of sex role attitudes and similarity on men’s rejection 
of male homosexuals. Krulewitz JE, et al. 
J Pers Soc Psychol 1980 Jan;38(1):67-74 
Bisexuality: a sexual orientation of t diversity. Thomas 
SP. J Psychiatr Nurs 1980 Apr;18(4):19-27 
Heterosexual marriage of homosexual males: some associated 
factors. Ross MW. J Sex Marital Ther 1979 Summer; 
5(2):142-51 
Gay bowel syndrome [letter] Goldbaum J, et al. 
Med J Aust 1979 Dec 29;2(13):699 
Proctocolitis caused by concurrent amoebiasis and 
Eee infection. The ‘gay bowel syndrome’. Kang 
et al. Med J Aust 1979 Nov 3;2(9):496-7 
Sexual transmission of titis A in homosexual men [letter] 
Bolan RK. N Engl J Med 1980 Jul 31;303(5):282-3 
Sexual transmission of hepatitis A in homosexual men: 
incidence and mechanism. Corey L, et al. 
N Engl J Med 1980 Feb 21;302(8):435-8 
Medical aspects of homosexuality [letter] Degen K. 
N Engl J Med 1980 Jul 3;303(1):51 
Medical aspects of homosexuality [editorial] Dritz SK. 
N Engl J Med 1980 Feb 21;302(8):463-4 
Medical aspects of homosexuality [letter] McGhee RD, et 
al. N Engl J Med 1980 Jul 3;303(1):50-1 
Correlates and accompaniments of promiscuous sex among 
roy — Goode E, et al. Psychiatry 1980 Feb; 
43(1):51-' 
Becoming homosexual: a model of gay identity acquisition. 
Troiden RR. Psychiatry 1979 Nov;42(4):362-73 


t. Whyte J, et al. 





Sexual assault in a ar to Psychol Rep 1979 


aly a Pt BL aid 
Lesbian and tional mothers’ to adult 
to child behavior and aa Pe ie > oe BM, et al. 
Psychol 1979 Jun; 
ad the sexual preferences of men. Jaffee 
rinology 1980 Jan;5(1):33-8 
Isolation of Neisseria meningitidis — pe ital specimens 
from homosexual men. Carlson B 
Sex Transm Dis 1980 Apr-Jun; 10).1-3 
Sexually transmitted diseases in gay men: an imsider’s view 
William DC. Sex Transm Dis 1979 Oct Hee <ec;6(4):278-80 
Intensive screening for gonorrhea, syphiiis, and hepatitis B 
in a gay bathhouse does not lower the prevalence infection. 
wolf EC. et al. Sex Transm Dis 1980. Apr-Jun; Mays 49-52 
Etiology of homosexuality. Headings VE. South Med J 1980 
Aug;73(8):1024-7, 1030 
Acute urinary retention in young homosexuals. Godec CJ. 
Urology 1979 Dec;14(6):581 
[No imprinting for homosexuality in victims of homosexual 
sa) Krahn W, et al. Beitr Gerichtl Med 1979;37:253-5 
(Eng. Abate) (Ger) 
[Sexual transmission of titis B virus] Catterall RD. 
Z Hautkr 1979 Dec 1;54(23):1027-31 (Ger) 
[Syphilis in homosexual men treated at the Dermatological 
Giinic of the Cracow Medical Academy during the years 
1967-1978] Mayer J, et al. Przegl Dermatol 1980 Mar-Apr; 
67(2):193-8 (Eng. Abstr.) (Pol) 


HOMOSEXUALITY, FEMALE see under 
HOMOSEXUALITY 


HOMOSTEROIDS 


PHARMACODYNAMICS 


Steroids with modified ring A or B: screening for potential 
antiandrogenic and synandrogenic activity. Starka L, et 
al. J Steroid Biochem 1980 Apr;13(4):455-60 





HOMOVANILLIC ACID see under PHENYLACETATES 


HOMOZYGOTE 


The physiological equivalent of the major gene locus of 
general intelligence: discrete interindividual difference in 
central processing time of information. Weiss V. 

Acta Biol Med 1979;38(1):K1-K4 

Homozygous hemoglobin E mimics beta-thalassemia minor 
without anemia or hemolysis: hematologic, functional, and 
biosynthetic studies of first North American cases. 
Fairbanks VF, et al. Am J Hematol 1980;8(1):109-21 

A comparison of the homozygous states for G gamma and 
G gamma A gamma delta beta thalassaemia. Amin AB, 
et al. Br J Hsematol 1979 Dec;43(4):537-48 

Rheological properties of erythrocytes in heterozygous and 
homozygous beta thalassaemia. Tillmann W, et al. 

Br J Haematol 1979 Nov;43(3):401-11 

An alternative method for isolating homozygotes of 
autosomal translocations in the mosquito Culex tarsalis. 
McDonald PT, et al. Can J Genet Cytol 1978 Dec; 
20(4):581-8 

Allotype suppression in the chicken. I. Generation of chronic 
suppression in heterozygous but not in homozygous 
chickens. Ratcliffe MJ, et al. Eur J Immunol 1979 Nov; 
9(11):847-52 

Analysis of the albino-locus region of the mouse. III. Time 
of death of prenatal lethals. Russell LB, et al. Genetics 1979 
May;92(1):205-13 

Serum levels of alpha-l-antitrypsin in individuals with 
different Pi M subtypes. Beckman G, et al. Hum Hered 
1980;30(2):81-3 

Dermatoglyphic traits in an Amish-Mennonite population 
in Ontario. Tutton DA, et al. Hum Hered 1980;30(5):265-70 

Inbreeding depression and IQ. Kamin LJ. Psychol Bull 1980 
May;87(3):469-78 

(Heterogeneity in the synthesis of globin protein chains in 
homozygous (major) beta-thalassemia] Limborskaia SA, et 
al. Probl Gematol Pereliv Krovi 1979 Nov;24(11):28-32 
(Eng. Abstr.) (Rus) 


HONEY 


The use of honey in the treatment of infected wounds. Armon 
PJ. Trop Doct 1980 Apr;10(2):91 
Honey, infant botulism and the sudden infant death 
syndrome. Arnon SS. West J Med 1980 Jan;132(1):58-9 
[Role of mildew and mildewed honey in summer-fall 
mortality in bee hives] Shabanov M, et al. 
Vet Med Nauki 1979;16(10):88-95 (Eng. Abstr.) (Bul) 
——— and } ww J treatment of chronic tonsillitis] Kachnyi 
po _— ‘orinolaringol 1980 Mar-Apr;(2):19-21 Eng. 
tr. 


(Rus) 
ANALYSIS 


Sensitive thin layer chromatographic detection of high 
eee ce corn sirup and other adulterants in honey. Kushnir 
I. J Assoc Off Anal Chem 1979 Jul;62(4):917-20 

Methods for determinging carbohydrates, 
hydroxymethylfurfural, and proline in honey: collaborative 
study. White JW Jr. J Assoc Off Anal Chem 1979 May; 
62(3): 515-26 


CUMULATED INDEX MEDICUS 


Spectrophotometric method for hydroxymethylfurfural in 
honey. White JW Jr. J Assoc Off Anal Chem 1979 May; 
62(3):509-14 

Charcoal column/thin layer chromatographic method for 
high fructose corn sirup and spectrophotometric method 
for hydroxymethylfurfural i in honey: collaborative studies. 
White JW Jr, et al. J Assoc Off Anal Chem 1979 Jul; 
62(4):921-7 

Hydroxymethylfurfural and honey adulteration. White JW 

et al. J Assoc Off Anal Chem 1980 Jan;63(1):7-10 © 

Detection of honey adulteration by carbohydrage analysi 
White JW Jr. J Assoc Off Anal 1980 Jan6X(1):11- ‘8 

[Quantitative thin layer chromatographic determination of 
toxaphene in honey--a contribution on residue analysis] 


Thielemann H. Z Gesamte Hyg 1979 Jul;25(7):556-7 
( 


HONG KONG INFLUENZA see INFLUENZA, ASIAN 
HONG KONG VIRUS see ORTHOMYXOVIRUS TYPE 
A, HUMAN 


HOOF AND CLAW 


[An investigation into the use of rubber shoe blocks to avoid 
undue pressure on the feet of cattle (author’s transl)] van 
Amerongen JJ. Tijdschr Diergeneeskd 1980 May 15; 
105(10):403-7 (Eng. Abstr.) (Dut) 
requency and type of hoof lesions depending on varios 
factors] Martig J, et al. Schweiz Arch 1979 Nov; 
121(11):577-91 (Eng. Abstr.) Ger) 

[Hoof diseases and their effect on the productivity of stud 
bulls] Zakharov VI. Veterinariia 1979 Ste ged 

(Rus) 


ABNORMALITIES 
[A peculiar case of peromelia in a calf] Weber W. 
Schweiz Arch Tierheilkd 1980 Apr;122(4):227-8 
ANATOMY & HISTOLOGY 
[Morphology and growth of the pig claw. Principles for 
selection of stable fooring and claw pathology] Geyer H. 
Schweiz Arch Arch Tierheilkd 1979 Jun;121(6):275-93 (Eng. 
Abstr.) (Ger) 
INJURIES 
Spontaneous fracture of the navicular bone in the horse 
Arnbjerg J. Nord Vet Med 1979 Oct;31(10):429-35 
PATHOLOGY 


A possible case of osteodyst — fibrosa cystica in a horse. 
Menard L, et al. Can Vet J 1979 Sep;20(9):242-3 


(Ger) 


SURGERY 


Bandaging technic for declawing: a photo essay. Horton ML. 
Mod Vet Pract 1980 May;61(5):427-9 

A technique of onychectomy for exotic felidae. Peddie JF. 
VM SAC 1979 Sep;74(9):1347-51 

[Podotrochlosis—-complications following neurectomy of the 
rami palmares] Schebitz H, et al. 
Berl Muench Tieraerztl Wochenschr 1979 Aug 1; 

92(15):289-93 (Eng. Abstr.) (Ger) 

[Intravenous regional anesthesia at the V. digitalis dorsalis 
communis III; an useful means of producing analgesia for 
surgical operations in the fore-feet in cattle (author’s 
transl)] Fehlings K. DTW 1980 Jan 5;87(1):4-7 (Eng. 
Abstr.) (Ger) 


HOOKWORM INFECTIONS 


Hookworm infection in man. Miller TA. Adv Parasitol 1979; 
17:315-84 (389 ref.) 


BLOOD 


[Blood picture of rats infected by various doses of invasive 
larvae of Nippostrongylus brasiliensis (Travassos)] Biczycki 
M, et al. Wiad Parazytol 1979;25(4):399-407 (Eng. Abstr.) 


(Pol) 
COMPLICATIONS 


The treatment of severe hookworm anaemia by a sustained 
slow-release ferrous sulphate preparation, Plexafer. Kiire 
CF, et al. East Afr Med J 1980 Mar;57(3):218-22 

Immunologically mediated intestinal mastocytosis in 
Nippostrongylus brasiliensis-infected rats. Befus AD, et al. 
Immunology 1979 Sep;38(1):95-101 

The relationship between anaemia and hookworm infection. 
Areekul S. J Med Assoc Thai 1979 Jul;62(7):379-82 

Clinical manifestations of eosinophilic memingitis due to 
Angiostrongylus cantonensis. Kuberski T, et al. 
Neurology (Ny) 1979 Dec;29(12):1566-70 

Immunologically mediated, non-specific interactions 
between the intestinal phases of Trichinella spiralis and 
Nippostrongylus brasiliensis in the mouse. Kennedy MW. 
Parasitology 1980 Feb;80(1):61-72 


DRUG THERAPY 


by made nematocide. Liu Yingming. 
Med J [Engl] 1979 Sep;92(9):628-34 


HOOKWORM INFECTIONS 


Ainh. 4 
~Gipnen: 


4-nitro-4’ hi 
in hookworm infestation 
J Trop Med Hyg 1979 Jun;8 


ENZYMOLOGY 
The phospholipase B content of the intestines of rats infected 


with varied larvae doses of ay paetion us brasiliensis 
Govern AJ. Int J Parasitol 1979 Jun;9(3):193-8 


IMMUNOLOGY 


Phosphorylcholine antigens from Nippostrongylus 
brasiliensis. I1.—-Isolation and partial characterization ¥ 
phosphorylcholine antigens from adult worm. Péry P. 
al. Ann Immunol (Paris) 1979 Nov-Dec;130(6): 889-900" 

Phosphorylcholine antigens from Ni gylus 
brasiliensis. I.—Anti-phosphorylc antibodies in 
infected rats and loosen of p horicholin — 

Immunol 1979 No 


The nature of the thymus dependency of mucosal mast cells. 

3 An adaptive response to reas with 
Nippostrongylus brasiliensis. Mayrhofer 
Immunol 1979 Oct;47(2):304-11 

The nature of the thymus dependency of mucosal mast cells. 
II. The effect of thymectomy and of depleting recirculating 
lymphocytes on the response to Ni lus 
brasilliensis. Mayrhofer G. Cell 1979 Oct; 
47(2):312-22 

Activation of complement, the induction of antibodies to the 
surface of nematodes and the effect of these factors and 
cells on worm survival in vitro. Mackenzie CD, et al. 
Eur J Immunol 1980 Aug;10(8):594-601 

Serum and intestinal immunoglobulins in hookworm 
infestation—a preliminary report. Oswal S, et al. 
Indian J Med Res 1979 Sep;70:407-11 

The phospholipase B content of the intestines of sensitized 
rats challenged with varied larvae doses of 
Nippostrongylus brasiliensis. Goven AJ. Int J Parasitol 
1979 Aug;9(4):345-9 

Studies on the involvement of prostaglandins and their 
precursors in the rejection of Nippostrongylus brasiliensis 
from the rat. Kassai T, et al. Int J Parasitol 1980 Apr; 
10(2):115-20 

Immunity against Trichostrongylus colubriformis infection 
in guinea-pi and sheep: some comparison with 
Nippostrongylus brasiliensis infections in the rat. Rothwell 
TL, et al. Int J Parasitol 1980 Feb;10(1):43-9 

IgE-B cell generating factor from lymph node cells of rats 
infected with Nippostrongylus brasiliensis. III. Regulation 
of factor formation by anti-immunoglobuli 
et al. J Immunol 1980 Feb; 124(2):527-32 

Parasite-induced ‘nonspecific’ IgE does not protect against 
allergic reactions. Jarrett E, et al. Nature 1980 Jan 17; 
283(5744):302-4 


METABOLISM 


Intestinal uptake of macromolecules. VI. Uptake of protein 
antigen in vivo in normal rats and in rats infected with 
Nippostrongylus brasiliensis or subjected to mild systemic 
anaphylaxis. Bloch KJ, et al. Gastroenterology 1979 Nov; 
77(5):1039-44 

Intestinal permeability in rats infected by Nippostron; 
brasiliensis. Cobden I, et al. Gut 1979 Aug;20(8):71 


OCCURRENCE 


Age variation in prevalence of itic diseases in rural 
communities. Wenlock RW. Med J Zambia 1978 Feb-Mar; 
12(1):13-6 

Intestinal parasitoses in eight Liberian settlements: 
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Placental luteinizing hormone-releasing factor and_ its 
synthesis. Khodr GS, et al. 1980 Jan 18; 
207(4428):315- 7 


ADMINISTRATION & DOSAGE 


[A study on the side effect of longstanding steroid therapy: 
lessening of the side effects by giving steroid on consecutive 
three or four days a week (author’s transl)] Miura K, et 


HORMONES, SYNTHETIC 


al. Horumon To Rinsho 1979 Oct;27(10): 1141-57 (Jpn) 
[Changes of various hormones in successive administration 
of tartrate (TRH-T) (author’s transl)] Miyoshi M, 
et al. Horumon To Rinsho 1979 Sep;27(9):1055-62 (Jpn) 


ANALYSIS 


[The high pressure liquid erry und of corticoids. II. 
Analysis of synthetic Rien Nal blood and urine (author's 
transl)] Saito Z, et al. Nippon Naibunpi Gakkai Zasshi 1979 
Oct 20;55(10):1296-306 (Eng. Abstr.) 


CHEMICAL SYNTHESIS 


Peptide-hormone analogues [editorial] Niall HD, et al. 
N Engl J Med 1979 Oct 25;301(17):940-1 


DIAGNOSTIC USE 


[ACTH loading test] Yoshida H. Nippon Rinsho 1979 Jun 
29;Suppl:2571-2 (Jpn) 


IMMUNOLOGY 


[Danger of corticosteroid treatment without antitubercular 
drug protection in children in contact with ns with 
tuberculosis] Krukowska H, et al. Pediatr 1979 Jul; 
54(7):723-31 (Eng. Abstr.) (Pol) 


METABOLISM 


Tissue deposition and metabolism of 125I-labeled synthetic 
amino-terminal Jane hormone bPTH(1I-34). 
Schneider N, et al. Calcif Tissue Int 1980;30(2):147-50 


PHARMACODYNAMICS 


Modification of the effect of a gonadoliberin analog on 
7,12-dimethylbenz(a)anthracene-induced rat mammary 
tumors by hormone replacement. Rose DP, et al. 
Cancer Res 1979 Oct;39(10):3968-70 
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Reproductive problems in mares. Mod Vet Pract 1979 Jul; 
60(7):584-7 

Short topics presented at the IVMA meeting, Las Vegas, 
March 1979. Mod Vet Pract 1979 Jul;60(7):548-51 

Equine reproductive problems. Mod Vet Pract 1980 Jan; 
61(1):83-7 

Causes of insurance claims paid. Greenhall JE. 
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Mod Vet Pract 1979 Nov;60(11):939-10 

A case of equine hydrocephalus. Carbery JT. NZ Vet J 1979 
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Tijdschr 1979 Oct 15; "104(20):suppl 4:189-94 
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et al. Cornell Vet 1979 Oct;69(4):364-74 

Enteroliths in horses—a retrospective study of 30 cases. Blue 
MG. Equine Vet J 1979 Apr;11(2):76-84 

Infectious necrotic titis (black disease) in a horse. Gay 
CC, et al. Equine Vet J 1980 Jan;12(1):26-7 

Virus and its relationship to the ‘poor performance’ 
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Sound spectography in the diagnosis of equine respiratory 
disorders: a preliminary report. Barnes GR, et al. 

NZ Vet J 1979 Jul;27(7):145-6 

A_ comparison of the complement fixation and 
immunofluorescent antibody tests in a survey of the 
prevalence of Babesia equi and Babesia caballi in horses 
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. Arch Phys Med Rehabil 1980 Mar;61(3):148 
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Massive cutaneous hyalinosis. A newly recognized disease. 
Niemi KM, et al. Arch 1980 May; 116(5):580-3 

Further observations on cytoplasmic hyaline in the lung. 
Warnock ML, et al. Hum Pathol 1980 Jan;11(1):59-65 

[Light microscopic findings on globular hyalin bodies in the 
human liver and its electron microscopic equivalents 
(author’s transl)] Cossel L. Allg Pathol 1979; 
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ANALYSIS 

Immunochemical comparison of histidine-rich protein in 
keratohyalin granules and cornified cells. Murozuka T, et 
al. Biochim Biophys Acta 1979 Aug 28;579(2):334-45 

Pericentral tic fibrosis and intracellular hyalin in diabetes 
mellitus. Falchuk KR, et al. 1980 Mar; 
78(3):535-41 

Mallory’s hyaline in cirrhosis of the liver in adults. Ghosh 
RN, et al. J Indian Med Assoc 1979 Jul 16;73(2):29-31 
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Focal nodular h 
bodies and cyto! 
Oct;44(4):1 3o-6 
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human liver and its electron microscopic equivalents 
(author’s transl)] Cossel L. Zentralbl Allg Pathol 1979; 
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ENZYMOLOGY 


Histoenzymologic —_. ¢ hyalocytes in tissue culture. 
al. 


Francois J, et J Ophthalmol 1979 Sep;88(3 Pt 
1):396-401 


rplasia of the liver with alcoholic —_ 
jogic atypia. Wetzel WJ, et al. Cancer 1979 


IMMUNOLOGY 


Immunochemical studies on alcoholic hyalin. Matsumoto K, 
et al. Gastroenterol Jpn 1979 Dec;14(6):573-83 


METABOLISM 


Sea urchin egg hyaline layer: evidence for the localization 
of hyalin on the unfertilized e + oo McBlaine PJ, et 
al. Dev Biol 1980 Mar;75(1):137. 

An unusual degenerative disorder Py neurons associated with 
a novel intranuclear hyaline inclusion (neuronal 
intranuclear hyaline inclusion disease). A 
clinicopathological study of a case. Sung JH, et al. 
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J Neuropathol Exp Neurol 1980 Mar;39(2):107-30 
TRANSPLANTATION 


Transplantation of hyaloc plans vitrectomy. 
Mod Proka Ont Ophthalmol 1979;20:164-8 
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Transcutaneous blood gas analysis by spectrometry and 
chro y Delpy DT, et al. B Birth Defects 1979, 
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Transient hyperammonemia in an early preterm infant. Le 
Guennec JC, et al. J Pediatr 1980 pA Pt 1):470-2 
Effects of oxygen and constant positive pressure breathing 
on aADCO2 in hyaline membrane disease. Hansen 
et al. Pediatr Res 1979 Oct;13(i6):i 167-71 
[Serotonin level and thrombocyte number in premature 
newborn infants with fatal hyaline membrane disease] T6th 
G, et al. Acta Paediatr Acad Sci Hung itpatiess “4 
[The antiprotease alpha-1-antitrypsin, 
alpha-2-macroglobulin and ee E in newborns 
with hyaline membrane (author’s transl)] G: i C, et 
al. Ann Sclavo 1978 Nov-Dec;20(6):881-5 ig. 


COMPLICATIONS 


Lobar emphysema complicating hyaline membrane disease. 
Mitchell JK, et al. Aust Paediatr J 1980 Mar;16(1):67-9 

Usefulness of tolazoline in severe hypoxemia and acidosis 
complicating hyaline membrane disease: report of case. 
Brooks G, et al. JAOA 1979 Sep;79(1):87-8 

A case report of hyaline membrane disease with rare 
complications. Erdem G, et al. Turk J Pediatr 1978 
Jan_Apr.20(1- 2):51-7 

[Systematised interstitial emphysema in neonatal respiratory 
distress. Four cases (author’s transl)}] Lequien P, et al. 


Nouv Presse Med 1979 Dec 3;8(47):3885-7 (Eng. Abstr) 
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DIAGNOSIS 


Lamellar body phospholipid content of amniotic fluid and 
L/S ratio compared in assessing fetal lung maturity. 
Duck-Chong CG, et al. Clin Chem 1980 May;26(6):766-9 

Gastric aspirate shake test as a predictor of hyaline membrane 
disease. Arya LS, et al. Indian J Med Res 1979 Sep; 
70:444-8 

Shake test of gastric aspirates: False-negative results due to 
surfactant binding. Klimek EM, et al. JAOA 1980 May; 
79(9):577-9 

Evaluation of the FELMA microviscosimeter in predicting 
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[Comparative study of the aig oe hy os myelin ratio and 
the foam stability test for aren yaline membrane 

lisease] Lacroix J, et al. led Can 1979 Dec; 
108(12):1481-6 (Eng. Abstr.) (Fre) 

[Anatomo-clinical aspects of the respiratory insufficiency 
syndrome caused by hyaline membrane in the newborn 
infant] Medesan F, et al. 
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29(1):59-70 (Rum) 


DRUG THERAPY 


Early use of sodium nitroprusside in respiratory distress 
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54(10):808 

On replacing the surfactant. Avery ME. Pediatrics 1980 Jun; 
65(6):1176-7 


ETIOLOGY 


eo. of hyaline membrane disease. Wigglesworth JS. 
Arch Dis Child 1979 Nov;54(11):835-/ 

The association between idiopathic spontaneous preterm 
delivery, an infected intra-uterine environment and hyaline 
membrane disease. Rush RW, et al. S Afr Med J 1980 May 
31;57(22):918-20 

[Studies into aetiology of hyaline membrane disease (author’s 
transl)} Nagy G, et Zentralbl Gynaekol 1979; 
101(14):884-92 (Eng. Abstr.) (Ger) 

[Etiology of hyalin membrane disease in the premature infant] 
Sebdk J. Orv Hetil 1979 Dec 16;120(50):3037-40 (Hun) 


FAMILIAL & GENETIC 
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¢ We iie0-4 Nickerson BG, et al. Pediatrics 1980 Jun; 
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METABOLISM 
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oma Gilder H, et al. N Engl J Med 1980 Mar 20; 
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MORTALITY 


[Perinatal mortality in perinatal intensive care centers r)] 
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PHYSIOPATHOLOGY 


Central nervous system maturation in the stressed premature. 
Holmes GL, et al. Ann Neurol 1979 Dec;6(6):518-22 
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Heterogeneity of ay mechanisms in hyaline 
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Mead Johnson Symp w= boy Dev Med 1978;(14):53-8 


PREVENTION & CONTROL 
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through pernatal treatment with AF cee Di Meglio 
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Jaundice ery infants with hypoxia of various severity. 
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Hyaline membrane disease. Comparison of continuous 
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Hyaluronic acid vitreous substitute. A six-year clinical 
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proteoglycans with hyaluronate oligosaccharide fractions. 
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binding bead hyaluronic ey Te 
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A human liposarcoma cell line producing hyaluronic acid. 
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Effect of oxygen-derived free radicals on hyaluronic acid. 
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Free radical depolymerization of hyaluronic acid. Influence 
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Hyaluronate-cell interaction. Effects of exogenous 
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Influence of encapsulation on phagocytosis of Pasteurella 
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Hyaluronidase as an adjunct in an age ereny | mixture for 
moose. Haigh JC. J Am Vet Med Assoc 1979 Nov 1; 
175(9):916- 
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Inhibition of Wydase by human serum [letter] Salkie ML. 
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[Status of the hyaluronic 
acid-hyaluronidase-antihyaluronidase enzyme system in 
intrauterine fetal hypotrophy] Bolkhovitinova SS. 
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Hyaluronidase production by type B Pasteurella multocida 
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Serotypes of group B streptococci and their relation to 
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acid-hyaluronidase-antihyaluronidase enzyme system in 
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Heparin-sepharose affinity chromatography for purification 
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a and _artial characterization of hyaluronate lyase 
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Hyaluronidase activity in human premolar and third molar 
dental sacs. Alexander SA, et al. Arch Oral Biol 1980; 
25(3):207-9 

Effect of ionic strength and serum on the activity profile 
of bovine testicular hyaluronidase [proceedings] Gacesa P, 
et al. Biochem Soc Trans 1979 Dec;7(6):1287-9 

Stimulation of bull sperm hyaluronidase by polycations. Doak 
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mucopolysaccharidosis VI. Evidence for the absence of 
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Degradation of fetal rat cartilage in organ culture: effect of 
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Streptomyces hyaluronidase. Caputo CB, et al. 
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The effect of contaminant proteases in 
hyaluronidase preparations on 
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of chick embryo skin- and muscle-derived fibroblasts. 
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radioresistant rat-mouse hybrid cell line. Robertson JB, et 
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Generation of hybridomas ,, murine — 
antibodies of anti-DNP specificity har Z, et al 
J Immunol 1980 Feb;124(2):775-80 
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Differential staining and segregation of parental 
chromosomes in mouse-rabbit hybridomas. Medrano L, et 
al. Cell Biol Int Rep 1979 ;3(6):503-14 

High rate of sister chromatid exchanges of Bloom’s syndrome 
chromosomes is corrected in rodent human somatic cell 
hybrids. Alhadeff B, et al. Cytogenet Cell Genet 1980; 
27(1):8-23 

Human chromosome 11 affects the expression of fibronectin 
fibers in human x mouse cell hybrids. Eun CK, et al. 
Cytogenet Cell Genet 1980;27(1):57-65 

Regional mapping of the gene for human UDPGal 
4-epimerase on chromosome | in mouse-human hybrids. 
Lin MS, et al. Cell Genet 1979;24(4): 217 23 

Cytogenetic characteristics of 26 polyethylene 

lycol-induced human-hamster hybrid cell lines. Wang 
S, et al. Cell Genet 1979, ;24(4):233-44 

Arabidobrassica‘: Evidence for intergeneric somatic hybrid 

nature from electron microscopic morphometry of 


ific somatic cell hybrid 
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Nagl W, et al. Eur J Cell Biol 1980 Jun; 


chromatin. 
eer 227-8 
Time of su of human rRNA genes in mouse-human 
Tayense Dev VG, et al. Exp Cell Res 1979 Oct 1; 
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chromosomes. I. Indirectly-induced chromosome loss from 
somatic cell hybrids. Graves JA. Exp Cell Res 1980 Feb; 
125(02):483-6 
Extension of branching processes from hybrids of brain and 
Chinese Kao al. 


hamster o' Ovary , 
Exp Cell -; 1979 Aug;122(1):83-91 ; =a 
Segregation of rat chromosomes in somatic cell hybi 
between rat cells and HT 1080 human fibrosarcoma ceils. 
D’Ancona GG, et al. Hum Genet 1979;53(1):17-21 
Analysis of sister-chromatid exchanges and tumorigenicity 
a Jonasson J, et al. J Cell Sci 1980 Apr; 
42:117- 
ney ons between oocytes and blastomeres 
and the bank vole. Balakier H. 
J Exp Zool 79. Aug;209(2):323-9 
repeat in somatic hybrids. Sperling L, et 
al. Proc Natl J Acad Sci USA 1980 Ay "TH(5).2716-20 
Hybrid mammalian cells assemble hybrid ribosomes. 
Wej PJ, et al. Proc Natl Acad Sci USA 1979 Nov; 
76(11):5554-8 
Necessity for two human 9 for human chorionic 
uction human-mouse hybrids. 
ME, et al. Somatic Cell Genet 1979 Sep; 
ee 597-613 
analysis of transgenome integration. 
"eek ge al. Somatic Cell Genet 1979 Nov; 
5(6):1061-77 
Marsupial—mouse cell hybrids containing fi 
marsupial X chromosome. Graves JA, et 
Somatic Cell Genet 1979 Jul;5(4):481-9 
Transfer of the herpes simplex thymidine kinase gene from 
human cells to mouse cells by means of metaphase 
chromosomes. Sabourin DJ, et al. Somatic Cell Genet 1979 
Mar;5(2):159-74 
Genetic analysis of tumorigenesis: 
reduction and marker 
Chinese hamster cell h er R, et 
Somatic Cell Genet 1979 Jul;5(4):491-502 


HYBRID VIGOR see under HYBRIDIZATION 


HYBRIDIZATION 


ay omg ny and heat tolerance in 
Acta Anat oy 1979; 105(1): 75-7 
Development of Ascidia ‘malaca ‘aged’ eggs fertilized with 
Ciona intestinalis sperm. Ortolani G, et al. 
Acta Embryol Exp Palermo) 1979;(1): 101-15 
Andromerogones hybrids from ‘aged’ eggs of Ascidia malaca 
(female) fertilized with Ciona intestinalis sperm. Ortolani 
G, et al. Acta Embryol Exp (Palermo) 1979;(3):393-9 
Genetic control of natural cytotoxicity and hybrid resistance. 
Clark EBA, et al. Adv Cancer Res 1980;31: 207-85 (244 ref.) 
Exchange of +o dimers of hemoglobin Porto — 
[beta 9(A6) SER leads to CYS)] and normal hemogl 
in the formation of the disulfide polymer. Tondo CV, et 
al. An Acad Bras Cienc 1979 Dec;51(4):757-64 
Histological observation of some of the endocrine glands in 
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to the hypophysis. Chiba A, et al. Arch Jpn 1979 
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Comparison of some Shigella flexneri (Escherichia coli) 
hybrids in cross ery and agglutinin absorption 
tests. Lachowicz TM, et al. 
Arch Immunol Ther Exp (Warsz) 1979; ;27(5):693-9 
Biochemical markers in a _ species endangered by 
introgression: the red wolf. Ferrell RE, et al. 
Biochem Genet 1980 Feb;18(1-2):39-49 
Molecular basis of hemoglobin-H disease in the 
Mediterranean population. Kan YW, et al. Blood 1979 Dec; 
54(6):1434-8 
Genetic studies of daily variations of first-step enzymes of 
monoamines metabolism in the brain of inbred strains of 
mice and hybrids. I. Daily variations of tryptophan 
hydroxylase activity in the nuclei he dorsalis, he 
centralis and in the striatum. Natali JP, et al. Brain 
1980 Jun 2;191(1):191-203 
ic studies of daily variations of first-step enzymes of 
monoamines metabolism in the brain of inbred strains of 
mice and hybrids. II. Daily variations of tyrosine 
hydroxylase activity in the locus coeruleus. Natali JP, et 
al. Brain Res 1980 Jun 2;191(1):205-13 
Comparison of blood characteristics in plains bison, wood 
bison, and their hybrids. Peden DG, et al. Can J Zool 1979 
Sep;57(9):1778-84 
Expermental hybridization within the genus Triturus 
rodela: Salamandridae). II]. Evidence for crossing-over, 
true chiasmata and chomosomal homologies in the 
spermatogenesis of F1 species hybrids, T. cristatus carnifex 
female X T. marmoratus male. Mancino G, et al. 
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Experimental gynogenesis provides evidence of 
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complex. Graf JD, et al. Experientia 1979 Dec 15; 
35(12):1574-6 
X-chromosomal heterosis 
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ete et al. Genet Res 1979 peel gag 
Hybrid dysgenesis in Drosophila biology 
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Breed and heterosis effects of American Zebu cattle. Franke 
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Pre ng and for maternal effects of 
beef x beef and beef x dairy crosses. Knapp BW, et al. 
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Hybridization and mating behavior in aegypti 
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Characterization of a fused protein specified by the 
adenovirus type 2-simian virus 40 hybrid Ad2+ND1 dp2. 
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Schistosoma incognitum in cnpetinaity a ected rodents. 
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Southeast Asian J Trop Med Public Health 1979 Mar; 
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lastic-1 3 h cell lines] 
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Sep-Oct;33(5): M6577 (53 ref.) (Eng. Abstr.) (Pol) 
[Reserve carbohydrates in hybrid yeast cells] Kosikov KV, 
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iCompesstive characteristics of the protein composition of 
the liver of heterosis hybrid chick embryos] Sorkina DA, 
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DRUG EFFECTS 
Polyethylene glycol-induced fusion of L-forms of 
Staphylococcus aureus. Hirachi Y, et al. Biken J 1979 Mar; 
22(1):25-9 
[Effect of antimacrophage serum on the graft vs. host 
reaction in F1 hybrid mice] Kenarova B. 
Eksp Med Morfol 1979;18(4):216-9 (Eng. Abstr.) (Bul) 
HYCANTHONE see under THIOXANTHENES 


HYDANTOINS 


Separation of amino acid phenylthiohydantoins by 
high-performance liquid re ig on rey 
Tent _— E, et al. Anal Biochem 1 Feb; 
102(1):1 

Kinetics of Ry tp eee of histidine hydantoin. 
Lennette E al. Biochemistry 1979 Sep 4; "18(18): 3933-8 

Methylthtohydantotn amino acids: : chromatographic 
separation and comparison to yithiohydantoin amino 
acids. Horn MJ, et al. J diouaduae 1979 Nov 28; 
180(1):111-8 

Evaluation of certain Pharmaceuticals with 
dibre Part 2: Determination of 
analgesics. Walash MI, et al. Pharmazie 1979 Apr; 
34(4):234-6 

[The separation of the 4-[4-(dimethylamino) 
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Hoppe Z Physiol 7; ny 1979 Nov;360(11):1673-5 
(Eng. Abstr.) (Ger) 


ADVERSE EFFECTS 


Immunodeficiency in epilepsy: a new view. Fontana A, et 
al. J Neurol 1979 Jan 5;220(4):297-301 

[Sperm analysis of patients after long term use of hydantoin] 
Schramm P, et al. Andrologia 1980 Jan-Feb;12(1):97-101 
(Eng. Abstr.) (Ger) 

[Neuroblastoma in a child with hydantoinic syndrome] 
Delgado A, et al. An Esp Pediatr 1980 May;13(5):433-6 

¢ 


[Renal tubular acidification in patients treated with 
anticonvulsants (author’s transl)] Gonzalez Macias J, et al. 
Med Clin (Barc) 1980 Apr 25;74(8):309-11 (Eng. Abstr.) 

) 


[Anticonvulsants and osteopenia] Rico Lenza H, et al. 
Rev Clin Esp 1979 Oct 15;155(1):43-5 (Eng. Abstr.) 
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BLOOD 


Clinical pharmacology of mephenytoin and ethotoin. Troupin 
AS, et al. Ann Neurol 1979 Nov;6(5):410-4 

Measurement of mephenytoin 
(3-methyl-5-ethyl-5S-phenylhydantoin) and its 
demethylated metabolite by selective ion monitoring. 
Yonekawa W, et al. J Chromatogr 1979 Jun 11;163(2):161-7 

[Relationship between blood serum luminal and 
diphenylhydantoin level and the results of psy and 
chen clinical data in ge epil 

Bendarzewska-Nawrocka B, et al Mesechte Pol 
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CEREBROSPINAL FLUID 


[Penetration of hydantoins into cerebrospinal fluid durin 
long term peroral and a single intravenous administration] 


CUMULATED INDEX MEDICUS 


Hrazdira CL, et al. Cesk Neurol Neurochir 1979 Jul; 
42(4):236-43 (Eng. Abstr.) (Cze) 


CHEMICAL SYNTHESIS 
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3"0-ch in ae the study of their 
anticonvulsive pi 


properties) Rizk et al. 
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METABOLISM 


Gas chromatographic-mass spectrometric 
metabolic fate of ethotoin in man. Sim DL et ak 
Metab 


Drug Dispos 1980 Jul-Aug;8(4):223-9 
A major pathway of mephenytoin metabolism in man. 
Aromatic hydroxylation to p-hydroxymephenytoin. 
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The disposition of spirohydantoin mustard (NSC 
rats and dogs. Plowman J, et al. 
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PHARMACODYNAMICS 


Response of 9L tumor cells in vitro to spirohydantoin 
mustard. Deen DF, et al. Cancer Res 1979 Nov; 
39(11):4336-40 

Response of cultured 9L cells to spirohydantoin mustard and 
X-rays. Deen DF, et al. Int J Radiat Oncol Biol Phys 1979 
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AA, et al. Mol Pharmacol 1980 Mar;17(2):275-8 

[Fungici activity of the new disinfecting ents, 
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[Changes in the ultrastructure of T. gypseum and T. rubrum 
in tissue culture and pathological material under the effect 
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compared with carbolic acid] Leshchenko VM, et al. 
Vestn Dermatol Venerol 1980 Apr;(4):13-20 (Eng. —_) 
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172112) in 
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THERAPEUTIC USE 


[Serum folic acid in anticonvulsant long term therapy 
(author’s transl)] Krause KH, et al. 
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Identification of mephenytoin metabolites in the dog. 
Karlaganis G, et al. Drug Metab Dispos 1980 May-Jun; 
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HYDATIDIFORM MOLE 


Natural history of recurrent molar og me 
Federschneider JM, et al. Obstet Gynecol 1980 Apr; 
5$5(4):457-9 

Prospective follow-up of patients with hydatidiform mole. 
Menczer J, et al. Gynecol 1980 Mar;55(3):346-9 


BLOOD 


Elevated titers of the beta subunit of human chorionic 
gonadotropin in oophorectomized women being treated for 
ae eae disease. Hatch KD, et al. 

Am J Obstet Gynecol 1980 May 1;137(1):122-6 

Hydatidiform mole with coexistent viable fetus detected by 
routine AFP screening. Smith DH, et al. Br Med J 1980 
May 17;280(6225):121 

The clinical evaluation of the simultaneous measurements of 
human chorionic gonadotropin (hCG) and its alpha-subunit 
in sera of patients with trophoblastic diseases. Nishimura 
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Uterine and peripheral hematologic profiles in molar 

regnancy. Lopez-Llera M, et 
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COMPLICATIONS 


Massive a embolization and PEEP therapy. 
Natonson al. Anesthesiology 1979 Nov;51(5):469-71 
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thrombosis: a case report. Arstad BH, et 
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Choriocarcinoma--an unusual case. Khoo KE 
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are colitis, vitiligo and hydatidiform mole] Hovdenak 
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DIAGNOSIS 


Early appearance of hydatidiform mole by ultrasound. Reuter 
K, et al. AJR 1980 Mar;134(3):588-9 

Sonographic findings and clinical correlations in molar 
pregnancy. Santos-Ramos R, et al. Obstet aS 1980 
Aug;56(2):186-92 
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Obstet Gynecol 1980 Mar;55(3 Suppl):31S-33S 

Coexistent hydatidiform mole and live fetus in the second 
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[New aspects o treatment and b Siew ae of 
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goer and reper. gh ed the he! molar 
wey, | (Ba aod ren Bd et al. 
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{Evolution and present status of the diagnosis of hydatidiform 
mole] Cabo Valle A, et al. Rev Chil Obstet Ginecol 1978; 
43(4):219-24 (Spa) 


DRUG THERAPY 


Termination of molar 
administration of 15(S)-15 methyl l-prostaglandin F2 alpha. 
Keirse MJ. Prostaglandins Med 1980 May; AG): 333-9 

[The use of PGF > yy in obstetrics] Lo Dico G, et al. 
Minerva Ginecol 1979 Oct 10;31(10):709-20 (Eng. Abst. 
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FAMILIAL & GENETIC 


Human parthenogenesis: a fascinati i 
Grouchy J. Biomedicine 1980 May:34Q) 351-3 

Complete (classic) hydatidiform mole with 46,XY karyotype 
‘lise Surti U, et al. Hum Genet 1979 Oct 
1;51(2):153-5 

Genetic oa of hydatidiform moles [letter] Shokeir MH. 
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Human lymphocyte antigen expression in hydatidiform mole: 
androgenesis following fertilization by a loid sperm. 
Yamashita K, et al. Am J Obstet Gynecol 1979 Nov 1; 
135(5):597-600 


OCCURRENCE 


Gestational gy disease within an elective abortion 
population hen BA, et al. Am J Obstet Gynecol 1979 
Oct 15;135(4):452-4 

Trophoblastic lasia in an African urban 
Agboola A. J Natl Med Assoc 1979 Oct;71(10): 7 


PATHOLOGY 
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mole [letter] Berkowitz RS, et al. Lancet 1979 Oct 13; 
2(8146):804-5 

[2 cases of hydatidiform mole, 1 complicated by 
agranulocytosis] Mirkov K, et al. 

Akush Ginekol (Sofiia) 1979;18(6):483-4 (Bul) 
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washima Y, et al. 
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[Diagnosis of hydatidiform mole] Feige A. Med Klin 1979 
Sep 7;74(36):1269-71 (Ger) 


event. de 





HYDATIDIFORM MOLE 


RADIONUCLIDE IMAGING 


Clinical radioi d of cancer with radioactive 
antibodies to human chorionic gonadotropin. Goldenberg 
DM, et al. Science 1980 Jun 13;208(4449):1284-6 


SURGERY 


The role of operation in the current oe of gestational 
trophoblastic disease. Hammond C 
Am J Obstet Gynecol 1980 Apr 1;136(7):844-58 

Massive trophoblastic embolization and PEEP therapy. 
Natonson R, et al. 1979 Nov;51(5):469-71 
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Delayed torsion of a parovarian cyst associated with 
hydatidiform mole: report of a case. Manara LR. 
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CYTOLOGY 


Nematocyte migration in hydra: evidence for contact 
guidance in vivo. Campbell RD, et al. J Cell Sci 1980 Feb; 
41:33-51 

Stem cell growth and differentiation in Hydra attenuata. II. 
Regulation of nerve and nematocyte differentiation in 
multiclone aggregates. Sproull F, et al. J Cell Sci 1979 
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Stem cell growth and differentiation in Hydra attenuata. I. 
Regulation of the self-renewal probability in multiclone 

aggregates. Sproull F, et al. J Cell Sci 1979 Aug;38:155-69 
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GROWTH & DEVELOPMENT 


An experimental approach to the determinants of biological 
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Philos Trans R Lond [Biol] 
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METABOLISM 


Specific S-methylglutathione incorporation into a 
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Cellular events during early distal regeneration in Hydra 
oligactis. Lesh-Laurie GE, et al. 
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Colchicine, nocodazole and trifluralin: different effects of 
microtubule polymerization inhibitors on the uptake and 
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Epithelial cells in nerve-free hydra produce morphogenetic 
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ULTRASTRUCTURE 


Intercellular junctions in nerve-free hydra. McDowall AW, 
et al. Tissue Res 1980;209(2):217-24 

The fine structure of the hypostome and mouth of hydra. 
II. Transmission electron microscopy. Wood RL. 
Cell Tissue Res 1979 Jun 27;199(2):319-38 

The fine structure of the hypostome and mouth of hydra. 
L. soos electron microscopy. Wood RL. 
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HYDRALAZINE 
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O'Donnell JP, et al. J Pharm Sci 1979 Oct;68(10): 1256-8 
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ADMINISTRATION & DOSAGE 


N roaly in the treatment of h of major severity. 
et al. Acta Med Acad Sci Hung 1979; 
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Cutaneous manifestations of hydrallazine toxicity [letter] 
Brooks AP, et al. Br Med J 1980 Feb 16;280(6212):482 
Hydrallazine-induced SLE-like syndrome presenting as a leg 
ulcer. Kissin MW, et al. Br Med J 1979 Nov 24; 
2(6201):1330 
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ecarazine hydrochloride, hydralazine and their metabolites 
(author’s transl)] Ishii A, et r) Yakugaku Zasshi 1979 May; 
99(5):533-6 . Abstr.) (Jpn) 
[Effect of hy razine sulfate on the activity of 
phosphoenolpyruvate carboxykinases and the growth of 
experimental tumors] Misheneva VS, et al. Vopr Onkol 
1980;26(7):71-3 (Rus) 
[Growth hormone secretion induced by L-Dopa and a dopa 
decarboxylase inhibitor blocked by free fatty acids] 
Casanueva F, et al. Rev Clin Esp 1979 May 15; 15303): 221-4 
(Eng. Abstr.) (Spa) 


THERAPEUTIC USE 


Clinical study of hydrazine sulfate in advanced cancer 
patients. Spremulli E, et al. 
Cancer Chemother 


Pharmacol 1979 a 121-4 

Niacin depletion in Parkinsonian patients treated with 
L benserazide and po og Bender DA, et al. 

Clin 1979 Jan;56(1):89-93 

The ‘grand conspiracy’ against the cancer cure. Regelson 
W. JAMA 1980 Jan 25;243(4):337-9 

Antitumor effect of N 
ya A ~N,N-bis-(2-halogenethyl)-hydr 
derivatives of amino acids. Karaivanova MH, et al. 
Neoplasma ee 137-42 

Levodopa with benserazide or carbidopa in Parkinson 
disease. Rinne UK, et al. Neurology TNy) 1979 Dec; 
29(12):1584-9 

Clinical experi with a new vasuilator, binazine, in 
Nigerian hypertensives. Falase AO, et al. Niger Med J 1979 
May-Jun;9(5-6):577-84 
fficacy and side-effects of long term L-dopa therapy in 
Parkinsonian syndromes rey by CT scan as well) 
(author’s transl)] Quattrini A. 
Riv Patol Nery Ment 1979 Jun; S03): 289-97 (Eng. Abstr.) 

(Ita) 


[Hypotensive action of binazine in the light of our studies] 
Kedrowa S, et al. Wiad Lek 1980 Mar were * 

) 

[Action of hydrazine sulfate on energy metabolism and 
glycogen synthesis in animal liver and tumor cells] 
Misheneva VS, et al. Vopr Onkol 1980;26(2):95-7 (Rus) 
(Effect of hydrazine sulfate on nucleic acid metabolism in 
rat liver tissue during the process of chemical 
hepatocarcinogenesis] Voronova LA, et al. Vopr Onkol 
1980;26(2):58-62 (Eng. Abstr.) (Rus) 


TOXICITY 


Role of hydrazine in carcinogenesis. Balé J. 
Adv Cancer Res 1979.30:151-64 (76 ref.) 
Effect of hydrazine exposure on hepatic triacylglycerol 
iosynthesis. Lamb RG, et al. Biochim Biophys Acta 1979 
Sep 28;574(3):440-7 


HYDRAZONES 


Spectrophotometric determination of microgram amounts of 
calcium in waters and foods using diphenylglyoxal 
bis(2-hydroxybenzoyl hydrazone). Silva M, et al. 
Analyst 1980 Mar;105(1248):193-202 

The reaction of carbonyl cyanide phenylhydrazones with 
thiols. Drobnica L, et al. Biochim Biophys Acta 1979 Jul 
4;585(3):462-76 


CHEMICAL SYNTHESIS 


Potential biologically active agents, XXVI. Synthesis of 
substituted 
3-benzoyl/phenoxyacetylhydrazono-5-methyl-2-indolino 
Varma RS, et al. Arch Pharm (Weinheim) 1980 Apr; 
313(4):352-6 

Potential antitumor agents. 31. Quantitative structure-activity 
relationships for the antileukemic bis(guanylhydrazones). 
Denny WA, et al. J Med Chem 1979 Oct;22(10):1234-8 

[New alkylamino, dialkylamino, and 
arylalkylaminoacethydrazones with  anti-inflammatory 
activity] Tajana A, et al. Boll Chim Farm 1979 Jul; 

118(7):397-406 (Eng. Abstr.) (Ita) 
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ISOLATION & PURIFICATION 


Enzymic synthesis of glutamic acid gamma 
(delta SPitaeeio aid pene and 
a glutamic acid gamma- 


characterization 
Hayoor DD, et al. Anal Biochem 1979 


METABOLISM 
Identification of p-toluoyl 
ge 


ialdehyde 
yee isolation 
henylhydrazones. 
ul 1,96(1):94- 103 





chloride phenylhydrazone 
in the urine and feces of J 


metabolites i 
PS. J Agric Food Chem 1980 May-Jun;28(3): 682-4 
of hydralazine 


its acid-labile 


and 
—— in relation to acetylator Roe Bes; 
shen DB, ct a 3 Pharmacokinet Biopharm 1980 Feb; 


PHARMACODYNAMICS 


2-(beta- afgp one i eer a as inhibitor of 
hepatic Se a ydrazones as blood sugar 
loreastt drugs? er G, et al. Arzneimittelforschung 
1979;29(12):1880-5 
eee ih. 9 apy cite, of aee-hormonal 
ypoglycaemic compounds. Haeckel R, et al. 
Biochem Soc Trans 1979 Aug;7(4):749-52 
Hydrazonopropionic a class of hypoglycemic 
phenyl the lycemic effect of 


)- and 
yelohexyl-ethyihydrazon0)-propionic acid. Haeckel 
Metab Res 1979 Nov;11(11):606-11 

Hyirazonopropionic acd, t new class of ypoglycemic 
substances. 2. Influence of 2-(phenylethylhydrazono)- and 
2-(2-cyclohexyl-ethylhydrazono)-propionic acid on redox 

systems, acid base status and monoamino oxidase activity. 
Oellerich M, et al. Horm Metab Res 1980 May;12(5): 182-9 
The influence of cytostatic methyl hydrazones on the 
intracellular pH and viability of tumor ‘oah. Braun R, et 
al. Naturwissenschaften 1980 Feb;67(2):103-4 
Inhibition of f mengovirus RNA 


" RNA polymerase 
by an 





rbazone 
piperidine-thiocarbonyl-hydrazone , + ina 

cell-free system. Tonew E, et al. Virologie 1980 Apr-Jun; 
31(2):135-40 

[The influence of cytostatic and immunosuppressive methyl 
hydrazones on myelo- and lymphopoiesis in age (author’s 
transl)] Maurer HR, et al. J Veneer Bes Clin Oncol 1979 
Oct;95(2):129-38 (Eng. Abstr.) (Ger) 

logic spectrum of guanylhydrazones 

(proceedings)] Hagen A, et al. Pharmazie 1979 May-Jun; 
34(5-6):330-1 (Ger) 

[Antitumor effect of compounds synthesized in the Division 
of Synthetic Chemistry. (III) (author’s transl)] Miyahara 
M, et al. Eisei Shikenjo Hokoku 1979;(97):107-9 (Eng. 
Abstr.) (Jpn) 


THERAPEUTIC USE 


Antitumor activity of hydrazones and adducts between 
aromatic aldehydes and 
p-(3,3-dimethyl-1-triazeno)benzoic acid hydrazide. 
Giraldi T, et al. J Pharm Sci 1980 Jan;69(1):97-8 


HYDRO-LYASES 


ANALYSIS 


Improved gas chromatographic method for measuring 
phenylethylene glycol: application to the determination of 
styrene monooxygenase and epoxide hydrase activities. 
Gazzotti G, et al. J Chromatogr 1980 Feb 1;188(2):400-4 

[Urocaninase in the blood, serum and liver of cows] Papin 
NE. Veterinariia 1979 Aug;(8):71-2 (Rus) 


ANTAGONISTS & INHIBITORS 


Inactivation of dioldehydrase in Se presence of a 
coenzyme-B12 analog. Toraya T, e 
Arch Biochem Biophys 1980 Aua.20%1): 174-80 


BLOOD 


[Histidase and urocaninase activity in infants with the 
jaundice syndrome in the early neonatal period] Akunts 
KB, et al. Vopr Okhr Materin Det 1980 Mar;25(3):45-7 
(Eng. Abstr.) (Rus) 


DEFICIENCY 


Enzyme studies in cystathione-beta-synthase deficiency: a 
ible effect of elevated intracellular levels of 
mocystine in kinetic studies. Hemraj F, et al. 
J Inherited Metab Dis 1978;1(4):171-4 
Homocystinuria due to a cystathionine beta-synthase 
deficiency: clinical manifestations and therapy. Valle D, 
et al. Johns Hopkins Med J 1980 Mar;146(3):110-7 


GENETICS 


Expression of the structural gene for catabolic 
dehydroquinase of Neurospora crassa in Escherichia coli 
K12. Kushner SR, et al. Brookhaven Symp Biol 1977 May 
12-20;(29):297-308 

A physiological study of functional expression in Escherichia 
coli of the cloned yeast imidazoleglycerolphosphate 
dehydratase gene. Struhl K, et al. J Mol Biol 1980 Jan 
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ion of a eukaryotic gene in Escherichia coli 
through stabilization of its re - RNA. Hautala JA. 
et al. Proc Natl Acad Sci USA 1979 Nov;76(11):5774-8 
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Peroxisomal beta oxidation system of rat liver. Copurification 
of enoyl-CoA hydratase and Le tes mt 
dehydrogenase. Osumi T, et al. 
Biophys Res F Baath 1979 Jul 27;89(2):580-4 

Amino acid sequences of soluble tryptic peptides o' 
chorismate mutase/prephenate rer" from 
Escherichia coli K12. win GS, et 
Biochim Biophys Acta 1979 Rie | 28; 5190): 483-6 

Resolution of the coenzyme B- tt dehydratases 
of Klebsiella sp. and Citrobacter freundii. Forage RG, et 
al. Biochim Biophys Acta 1979 Aug 15;569(2):249-58 

Purification of the * ——. 
phosphatase, of Pioneile tye shimurium. Staples MA, et 

Biophys Acta 1980,613(1): 210-9 

A Valens cane enzyme from glyoxysomes. Purification of a 
rotein possessing enoyl-CoA hydratase and 
+e ep dehy eae activities. Frevert J, 
et al. Eur J Biochem 1980;107(1):79-86 

Purification and properties of D-glucosaminate dehydratase 
from Agrobacterium radiobacter. Iwamoto R, et al. 
FEBS Lett 1979 Aug 1;104(1): 131-4 

The synthesis of several immobilized derivatives of vitamin 
B12 coenzyme and their use as affinity adsorbents for : 
study of interactions of diol dehydrase with the coenzym 
Toraya T, et al. J Biol Chem 1980 Apr 25;255(8): 3520-5 


METABOLISM 


—_ groups in urocanase: relationship to nicotinamide 
adenine dinucleotide binding. O’Donnell PS, et al. 
Biochem Biophys 1980 Jun;202(1):242-9 

Chorismate mutase/prephenate dehydrogenase: protection of 
the active site(s) inactivation by iodoacetamide 
[proceedings] Heyde E. Biochem Soc Trans 1979 Oct; 
1(5):1072-3 

Hydrogen transfer in catalysis by 
adenosylcobalamin-dependent “Gio! dehydratase. Moore 
KW, et al. Biochemistry 1979 Jun 26;18(13):2776-82 

Enzyme-enzyme interaction and the biosynthesis of aromatic 
amino acids in Escherichia coli. Powell JT, et al. 
Biochim Biophys Acta 1979 Jun 6;568(2):467-74 

NMR studies on the mechanism of action of urocanase. 
Gerlinger E, et al. FEBS Lett 1980 Jan 28;110(1):126-8 

Menaquinone (vitamin K2) biosynthesis: conversion of 
o-succinylbenzoic acid to 1,4~dihydroxy-2-naphthoic acid 
by Mycobacterium phlei enzymes. Meganathan R, et al. 
J Bacteriol 1979 Oct;140(1):92-8 

Distribution of coenzyme B12-dependent diol dehydratase 
and glycerol dehydratase in selected genera of 
Enterobacteriaceae and Propionibacteriaceae. Toraya T, 
et al. J Bacteriol 1980 Mar;141(3):1439-42 

Solubilization and ial purification of an enzyme involved 
in rat liver microsomal fatty acid chain elongation: 
beta-hydroxyacyl-CoA dehydrase. Bernert JT Jr, et al. 
J Biol Chem 1979 Nov 25;254(22):11584-90 

Regulation and state of tion of Bacillus subtilis 
prephenate dehydratase in the presence of allosteric 
effectors. Riep] RG, et al. J Biol Chem 1979 Oct 25; 
254(20):10321-8 

Affinity of cystathionine beta-synthase for pyridoxal 
S’-phosphate in cultured cells. A mechanism for 
pyridoxine-responsive homocystinuria. Lipson MH, et al. 
J Clin Invest 1980 Aug;66(2):188-93 

[A prephenate dehydratase from Flavobacterium devorans 
stimulated by aromatic amino acids (author’s trans!)] Krauss 
G, et al. Hoppe Seylers Z Physiol Chem 1980;361(6):809-18 
(Eng. Abstr.) (Ger) 

[Purification, properties and regulation of urocaninase from 
rat liver] Likhacheva NV, et al. Biokhimiia 1979 Nov; 
44(11):1961-7 (Eng. Abstr.) (Rus) 


HYDROA VACCINIFORME 


DRUG THERAPY 


Hydroa vacciniforme [letter] Simdes GA. Arch Dermatol 
1980 Jun;116(6):619-20 


HYDROCARBONS 


Interaction of cytochrome P-450 with hydrocarbons. Sipal 
Z, et al. Acta Biol Med Ger 1979;38(2-3):483-94 
Single cell proteins cultivated on hydrocarbons. Senez JC. 
Nutr Dieta 1979;(28):30-9 
Partition coefficients of some aromatic hydrocarbons and 
ketones in water, blood and oil. Sato A, et al. 
Br J Ind Med 1979 Aug;36(3):231-4 
Chlorine dioxide oxidation of a= ae hydrocarbons 
commonly found in water. Taymaz K, 
Environ Contam Toxicol 1979 Oct; 330). 398-404 
[Studies on the effect of chlorine dioxide on some selected 
aromatic hydrocarbons] Thielemann H. Z Gesamte Hyg 
1979;25(12):939-40 (Ger) 
[Reconstruction of the Ca2+-transport function of 
Ca2+-dependent ATPase in membrane preparations of 
sarcoplasmic reticulum treated with hydrocarbons] Ritov 


histidinol 





CUMULATED INDEX MEDICUS 


VB, et al. Dokl Akad Nauk SSSR nagar cag 


ADVERSE EFFECTS 


Relation between ee exposure and the nephrotic 
syndrome. Cagnoli L, et al. Br Med J 1980 Apr 19; 
280(6221):1068-9 


Measurement of the responses of individuals to environmental 
stress - pollution: studies with bivalve molluscs. Bayne 
BL, et al. Philos Trans R Soc Lond [Biol] 1979 Aug 8; 
286(1015): :563-81 
reterstenosis after periurethral injection of granugenol oil 
(author’s trans!)] Bubanz H, et al U Urologe fa A] 1980 May; 
19(3):143-4 (Eng. Abstr.) 

[Goodpasture’s syndrome: 2 new cases. Possible role ali sae 
substances in its development] Pérez Garcia A, et al. 
Rev Clin Esp 1980 Feb 15;156(3):203-6 (Spa) 


ANALYSIS 


Differentiation between species of the Anopheles gambiae 
Giles complex (Diptera: Culicidae) by analysis of cuticular 
hydrocarbons. Carlson DA, et al. 

Ann Trop Med Parasitol 1979 Dec;73(6):589-92 

Distribution of hydrocarbons among oil, water and vapor 

jhases during oil dispersant toxicity tests. Bobra A, et al. 
Bull En viron Contam Toxicol 1979 Nov;23(4-5): 558-65 

oumaana of UV fluorescence and gas chromatographic 

analyses of hydrocarbons in sediments from the vicinity 
of the Jecwnd Merchant wreck site. Hoffman EJ, et al. 
Bull Environ Contam Toxicol 1979 Nov;23(4-5): 536-43 

Quantification of petroleum-type hyd 
tissue. Gay ML, et al. J 1980 aw rt’ 
187(1):153-60 

Contribution of urban runoff to hydrocarbon pollution. 
Hunter JV, et al. J Water Pollut Control Fed 1979 Aug; 
51(8):2129-38 

Volatile hydrocarbon and carbonyl products of lipid 
peroxidation: a comparison of pentane, ethane, hexanal, and 
acetone as in vivo indices. Dillard CJ, et al. Lipids 1979 
Dec; 14(12):989-95 

Aliphatic hydrocarbons as _ biological markers in 
250-million-year-old rock salt deposits near Kassel, West 
Germany. De Silva MP, et al. Orig Life 1980 Mar; 
10(1):51-60 

[Hydrocarbons of certain food products of animal and plant 
origin] Ushakova TM, et al. Vopr Pitan 1979 Sep-Oct: 
(5):61-2 (Rus) 


DIAGNOSTIC USE 


Lipid ———— detection in vivo and in vitro through 
the formation of saturated hydrocarbon gases. Cohen G 
Ciba Found Symp 1978 Jun 8; ;(65):177-85 


METABOLISM 


Biotransformation of hydrocarbons and related compounds 
by whole organi suspensions of methane-grown 
methylosinus trichosporium CB 3b. Higgins IJ, et al. 
Biochem Biophys Res Commun 1979 Jul 27;89(2):671-7 

Microsomal target proteins of metabolically activated 
aromatic hydrocarbons. Tunek A, et al. 

Chem Biol Interact 1979 Oct;27(2-3):133-44 

Enhanced activity of liver drug-metabolizing enzymes for 

a and chlorinated hydrocarbons following food 
rivation. Nakajima T, et al. Toxicol Appl Pharmacol 
5 9 Sep 30;50(3): 549-56 

Screening studies of yeasts capable of utilizing petroleum 
fractions. El-Masry HG, et al. 

Zentralbl Bakteriol [Naturwiss] 1979; 134(7):617-23 

[On the amount of skin penetration of aromatic hydrocarbons 
(author’s transl)] Tsuruta H. Sangyo Igaku 1980 Mar; 
22(2):128-9 (Jpn) 

[Natural synthesis of some carcinogenic hydrocarbons] 
Zamfir G, et al. Rev Med Chir Soc Med Nat Iasi 1979 
Apr-Jun;83(2):197-200 (Rum) 

[Effect of the cultivation conditions on the growth of 
aspergilli on hydrocarbon media] Redchits TI. 
Mikrobiol Zh 1979 Nov-Dec;41(6):645-50 (Eng. Abstr.) 

(Rus) 


[Ultrastructure of Candida tropicalis yeasts during growth 
on n-alkanes: detection of intracellular paraffin] 
Petrikevich SB, et al. 1980 Jan-Feb; 
49(1):78-81 (Eng. Abstr.) (Rus) 

{H ydrocarbon-oxidizing microorganisms in the waters of 
certain regions of the Western and Central Atlantic] 
Sentsova Olu. Mikrobiologiia 1979 Nov-Dec;48(6):1102-7 
(Eng. Abstr.) (Rus) 


PHARMACODYNAMICS 


Rubber solvent: a clastogenic agent that fails to induce 
sister-chromatid exchanges. Altenburg LC, et al. 
Mutat Res 1979 Aug;67(4):331-41 
[Effect of cyclopentane naphthenic acids and hydrocarbons 
on hemato-encephalic barrier permeability] Maizelis Mla, 
a 7 Kurortol Fizioter Lech Fiz Kult 1980 Mar-Apr; 
(Rus) 


POISONING 


Hydrocarbons. Vet Hum Toxicol 1979 Dec; ;21(6):426 
Diagnosis of petroleum hydrocarbon poisoning in cattle. 
Edwards WC, et al. VM SAC 1979 Oct;74(10):1516-8 


HYDROCARBONS, 


TOXICITY 


Acute pene a to ee ar 
compere. rom conversion. Giddings 
Environ Contam Toxicol 1979 Oct;23(3):360-4 
effects of of leum ny spray ord on —- of —a 
success in the J: 
et yt Dull Environ Contam Toxicol 197 1979 Sp 23(1-2): 28643 
Embryotoxic and effects 


capricornutum of aromatic 


petroleum 
hydrocarbons in mallards (Anas nom ae yrh al Hoffman 
Dd. J Toxicol Environ Heaeh 1979 Sep;5(5):835-44 


HYDROCARBONS, BROMINATED 


Fusion of charged ae uncharged liposomes by N-alkyl 
bromides. Mason W, et al. 

Biochem Biophys Res el 1979 Dec 14;91(3):878-85 
Fusion of li membranes by the n-alkyl bromides. 
Mason , et al. J Membr Biol 1980 Jun 30,55(1):69-79 
[Effect of methyl bromide on the German cockroach (Blatella 
germanica L.)] Miiller P, et al. Z Gesamte Hyg 1980; 
26(2):89-93 (Eng. Abstr.) (Ger) 


ADVERSE EFFECTS 


Report 


of 1,2-dibromoethane 
(EDB). 


"Am Ind Ind Fiyg As line 71 J 1979 Feb;40(2):A31-5 


ANALYSIS 


Determination of residual methyl emit in fumigated 
commodities using sg gas-liquid chromatography 
Fairall RJ, et al. Analyst 1980 Mar;105(1248):251-6 

Relation of temperature to —_ dibromide desorption 
from fumigated wheat. Dumas T, et al. 

J Agric Food Chem 1979 Nov-Dec; 216) 1206-9 


halogenated lipids by x-ray fluorescence y. 
Conacher HB, et al. J Assoc Off Anal Chem 1980 Jed, 
63(4):709-12 


METABOLISM 


Interaction of potential metabolites of the carcinogen 
ethylene dibromide with protein and DNA in vitro. 
Banerjee S, et al. Biochem Biophys Res Commun 1979 Oct 
29;90(4):1214-20 

In vitro metabolism of 1,2-dihaloethanes to ethylene. Livesey 
JC, et al. Drug Metab Dispos 197° Tul-Aug.7(4): 199-203 

The effect of disulfiram upon the tissue distribution 
and excretion of 14C-1,2-dibromoethane in the rat. 
Plotnick HB, et al. 

Res Commun Pathol Pharmacol 1979 Dec; 
26(3):535-45 
acids from 


the 
rat. Seutter-Berlage F, et al. Xenobiotica 1979 May; 


9(5):311-6 


PHARMACODYNAMICS 


Abnormal spermiogenesis in bulls treated with ethylene 
dibromide: an ultrastructural and ultracytochemical study. 
Courtens JL, et al. J Ultrastruct Res 4 May;71(2): 103-15 

Sensitivity of no ng! phe 
of gaseous mu 


I. Chronic ex 
al. Mutat Res 1 1579 6D Seps68(1).59.68 


HYDROCARBONS, CHLORINATED 


Effect of chlorinated naphthalenes and terphenyls on the 
activities of drug metabolizing enz in rat liver. 
Ahotupa M, et al. Biochem Biophys Res Commun 1980 Mar 
13;93(1):250-7 
Drug dependence and characteropathy. es L. 

Bull Inst Marit Trop Med Gdynia 1979; agg 

Artifacts produced by — <= dichloromethane the 
extraction and storage antihistaminic ¢ drugs. 
Beckett AH, et al. J ‘Chromatogr 19: 1979 Sep 21;177(2):255-62 

Spectral studies on the interaction of dic! hloromethane with 
hemoglobin. Harkey MR, et al. Mol Pharmacol 1979 Nov; 
16(3):1065-74 


ADMINISTRATION & DOSAGE 


[Combined effect £ several chlorine ae of 
hydrocarbons on the body] Tsulaia VR, et al 
Gig Sanit 1979 Aug;(8):20-2 


ADVERSE EFFECTS 


NIOSH current intelligence bulletin No. 27. Chloroethanes: 
review of toxicity. er JC, et al. 
Am Ind Hyg Assoc J 1979 Mar40(3): A46-60 

[Aspects of chronic hepatopathy and hyperlipemia duri 
occupational exposure to ethylene chloride jute 
Baldi E, et al. G Clin Med 1979 Nov;60(11):892-902 3 
Abstr.) 


ANALYSIS 
A a and analytical method for vinylidene chloride 
in air. Foerst D. Am Ind Hyg Assoc J 1979 Oct; 
40(10):888-93 
Mercury and chlorinated = in zoobenthos of 
Lake Paijanne, Finland. Sark 


(Rus) 
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Arch Environ oe Toxicol 1979;8(2):161-73 
Analysis of municipal sewage sludge samples by 
GC/MS/computer for Seg gt biphenyls and other 


chlorinated or; al. 
Bull Eaviron i, Toxicol 1979 Jul;22(4-5):688-94 


goby-fish from Tokyo 
iy: Environ Contam Toxicol 1979 
Nov: 25 3631.5 
Induction of enz oa & 
for detection of p 
Bradlaw JA, et al. 
cuneube ¢ f th | hni fe 
parison of three sample preparation techniques for 
determination of capale bromide and chloride “1 
halogenated lipids by x-ray fluorescence spec 
Conacher HB, et al. J Assoc Off Anal Chem 1 al; 
63(4):709-12 
Organochlorine compounds in adi tissue of Greenlanders 
and southern Danes. Jensen GE, et al. 
J Toxicol Environ Health 1979 Jul; 1:5(4):617- 29 
Selected organic occurrence, transformation, and 
removal from ic wastewater. Saleh FY, et al. 
J Water Pollut Control Fed 1980 Jan;52(1):19-28 
spectroscopy-gas cromatographic identification of 
chlorinated hydrocarbons in trout] Woidich H, et al. 
Nahrung 1979-23(7): 687-92 (Eng. Abstr.) (Ger) 


ISOLATION & PURIFICATION 


Interfering impurities in commercial hi 
chloride before and after evaporation 
et al. Clin Chem 1980 Aug;26(9):1363-4 


METABOLISM 


Organochlorine residues in shearwaters from the app roaches 
to S he Bay of Fundy, Canada. Gaskin DE, et 
Arch Environ Contam Toxicol 1978;7(4):505~13 

Reversible bioconcentration of monochlorobiphenyls by 
Rhodotorula rubra: correlations with aqueous solubility of 
substrate. Cole MA, et al. Bull Environ Contam Toxicol 
1979 Sep;23(1-2):44-50 

Mobilization of organochlorines from female lipid tissue and 
transplacental transfer to fetus in a harbour porpoise 
(Phocoena phocoena) in a contaminated area. Duinker JC, 
et al. Bull Environ Contam Toxicol 1979 Dec;23(6):728-32 

Microsome-mediated covalent binding of 1,2-dichloroethane 
to lung microsomal protein and salmon sperm DNA. 
Banerjee S, et al. Cancer Res 1980 Jul;40(7):2170-3 

In vitro metabolism of 1,2-dihaloethanes to ethylene. Livesey 
JC, et al. Drug Metab Dispos 1979 Jul-Aug;7(4): 199-203 

Pharmacokinetics of vinylidene chloride [letter] Dedrick RL. 
Environ Health Perspect 1979 Feb;28:311-4 

The significance of multiple detoxification pathways for 
reactive metabolites in the toxicity of 1,1-dichloroethylene. 

ndersen ME, et al. Toxicol App! Pharmacol 1980 Mar 

15;52(3):422-32 

Enhanced activity of liver drug-metabolizing enzymes for 
aromatic and chlorinated hydrocarbons following food 
deprivation. Nakajima T, et al. Toxicol Appl 
1979 Sep 30;50(3):549-56 


PHARMACODYNAMICS 


Embryotoxicity and teratogenicity of styrene and styrene 
oxide on chick embryos enhanced by trichloropropylene 
oxide. Kankaanpaa JT, et al. 

Acta Pharmacol Toxicol (Copenh) 1979 Nov;45(5):399-402 

Mutagenicity of chloroprene, 1-chloro-1,3-trans-butadiene, 
1-4-dichlorobutene-2 and 1,4-dichloro-2,3-epoxybutane 
in Drosophila melanogaster. Vogel E. Mutat Res 1979 Aug; 
67(4):377-81 

The effect of alcohols and toluene upon methylene 
chloride-induced carboxyhemoglobin in the rat and 
monkey. Ciuchta HP, et al. Toxicol App! Pharmacol 1979 
Jun 30;49(2):347-54 

Acute hepatoxicity of vinyl chloride and _ ethylene: 
modification by ee mee oxide, diethylmaleate, 
and cysteine. Conolly RB, et al 
Toxicol App! Pharmacol 1979 Sep 30;50(3):523-31 


POISONING 


EB. hl. le 
r 


activity in cell culture: a rapid screen 
ree oy or organic compounds. 
Anal Chem 1979 Jul; 


-purity methylene 
ter] Masoud AN, 





contamination of a municipal 
wastewater treatment plant. Kominsky JR, et al. 
Am Ind Hyg Assoc J 1980 Aug;41(8):552-6 
ew, syndrome and trichloroethane intoxication. 
Nathan AW, et al. Br J Clin Pharmacol 1979 Sep;8(3):28406 
[Effect of microsomal enzymatic inducers and inhibitors in 
dichloroethane poisoning] Bonitenko Iulu, et al. 
Gig Tr Prof Zabol 1979 Nov;(11):56-7 (Rus) 
[Characteristics of treatment of toxic hepatitis in acute 
exogenous poisoning] Luzhnikov EA, et al. Sov Med 1980; 
(3):20-6 (Eng. Abstr.) (Rus) 
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Cortisol, growth hormone and prolactin responses to 
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prolactin, growth hormone and cortisol secretion--a 
preliminary report. Huws D, et al. Postgrad Med J 1980; 
56 Suppl 1:70-4 
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oe secretory output p perenne cortisol] Demura H. 
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31(4):220-8 
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aortic wall of rabbits] fs} Hanelik 5, et al. Kardiol Pol 1979; 
22(6):633-45 (Eng. Abstr.) (Pol) 
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estimation of urinary free cortisol in various cli 
situations. West P. J Clin Pathol 1980 Jan;33(1): 89-92 

Early morning urinary cortisol/creatinine ratios, 
unreliable test for nocturnal hypoglycaemia in jovetiie 
diabetics [letter] Darlow BA, et al. Lancet 1980 Aug 2; 
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Weary PE. J Am Acad Dermatol 1979 Nov;1(5):454-5 
Topical Be ages ange without a prescription. 
Med Lett Drugs Ther 1980 May 2;22(9):38-9 


ADMINISTRATION & DQSAGE 
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METABOLISM 
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long-term administration. In vivo studies in the rhesus 
monkey. Wester RC, et al. Arch Dermatol 1980 Feb; 
116(2):186-8 

Retrograde spread of hydrocortisone wer th oof given 
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et al. Dermatologica 1980;160(4):261-9 


THERAPEUTIC USE 


Treatment of acne vulgaris comparing two similar lotion 
formulations, one with (‘Actinac’) and one without 
chloramphenicol. Fraser NB, et al. Curr Med Res Opin 
1980;6(7):461-5 
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one without and the other with hydrocortisone acetate 
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METABOLISM 
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Hydrogen breath test of lactose absorption in adults: the 
application of physiological doses and whole cow’s milk 
sources. Solomons NW, et al. Am J Clin Nutr 1980 Mar; 
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Na+-dependent H+ and Cl- transport in in vitro frog 
gastric mucosa. Machen TE, et al. Am J Physiol 1980 May; 
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incorporation in bile acids in vivo. Cronholm T, et al. 
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Electrochemical proton gradient across the membranes of 
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Potassium and hydro; ion interaction in the vasculature 
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Phosphorylation coupled to H2 oxidation by chromatophores 
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J, et al. Gut 1979 Nov;20(11):1008-11 
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Proton motive force during treptococcus lactis 
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Chemoautotrophic growth of hydrogen-uptake—positive 

al 
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Membrane H+ conductance of Streptococcus lactis. 
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Characterization of the Bacillus subtilis motile system driven 
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Effect of diethylpyrocarbonate on lactose/proton symport 
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VN, et al. Biofizika 1980 Mar-Apr;25(2):246-9 < 
Abstr.) 

[Photo-induced H+ transport in Nitellopsis obtusa call] 
Denesh M, et al. Biofizika 1979 Jul-Aug;24(4):657-62 (Eng. 
Abstr.) (Rus) 

[Effect of temperature on the photo-induced pH gradient 
in isolated chloroplasts] Kafalieva DN, et al. Biofizika 1979 
Jul-Aug;24(4):676-80 (Eng. Abstr.) (Rus) 





1980 


Conditions for —— he ge | photoevolution by 
: e+ in bacterial hydrogenase] 
vskil AA, i. Mol 1 Mol Biol (Mosk) 1980 Mar-Apr; 

inne? 7738 (Eng. Abstr.) (Rus) 


TOXICITY 


[Effect of hydrogen ion inhalation on animals with simulated 
pulmonary insufficiency] Melekhina VP. Gig Sanit 1979 
Aug;(8):12-5 (Eng. Abstr.) (Rus) 


URINE 


Diuretics stimulate H+ secretion in turtle urinary bladder. 
Lief PD, et al. J Clin Invest 1980 May;65(5):1095-103 
[Hydrogen i ion excretion by ee kidney. III. Effect 

f acetazolamide load] Gradowska L. 
Pol Arch Med Wewn 1979 Sep;62(3): 207- 14 (Eng. — 


HYDROGEN BONDING see under CHEMISTRY, 
PHYSICAL 


HYDROGEN CHLORIDE see HYDROCHLORIC ACID 
HYDROGEN CYANIDE see HYDROCYANIC ACID 
HYDROGEN FLUORIDE see HYDROFLUORIC ACID 


HYDROGEN-ION CONCENTRATION 


Motor reactivity of isolated heart of e (Natrix 
natrix L.) effects of temperature and pH. Wojtaszek J. 
Acta Physiol Pol 1979 Mar-Apr;30(3):399-408 

pH, PCO2 and PO2 in ‘high-volume’ platelet concentrates 

by discontinuous-flow centrifugation and stored 
in polyvinylchloride and plyethylene containers. 
Rosenstein R, et al. Am J Clin Pathol 1980 Mar;73(3):397-9 
Helpful hints for measuring pH. Kohler VA. 
Am J Med Technol 1979 Aug;45(8):747 

An evaluation of a continuous tissue pH monitor in the fetal 
and neonatal goat. Kellner KR, et al. 

Am J Obstet Gynecol 1979 Oct 15;135(4):507-10 

Two modes of phosphate transport by turtle urinary bladder. 
Johnson JP, et al. Am J Physiol 1980 Jan;238(1):F31-6 

Arteriovenous and arteriocentral venous relationships for pH, 
PCO2, and actual bicarbonate in equine blood samples. 
Speirs VC. Am J Vet Res 1980 Feb;41(2):199-203 

The effects of unanesthetized arterial puncture on PCO2 and 

pH. Morgan EJ, et al. Am Rev Respir Dis 1979 Oct; 
120(4): 795-8 

Fiber optic pH probe for physiological use. Peterson JI, et 
al. Anal Chem 1980 May; 52(6):864-9 

Acquisition and processing of data from a multiple pH-stat 
system monitoring enzyme kinetics (urea - urease) 
Rousseau I, et al. Analyst 1980 May;105(1250):432-40 

Gastric fluid volume and pH after fentanyl, enflurane, or 
halothane-nitrous oxide anesthesia with or without atropine 
or glycopyrrolate. Stoelting RK. Anesth Analg (Cleve) 1980 
Apr;59(4):287-90 

Hydrogen ion concentration versus pH. Ueda I, et al. 
Anesth Analg (Cleve) 1979 Nov-Dec;58(6):487-91 

Averaging pH vs. H+ values, an irrelevant debate [letter] 
Grogono AW. Anesthesiology 1980 Jul;53(1):85-6 

Averaging pH vs. H+ values [letter] Pace NL, et al. 
Anesthesiology 1979 Nov;51(5):481-3 

Averaging acidity values aye Tomlin PJ. 
Anesthesiology 1980 Jul;53(1):86 

Further studies on bovine serum amylase--the effect of gel 
buffer pH. Archibald AL, et al. 

Anim Blood Groups Biochem Genet 1978;9(4):229-38 

An interlaboratory survey of hydrogen ion and blood gas 
determinations. McSweeney FM, et al. 
Ann Clin Biochem 1979 Sep;16(5):249-53 

Ionic yd in the fertilization of sea urchin eggs. Epel 
D. Ann NY Acad Sci 1980;339:74-85 

The proton-translocating pumps of oxidative 
phosphorylation. Fillingame RH. Annu Rev Biochem 1980; 
49:1079-113 (213 ref.) 

Influence of organic acid on ee pH pronto 
de Hemptinne A, et al. Arch Int Physiol Biochim 1979 Dec; 
87(5):1010 

Correlation between conduction velocity transients in 
isolated heart fibres and pH ces 9 — and 
intracellular) [proceedings] Marrannes t al. 

Arch Int Physiol Biochim 1979 Oost a: 710-2 

Modulation of tension generation at the myofibrillar level 
—- an analysis of the effect of magnesium adenosine 
triphosphate, magnesium, pH, sarcomere length and state 
of phosphorylation. Rupp H. Basic Res Cardiol 1980 
Mar-Apr;75(2):295-317 

Specific modulation of the intracellular pH of — 
neutrophils by chemotactic factors. Molski TF, et al 
Biochem Biophys Res Commun 1980 May 30;94(2): 508-14 

Correlation between insulin action upon ore and 
change in intracellular pH. Moore RD, e' 

Biochem Biophys Res Commun 1979 ty ‘14:91(3):905- 10 

Elevation of intracellular pH by insulin in frog skeletal 
muscle. Moore RD. Biochem Biophys Res Commun 1979 
Dec 14;91(3):900-4 

Proton translocation catalyzed by the electrogenic ATPase 
in the plasma membrane of Neurospora. Scarborough GA. 

Biochemistry 1980 Jun 24;19(13): 2925- 31 


CUMULATED INDEX MEDICUS 


Measurement of eg ll bn gees protons with 


9-aminoacridine. Probe binding, dark proton ny and 
salt effects. Haraux F, et al. Biophys Acta 1980 
Aug 5;592(1):153-68 
Differential effects of pH and inositol ae pe ped on the 
properties of the alpha beta subunits in 
methemoglobins M Milwaukee ons A. John ME, et al. 
ys Acta 1979 Jun 19;578(2):269-80 
Simultaneous transcutaneous oxygen tension and tissue pH 
monitoring in sick neonates. Vidyasagar D, et al. 
Birth Defects 1979;15(4):395-8 
SITS-inhibitable Cl- transport and Na+-dependent H+ 
production in primary astroglial cultures. Kimelberg HK, 
et al. Brain Res 1979 Sep 7. 3173(1):111-24 
iemmodielar brain pH and the pathway of a fat soluble pH 
indicator across the blood-brain barrier. Sundt TM, et al. 
Brain Res 1980 Mar 31;186(2):355-64 
Influence of intracellular injection of H+ on the electrical 
roe in cardiac Purkinje fibres. De Mello WC. 
Cell Biol Int Rep 1980 Jan;4(1). 51-8 
Temperature coefficient for pH of various control materials 
[letter] McLear J, et al. Clin Chem 1979 Nov;25(11):1981-2 
rties of commercially available control materials for 
pH, pCO2 and pO2 [letter] Vedaa GL, et al. 
Clin Chem 1980 Aug;26(9):1366-77 
Fructose 1,6-bisphosphatase and total proteolytic activity in 
the liver of Salmo gairdneri: effects of ph and ammonia. 
Arillo A, et al. Comp Biochem Physiol [C] 1979; 
63C(2):325-31 
A_ reciprocal relationship between the 
immunoreactive gastrin and somatostatin-like 
immunoreactivity from canine antral mucosa in vitro. Fink 
AS, et al. Curr Surg 1980 Jan-Feb;37(1):63-6 
Effect of pH, substrate, and seg“ ture on t 
of duodenal samples. Murthy SN, et al. Dig 
Apr;25(4):289-94 
Arterial or venous umbilical pH as a measure of neonatal 
morbidity? Huisjes HJ, et al. Early Hum Dev 1979 Jul; 
3(2):155-61 
Modification of alpha-adrenergic responses of small arteries 
by altered PCO2 and pH. Wiegman DL, et al 
Eur J Pharmacol 1979 Aug 15;57(4):307-15 
Direct measurement of the pH in the stomach of the 
—_ rat, using a special electrode. Niemegeers CJ, 
et al. 


release of 


tic Regen 


ig @ spec 
perientia 1979 Nov 15;35(11):1538-9 
Studies on the hydrogen ion back diffusion in patients with 
gastric ulcer. Ohe K, et al. Hiroshima J Med Sci 1980 Mar; 
29(1):1-5 
Influence of extracellular pH on cardiodepressant activity 
of narcotics. Patnaik GK, et al. Indian J Exp Biol 1979 
Jul;17(7):653-5 
31P NMR studies on kidney intracellular pH in acute renal 
acidosis. Rad GK, et al. Int J Biochem 1980; 
12(1-2):277-81 
Response of the rat and dog kidney to H+ concentration 
in vitro—a comparative study with slices and tubules. 
Vinay P, et al. Int J Biochem 1980;12(1-2):89-98 
The effect of pH on enzyme-catalysed reactions: a computer 
program to determine pK values of enzyme ionisable 
groups from kinetic data. Gregory RB, et al. 
Int J Biomed Comput 1980 Jan;11(1):53-66 
Postcapillary pH disequilibrium after gas ey in isolated 
used liver. O’Brasky JE, et al. ysiol 1979 
(ov;47(5):1079-83 
Thermodynamics and kinetics of the H+ pump in 
mitochondrial electron transport. Azzone GF, et al. 
J Biol Chem 1979 Oct 25; :254(20): 10213-9 
Monovalent cation/proton antiporters in membrane vesicles 
from Bacillus alcalophilus. Mandel KG, et al. 
J Biol Chem 1980 Aug 10;255(15):7391-6 
pH regulates the polymerization of actin in the sea urchin 
st cortex. Begg DA, et al. J Cell Biol 1979 Oct; 
83(1):241-8 
The statistical treatment of hydrogen ion concentration and 
pH. Boutilier RG, et al. J Exp Biol 1980 Feb;84:335-9 
Production of maximally acid urine by the isolated dog 
ons a JG, et al. J Lab Clin Med 1979 Oct; 
7 


Catheter tip pH electrodes for continuous intravascular 
recording. Cobbe SM, et al. J Med Eng Technol 1980 May; 
4(3):122-4 

pH equilibration in human erythrocyte suspensions. Critz 
AM, et al. J Membr Biol 1980 May 23;54(2):81-8 

Energy-transducing proteins in thermophilic biomembranes. 
Kagawa Y. J Membr Biol 1980 Jun 30;55(1):1-8 (62 ref.) 

Effect of varying pH [H+] on the metabolism of adenosine 
in isolated heart cells. Mustafa SJ. J Mol Cell Cardiol 1980 
Apr;12(4):335-46 

The measurement of spinal cord tissue pH using a diffusible, 
lipid-soluble, pH-sensitive fluorescent indicator. 
Delheimer SC, et al. J Neurochem 1980 Jun;34(6):1514-9 

pH-induced alterations in dopamine synthesis regulation in 
rat brain striatal synaptosomes. — RL, et al. 

J Neurochem 1980 Jun;34(6):1506-13 

Regional intracellular pH shift: a proposed new mechanism 
for radiopharmaceutical uptake in brain and other tissues. 
Kung HF, et al. J Nucl Med 1980 Feb;21(2):147-52 

Buffers—pH control within pharmaceutical systems. Flynn 

L. J Parent Drug Assoc 1980 Mar-Apr;34(2):139-62 

Caleulstion of hydrogen ion concentration sbaall Kallen RJ. 

J Pediatr 1979 Oct;95(4):663-4 


General method for calculation of hydrogen-ion 


HYDROGEN-ION 


concentration in multicomponent acid-base mixtures. 
Ventura DA, et al. J Pharm Sci 1980 AugeX6): 891-6 

An improved for in in the 
conscious dog. y MJ, et al. J ol Methods 1980 
Jan; "3(1):63-9° 

Effect of blood pH on distal nephron hydrogen ion secretion. 
Gougoux A, et al. Kidney Int 1980 May;17(5):615-21 

gk of cyclic AMP on “ey secretion by turtle 

bladder. Lief PD, et al. Kidney Int 1979 Aug; 

160). 103-12 


Control of pulmonary ventilation during exercise and 
mediators in the blood: CO2 and hydrogen ion. Sutton JR, 
et al. Med Sci Sports 1979 Summer;11(2):198-203 

Effects of pH on enzymes. Ti KF, et al. 

Methods 


ipton 
Enzymol 1979;63:183-234 

Comparison between the open skull and the cranial window 

, et al. Microvasc Res 1980 May; 


reparation for cameing 
a Re ger, Ad 
19(3):38 
Wound ahs and regional anesthesia: a look at tissue pH. 
Katz PM, et al. Milit Med 1979 Nov: 3144(11):736-8 
The temperature and pH-dependent transition of hen 
lysozyme. Characterization of two temperature-defined 
domains and of an N-acetylglucosamine 
(inhibitor)-insensitive form. Saint-Blancard J, et al. 
Mol Biol Rep 1979 Aug 31;5(3):165-9 
Clostridium botulinum can grow and form toxin at pH values 
lower than 4.6. Raatjes GJ, et al. Nature 1979 Oct 4; 
281(5730):398-9 
Intracellular pH and the sodium requirement at fertilisation. 
Shen SS, et al. Nature 1979 Nov 1;282(5734):87-9 
The influence of buffer pH, glucose and sodium ion 
concentration on the acid microclimate in rat proximal 
jejunum in vitro. Lucas ML, et al. Pfluegers Arch 1980 
May;385(2):137-42 
Unimportance of perivascular H+ AND K+ activities for 
pod adj —- of pial arterial diameter during = of 
rial blood pressure in cats. Wahl M, et 
Panaen Arch” 1979 Nov;382(3):203-8 
Characterization of the pH-dependent dimer-to-protomer 
transformation of cytochrome C oxidase at alkaline pH 
Auer HE, et al. Physiol Chem — 1979;11(1):9-22 
Measurement of the internal pH of _ spores by 31P 
nuclear magnetic resonance. et al. 
Proc Natl Acad Sci USA 1980 May.7HS)2 2470-3 
Measurements of the pH within dormant and 
bacterial spores. Setlow B, et al. 
Proc Natl Acad Sci USA 1980 May;77(5):2474-6 
Continuous fetal tissue pH monitoring in labor. Young BK, 
et al. Prog Clin Biol Res 1980;44: yeh 
Effect of hypocapnia on intracellular a during metabolic 
acidosis. Bettice JA. gl Physiol 1979 Dec; ;38(3):257-66 
pH homeostasis durin; resuscitation in 
critically ill patients. Martinez LR, et al. Resuscitation 1979; 
Lee: pod 
Effect of exogenous serotonin on intragastric pH and its 
influence on serum gastrin levels in rats. Hierro JH, et al. 
Rev Esp Fisiol 1979 Dec;35(4):467-70 
The influence of the pH and osmotic pressure upon tracheal 
ciliary beat frequency as determined with a new 
photo-electric registration device. van de Donk HJ, et al. 
Rhinology 1980 Jun;18(2):93-104 
Formation of hybridoma clones in soft agarose: effect of pH 
and of medium. Sharon J, et al. Somatic Cell Genet 1980 
May;6(3):435-41 
The assessing of acidophilia with Biebrich scarlet, * ge med 
de xylidine and woodstain scarlet. Clark G, et 
Stain Technol 1979 Jan;54(1):13-6 
Effect of acidification on duodenal mucosal blood flow. 
Chung RS, et al. Surg Forum 1979;30:345-7 
Effects of aspirin and pH on permeability of isolated 
pancreatic duct. Fox JN, et al. Surg Kab 1979; 
Combined gastric and esophageal 24-hour pH monitorii 
in patients with gastroeso) _ reflux. Little AG, et 
Surg Forum 1979;30:351- 


Significance of antral pH for gastrin release by insulin 
hypoglycemia in duodenal ulcer patients. Seememn SO, et 
al. Surgery 1979 Nov;86(5):707-13 

Fibrinogen gel clotting, pH and cancer therapy. Copley AL. 
Thromb Res 1980 Apr 1-15;18(1-2):1-6 

[pH in fetal capillary blood during electronically monitored 
deliveries} age og oageh a et ’ Ugeskr po he 1980 Feb 
18;142(8):499-504 (Eng. Al (Dan) 

[Relationship between the pesos of meconium in newborn 
lambs and postnatal and blood gas tension levels 
(author’s transl)] Duifhuizen M, 

Diergeneeskd 


et al. 
1979 y ted 15;104(15-16):614-20 
(Eng. Abstr.) 


(Dut) 

[Determination of pH median values (letter)] Rothe KF. 

1979 Aug;28(8):402-3 ( 
ae pH determination sub partu] Miller CP, et al. 
Gynecol 1979 Jul 20;228(1-4): 221-2 (Ger) 
[Clinical and biological aspects in patient with pH-triggered 
—— pacemaker ‘Gaohor’s transl} Cammilli L, et al. 
G Ital Cardiol 1978;8 Suppl 1:252-8 (Eng. a (Ita) 
[Autoregulation of stimulation frequenc biological 

signal Cammilli L, et al. G Ital Cardiol orks Sip 


[Artesia blood (O2 partial Co2 
pressure and pH)] Fukuchi Y, et Fi Nippon 
Jun 29;Suppl:1791-8 (Jpn) 
(Urinary acidification] Takamitsu Y, et al. Nippon Rinsho 


:410-2 


8401 
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1979 Jun 29;Suppl:1799-800 (Jpn) 
[Routine determination < ag H_ of umbilical cord blood 

at the obstetrical cen arazdin] <y M. 

Jugos! Ginekol Opetet | 1978; 18(5-6):427-32 (Eng. = 


[Fully automatous determination of acid-base balance and 
pressures of O2 a CO2 in the blood with ABL 

2 (author’s transl)] Bizak M, et al. 
ucne Bolesti Tuberk 1979 jul. Dec;3 1(3-4): 189-92 Ens. 


Abstr.) 
[U-pH as normal anal rocedure] Ber; 
Lakartidningen 


ysis p' ] Berg B 
1980 Apr 9;77(15):1412-3 


(Swe) 


HYDROGEN PEROXIDE 


Oxycytochrome P-450: its breakdown to superoxide for the 

formation of hydrogen peroxide. Estabrook RW, et al. 
Acta Biol Med Ger 1979;38(2-3):423-34 

Excitation of indole acetate in myeloperoxidase-H202 
system: possible formation of indole acetate cation radical. 
Kobayashi S, et al. Biochem Biophys Res Commun 1980 
Apr 14;93(3):967-73 

No or little production of singlet molecular oxygen in HOC1 
or HOC1/H202 a model system for 
myeloperoxidase/H202/C1-. Ushijima Y, et al. 

Biochem Biophys Res Commun 1980 Apr 29;93(4):1232-7 
Fluorescence quenching of tryptophan and related 
compounds by hydrogen peroxide. Cavatorta P, et al. 

Biochim Biophys Acta 1979 Jun 19;578(2):54 1-6 

Production of glycolate by oxidation of the 
1,2-dihydroxyethyl-thamin-diphosphate ‘atermediate of 
transketolase with nce*acyauvterrate(i! or H202. Christen 
P, et al. Eur J Biochem 1980;107(1):73-7 

The peroxidatic reaction catalyzed by horse liver alcohol 
dehydrogenase. 1. Salient features. Favilla R, et al. 
Eur J Biochem 1980 Feb;104(1):217-22 

The peroxidatic reaction catalyzed by horse liver alcohol 
dehydrogenase. 2. Steady-state kinetics and inactivation. 
Favilla R et al. Eur J Biochem 1980 Feb;104(1):223-7 

Kinetic studies of the reaction of ferric soybean 
leghemoglobins with hydrogen peroxide, cyanide and 
nicotinic acid. Job D, et al. Eur J Biochem 1980 Jun; 
107(2):491-500 

The peroxidatic reaction catalyed by horse liver alcohol 
dehydrogenase. 3. Nuclear magnetic resonance 
spectroscopic study of NADX. Mazzini A, et al. 
Eur J Biochem 1980 Feb;104(1):229-35 

Spectral analysis of the low level chemiluminescence of 
H202-supplemented ferricytochrome c. Cadenas E, et al. 
FEBS Lett 1980 Apr 7;112(2):285-8 

Low level chemiluminescence of the cytochrome c-catalyzed 
decomposition of hydrogen peroxide. Cadenas E, et al. 
FEBS Lett 1980 May 5;113(2):141-4 

Spectrophotometric determination of H2O02-generating 
oxidases using oxyhemoglobin as oxygen donor and 
indicator. Barzu O, et al. Int J Biochem 1980;11(2):121-6 

Proparacaine — alert [letter] Fraunfelder FT, et al. 
JAMA 1980 Jul 18;244(3):240 

A rapid silver impregnation method for nervous tissue: a 
modified protargol-peroxide technic. Loots GP, et al. 
Stain Technol 1979 Mar;54(2):97-100 


ADMINISTRATION & DOSAGE 


Plasma hemoglobin in rectal or intravenous hydrogen 
peroxide for extrapulmonary oxygenation. Yun DJ, et al. 
Yonsei Med J 1979;20(1):1-7 

[Use of hydrogen peroxide in bronchoscopic assanation] 
Stetskiv OV. Klin Khir 1980;(1):44-6 (Eng. Abstr.) 

(Rus) 


BIOSYNTHESIS 


Evidence that phagocytosing chicken polymorphonuclear 
leukocytes generate hydrogen peroxide and superoxide 
anion. Dri P, et al. Adv Exp Med Biol 1979;121(A):111-21 

O2- and H202 production during the respiratory burst in 
alveolar macrophages. Rossi F, et al. 

Adv Exp Med Biol 1979;121(A):53-74 

Generation of superoxide anion and hydrogen peroxide 
induced by nifurtimox in Trypanosoma cruzi. Docampo 
R, et al. Arch Biochem Biophys 1979 Oct 1;197(1):317-21 

Production of Hydrogen peroxide by Lactobacillus 
acidophilus. Collins EB, et al. J Dairy Sci 1980 Mar; 
63(3):353-7 

Induction of single-strand DNA breaks in human cells by 
H202 formed in near-uv (black light) irradiated medium. 
Wang RJ, et al. Radiat Res 1980 May;82(2):269-76 


BLOOD 


Drug interferences in reactions for detecting hydrogen 
peroxide by means of peroxidase [letter] Zoppi F, et al. 
Clin Chem 1980 Jul;26(8):1229-30 

Kinetic studies on the H202(O2-)-forming enzyme in guinea 
pig leukocytes. Kakinuma K, et al. FEBS Lett 1980 Feb 
25;111(1):90-4 

A determination of H2O2 release by the treatment of human 
blood polymorphonuclear leukocytes with myristate. 
Kakinuma K, et al. J Biochem (Tokyo) 1979 Jul;86(1):87-95 

Production of superoxide and hydrogen peroxide by an 
NADH-oxidase in guinea pig polymorphonuclear 
leukocytes. Modulation by nucleotides and divalent cations. 
Badwey JA, et al. J Chem 1979 Nov 25; 


8402 


CUMULATED INDEX MEDICUS 


254(22):11530-7 
DIAGNOSTIC USE 
Lacrimal outflow patency demonstrated b 
chemiluminescence. Cohen SW, et al. ian Ophthalmol 
1980 rage nao 
Contrast hy with ee peroxide. II. 


Clinical ‘Gelication ang XF, et 
Chin Med J [Engl] 1979 €)21:92(10)693-702 
Contrast echocardiography with hydrogen peroxide: I. 
Experimental study. Wang Xinfang, et al. 
Chin Med J [Engl] 1979 Sep.92(9)5 2595-9 


METABOLISM 


Intracellular production of superoxide radical and of 
hydrogen peroxide by redox active compounds. Hassan 
M, et al. Arch Biophys 1979 Sep; ‘ees 385-95 
Studies on horseradish peroxidase in dimethyl 
a mixtures. The caiedion of hydrogen 


xide 9S Mar if of fluoride. Adams PA, et al. 
Bicchen 31! J 1979 May 1;179(2):273-80 


Enhancement of hydrogen peroxide formation by 
protophores and ionophores in antimycin-supplemented 
mitoc! ria. Cadenas E, et al. Biochem J 1980 Apr 15; 
188(1):31-7 

Peroxide oxidation of indole to oxindole by chloroperoxidase 
catalysis. Corbett MD, et al. Biochem J 1979 Nov 1; 
183(2):269-76 

Metabolism of hydrogen peroxide in ~— gracilis Z by 
L-ascorbic acid peroxi oe , et al. 

Biochem J 1980 Jan 15; -186(1):3 7-80 

Mediation of the antilipolytic and lipogenic effects of insulin 
in adipocytes by intracellular acy nn sole of aT a pan 
peroxide. Mukherjee SP. 
1;29(9):1239-46 

The lactoperoxidase-thiocyanate-hydrogen peroxide 
antibacterium system. Reiter B. Ciba Found Symp 1978 Jun 
6-8;(65):285-94 

Role of hydrogen peroxide in the cytotoxic reaction of T 
lymphocytes. Thorne KJ, et al. Clin Exp Immunol 1980 
Feb;39(2):486-95 

Hydrogen peroxide formation of polymorphonuclear 
leukocytes stimulated with cytochalasin D. Nabi ZF, et 
al. Exp Cell Res 1979 Dec;124(2):293-300 

Cytochemical localization of catalase and several hydrogen 
peroxide-producing oxidases in the nucleoids and matrix 
of rat liver peroxisomes. Veenhuis M, et al. 

Histochem J 1979 Sep;11(5):561-72 

Enhanced hydrogen peroxide release from macrophages 
stimulated with streptococcal preparation OK-432. Saito 
H, et al. Infect Immun 1979 Nov;26(2):779-82 

Effects of some plant lectins on hydrogen peroxide release 
from macrophages induced with streptococcal preparation 
OK-432. Tomioka H, et al. Infect Immun 1980 May; 
28(2):336-43 

Mechanism of the antibiotic action pyocyanine. Hassan HM, 
et al. J 1980 Jan;141(1):156-63 

Comparative studies on alveolar macrophages and 
polymorphonuclear leukocytes. I. H202 and O2- 
generation by rabbit alveolar macrophages. Yamaguchi T, 
et al. J Biochem (Tokyo) 1980 May;87(5):1449-55 

Interactions of hydrogen peroxide with ribulose bisphosphate 
carboxylase oxygenase. Badger MR, et al. J Bi 
1980 Aug 25;255(16):7870-5 

Hydrogen bey production by rat brain in vivo. Sinet 
PM, et 1980 Jun;34(6):1421-8 

[Release of hydrogen peroxide by peritoneal macrophages 
from mice infested with Trypanosoma musculi] Caristan 
A, et al. C R Acad Sci [D] (Paris) 1980 Jan 21;290(3):243-6 
(Eng. Abstr.) (Fre) 

[Oxidation of nitrous oxide during decomposition of 
hydrogen peroxide by catalase] Vedenina Ila, et al. 
Mikrobiologiia 1980 Jan-Feb;49(1):5-8 (Eng. Abstr.) 

(Rus) 


PHARMACODYNAMICS 
Antibacterial action of 
lactoperoxidase-thiocyanate-hydrogen peroxide on 
Streptococcus agalactiae. Mickelson MN. 
Appl Environ Microbiol 1979 Nov;38(5):821-6 
Bovine superoxide dismutase and copper ions potentiate the 
bactericidal effect of autoxidizing cysteine. Nyberg GK, 
et al. Appl Environ Microbiol 1979 Jul;38(1):29-34 
Inactivation of dopamine beta~-monooxygenase by hydrogen 
peroxide and by ascorbate. Skotland T, et al. 
Arch Biochem 3iophys 1980 Apr 15;201(1):81-7 
Activation of pyruvate dehydrogenase in rat adipocytes by 
concanavalin A: evidence for insulin-like effect mediated 
by hydrogen peroxide. Mukherjee SP, et al. 
Biochem Biophys Res Commun 1980 Mar 13;93(1):36-41 
A study of dark luminescence in Chlorella. Background 
luminescence, 
3-(3,4-dichloropheny])-1,1-dimethylurea-triggered 
luminescence and hydrogen peroxide chemiluminescence. 
Lavorel J. Biochim Biophys Acta 1980 May 9;590(3):385-99 
Autoinactivation of xanthine oxidase: the role of superoxide 
radical and hydrogen peroxide. Lynch RE, et al. 
Biochim Biophys Acta 1979 Dec 7;571(2):195-200 
The damaging action of hydrogen peroxide on DNA of 
human fibroblasts is mediated by a non-dialyzable 
compound. Meneghini R, et al. Biochim Biophys Acta 1980 


1980 


het 27; 5608(1) soma we ‘ 
The failure rogen pero to improve function in 
ischemically depressed myocardium. Goodlett M, et al. 
Eur J lew 1979 Dec 7;60(2-3): 257-60 
Effect of estrogens on the diated 


my 


antimicrobial system. Klebanoff SJ. Infect Immun 1979 Jul; 


—o 153-6 
effect of hydrogen peroxide and ultraviolet 
cditee an Uenatel pone wt Che a 
J Appl Bacteriol 1979 Oct;47(2):263-9 
— _— oe of ong gpd yy~ 
ydrogenase by hydrogen peroxide nature of t 
reaction. Betcher-Lange SL, et al. J Biol Chem 1979 Sep 
25;254(18):8825-9 

The insulin-like effect of hydrogen peroxide on — 
of lipid synthesis in rat adipocytes. May JM, et 
J Biol Chem 1979 Sep 25;254(18):9017-21 

Chemotactic factor inactivation = the 

xide-halide system. Clark 

RA, et al. J Clin Invest 19 Oct;64(4):913- 20 

Effects of topical hydrogen peroxide on caries incidence and 
bacterial agglomerate formation in rats. Schmid R, et al. 
J Dent Res 1980 Jul;59(7):1173 

Macrophage oxygen-dependent antimicrobial activity. I. 
Susceptibility of Toxoplasma gondii to oxygen 
intermediates. Murray HW, et al. J Exp Med 1979 
1;150(4):938-49 

Macrophage oxygen-dependent antimicrobial activity. II. 
The role of oxygen intermediates. Murray HW, et al 

Med 1979 Oct 1;150(4):950-64 

The effect of transition metal ions on the resistance of 
bacterial spores to hydrogen peroxide and to heat. Waites 
WM, et al. J Gen Microbiol 1979 Jun;112(2):225-33 

Influence of hydrogen Lseawr-en! or alcoholic sodium 

droxide on t! ytc ical detection of growth 
hormone and prolactin after osmium fixation. Baskin DG. 
et al. J Histochem 1979 527(9):1290-2 

Differential radiolabelling of lymp! membrane 
alloantigens and immunoglobulins: variation of H202 
concentration during lactoperoxidase catalyzed cell surface 
radio-iodination. Emerson SG, et al. J Immunogenet 1979 
Apr;6(2):87-97 

Neutrophil-platelet interaction mediated by myeloperoxidase 
and hydrogen peroxide. Clark RA, et al. J Immunol 1980 
Jan;124(1). 99-405 
Macrophage-mediated suppression. I. Evidence for 
participation of both hdyrogen peroxide and prostaglandins 
in suppression of murine lymphocyte proliferation. Metzger 
Z, et al. J Immunol 1980 Feb;124(2):983-8 

Sonicated and passively dispersed hydrogen peroxide in 
periodontitis. Saroff SA, et al. J Periodont Res 1980 Mar; 
15(2):216-22 

Decreased incidence of bacteriuria associated with periodic 
instillations of hydrogen peroxide into the urethral catheter 
drainage bag. Maizels M, et al. J Urol 1980 Jun; 
123(6)s 841-5 

Action of hydrogen peroxide on human fibroblast in culture. 
Hoffmann ME, et al. Photochem Photobiol 1979 Jul; 
30(1):151-5 

Inactivation of phage T7 by near-ultraviolet radiation plus 
hydrogen peroxide: DNA-protein crosslinks prevent DNA 
injection. Hartman PS, et al. Proc Natl Acad Sci USA 1979 
Jul;76(7):3228-32 

In vivo effect of four es ag agents upon the 
pram gg of dental plaq oo RV, et al. 
Scand J Dent Res 1980 Feb; *88(1).34- 

Platelet aggregation following exposure as 
phospholipase-treated platelet rich plasma to hydrogen 
peroxide. lIatridis SG, et al. ib Res 1979; 
15(5-6):733-41 

[Disinfectant testing with Bacillus spores (author’s transl)] 
Béhm R, et al. Bakteriol [B] 1979 Jun; 
168(5-6):525-32 (Eng. Abstr.) (Ger) 

[Partial purification of hog thyroid peroxidase using 
detergent treatment and its spectral changes induced by 
hydrogen peroxide (author’s transl)] Ohtaki S, et al. 
Nippon Naibunpi Gakkai Zasshi 1979 Dec 20; 
$5(12):1570-81 (Eng. Abstr.) (Jpn) 

[Effect of hydrogen peroxide and hydrated ferric oxides on 
the metabolism of soil microflora] Imshenetskii AA, et al. 
Mikrobiologiia 1979 Sep-Oct;48(5):919-26 (Eng. Abstr.) 

(Rus) 

[Isolation of cultures of microorganisms growing in the 
presence of hydrogen peroxide] Imshenetskii AA, et al. 
Mikrobiologiia 1979 Sep-Oct;48(5):934-7 (Eng. soy 











[Antibacterial activity of a solution of H202, ee 4 
and chloramine] Kotula R, et al. Cesk Stomatol 1980 Jan; 
80(1):17-21 (Eng. Abstr.) (Slo) 


PHYSIOLOGY 
The antibiotic activity of the 
lactoperoxidase-thiocyanate-hydrogen peroxide system in 
the calf abomasum. Reiter B, et al. Res Vet Sci 1980 Jan; 
28(1):116-22 
POISONING 


Death caused by hydrogen peroxide. Zetevié D, et al. 
Z Rechtsmed 1979;84(1):57-9 





TOXICITY 


Oxygen free radicals and chairman's 
introduction. Fridovich I. Ciba F fap 1978 Jun 6-8; 
(65):1-4 

The recA+ gene luct is more important than catalase 
and superoxide = in Lsesnyge ss. —p Ey coli 
against hydrogen peroxide toxicity. Carlsson J, et al 

J Bacteriol. 1980 Apr; 142(1): 319-21 





and oxygen tolerance of 
oxy, en-sensitive mutants of Escherichia coli. Hassan HM, 
Hy gs Infect Dis 1979 Mar-Apr;1(2):357-69 


HYDROGEN SULFIDE 


ADMINISTRATION & DOSAGE 


[Experimental substantiation in inhalation of aerosols as 
prophylaxis for occupational diseases of the upper 
respiratory tract in ag of coal and metal mining 
industries] Foderman VM, et al. 

Zh Ushn Nos Gorl Boles 1979 Jul-Aug;(4):17-21 (Eng, 
Abstr.) 


ANALYSIS 


H2S —_ Brief RS, et al. Am Ind Hyg Assoc J 1979 Jan; 
40(1):78 

Gaseous hydrogen sulfide determination by discoloration of 
lead-stabilized PVC. Graedel TE, et al. 
Am Ind Hyg Assoc J 1979 Nov;40(11):947-54 

[New method of constructing a calibration chart for 
determining hydrogen sulfide in the atmosphere from the 
methylene blue formation reaction] Iakimova VP. 
Gig Sanit 1979 Sep;(9):67-9 


METABOLISM 


Sulfur isotope fractionation by Salmonella heidelberg: inverse 
isotope effects during growth on high concentrations of 
Na2SO3. McCready RG, et al. Can J Microbiol 1979 Dec; 
25(12):1387-93 

Pulmonary excretion of hydrogen sulfide, methanethiol, 
dimethyl! sulfide and dimethyl! disulfide in mice. Susman 
JL, et al. Drug Chem Toxicol 1978;1(4):327-38 

his-Linked hydrogen sulfide locus of Salmonella 
typhimurium and its expression in Escherichia coli. Voll 
MJ, et al. J Bacteriol 1979 Sep;139(3):1082-4 

Biochemical characterization of H2S-positive Salmonella 
sendai strains isolated in Hong Kong. Chau PY, et al. 
Microbiol Immunol 1979;23(3):125-9 


PHARMACODYNAMICS 


Inhibition by sulfide of nitric and nitrous oxide reduction 
by denitrifying Pseudomonas fluorescens. Sgrensen J, et 
al. Environ Microbiol 1980 Jan;39(1):105-8 

Effect of air pollutant hydrogen sulfide on the levels of total 
lipids, phospholipids & cholesterol in different regions of 
the ah ee ae brain. Haider SS, et al. 

p Biol 1980 Apr;18(4):418-20 

(Effect. A sulfide-hydrosulphide baths on _ sulfhydryl 

compounds in the serum of patients with cervical pains 

caused by discopathy treated at Busko-spa] Chmielewski 

H, et al. Pol Tyg Lek 1980 Feb 4;35(5):157-9 (Eng. Abstr.) 


(Pol) 


(Rus) 


POISONING 


[Occupational hydrogen sulfide poisoning] Klausen H, et al. 
Ugeskr Laeger 1979 Dec 3;141(49):3393-6 (Dan 


THERAPEUTIC USE 


[Use of hydrogen sulfide baths from Konopkivka spring in 
the overall treatment of hypertension] Popovich Ala, et 
al. Vrach Delo 1979 Nov;(11):36-7 (Rus) 


TOXICITY 


Cumulative biochemical effects of repeated subclinical 
hydrogen sulfide intoxication in mouse brain. Savolainen 
H, et al. Int Arch Occup Environ Health 1980;46(1):87-92 


HYDROGENATION see under CHEMISTRY, ORGANIC 
HYDROGENOMONAS see under PSEUDOMONAS 


HYDROLASES 


Multiple forms of 2-deoxy-D-glucoside-2-sulphamate 
sulphohydrolase from human placenta. Paschke E, et al. 
Biochem J 1979 Sep 1;181(3):677-84 

Nonporous magnetic supports for proteases, cell-lytic 
enzymes, and ribonuclease: limits of reactant size. Hallin 
PJ, et al. Biotechnol Bioeng 1979 Dec;21(12):2359-63 


ANALYSIS 


Histochemical distribution and functional role of 
phosphatases, cholinesterase and succinic dehydrogenase 
in the gustatory epithelium and lingual glands of the rat. 
Talesara CL, et hate Anat (Basel) 1980; 107(1):52-9 

Comparative effects a CCK-PZ on certain intestinal 
hydrolases in the mucosa and in the — —— of 
the hamster jejuno-ileum. Senegas-Balas 
Acta Hepatogastroenterol (Stuttg) 1979 Dex. 2606) 486-92 


CUMULATED INDEX MEDICUS 


and phospholipase Al, A2, and L1 activities 
in white matter in aca distemper virus-associated 


ens Newentinel Chest) 1 yelitis. Fu SC, et al. 


1980 Jan;49(1):13-8 
The mp: Meme = ge and morphological response of hydrolytic 
Feb:49 


(Berl) 1980 


The use of radioiodinated protein substrates for the assay 
of trypsin and the hatching enzyme from the Pm 
Xi laevis. Urch UA, et al. Anal Biochem 1979 Dec; 
100(2):352-6 

Sialidosis type 1: cherry red spot-myoclonus syndrome with 
sialidase deficiency and altered electrophoretic mobility of 


some enzymes known to be gly teins. II. Enzymes 
um Genet 1979 Jul; 


studies. Swallow DM, et al. Ann 
43(1):27-35 

Acid hydrolases in experimental and spontaneous bullae. 
Volden G. Arch Res 1979 Aug;266(1):27-32 

High-purity 4-nitrophenol: purification, characterization, 
and specifications for use as a spectrophotometric reference 
material. Bowers GN Jr, et al. Clin Chem 1980 May; 
26(6):724-9 

An enzyme profile of the nuclear envelope. Zbarsky IB. 
Int Rev Cytol 1978;58:295-360 (484 ref. 

Lysosomal hydrolases i in tears and the lacrimal gland: effect 
of acetylsalicylic acid on the release from the lacrimal 
_— van Haeringen NJ, et al. 

rest Ophthalmol Vis Sei 980 Jul; 19(7):826-9 

Characterization of enzymes and glycoproteins in rat liver 
lysosomal membranes. Yamamoto K, et al. 

J Biochem (Tokyo) 1980 Jan;87(1):237-48 

Characterization of ducts isolated from the pancreas of the 
rat. Githens S 3d, et al. J Cell Biol 1980 Apr;85(1):122-35 

Postmortem sera and cerebrospinal fluid enzymes. Schoning 
P, et al. J Forensic Sci 1980 Apr;25(2):344-8 

Workshop on animal hydrolases. J Histochem 
Jan;28(1):61-92 

Quantitative i cytoch | localization of pancreatic 
secretory proteins in subcellular compartments of the rat 
acinar cell. Bendayan M, et al. J Histochem 1980 
Feb;28(2):149-60 

Cytochemical localization of acid hydrolases in neurons of 
the mammalian central nervous system. Broadwell RD. 
J Histochem Cytochem 1980 Jan;28(1):87-9 

Histochemical observations on hydrolytic enzymes in 
cercariae of Plagiorchis elegans, with notes on morphology 
of nervous system. Leflore WB. Trans Am Microsc Soc 
1979 Apr;98(2):225-32 


ANTAGONISTS & INHIBITORS 


Leishmania donovani: action of excreted factor on hydrolytic 
enzyme activity of macrophages from mice with genetically 
different resistance to infection. El-On J, et al 
Exp Parasitol 1980 Apr;49(2):167-74 


BIOSYNTHESIS 


Effect of additions of liquid poultry on tion 
of degradative enzymes by bacteria in forest soil and litter. 
Hankin L, et al. Can J Microbiol 1979 Nov;25(11):1258-63 

An examination of enzyme production of Phytophthora spp. 
on solid and liquid media. McIntyre JL, et al 
Can J Microbiol 1978 Jan;24(1):75-8 


BLOOD 


Changes in serum _ succinyltrialanine p-nitroanilide 
hydrolysing activity in hepatobiliary diseases. Ogawa M, 
et al. Ann Clin Biochem 1979 Nov;16(6):320-4 

Normal serum values of lysosomal hydrolases in cutaneous 
inflammatory disorders. Volden G. Ann Clin Res 1979 Oct; 
11(5):233-35 

Lysosomal acid hydrolases in lymphocytes of I-cell disease. 
Kato E, et al. Clin Chim Acta 1979 Jul 16;95(2):285-90 

= hydrolases in cystic fibrosis [letter] Patrick AD, et 

Lancet 1979 Nov 10;2(8150):1015-6 

aed inactivation of plasma hydrolases in cystic fibrosis 
[letter] Sack J, et al. Lancet 1980 Aug 2;2(8188):268 

[Determination of lysosomal hydrolase activity in the blood 
plasma] Strachunskii LS. Lab Delo 1980;(6):329-32 (Eng. 
Abstr.) (Rus) 

[Connective tissue enzymatic activity in exudative diathesis 
in children] Sharobaro VE. Vopr Okhr Materin Det 1979 
Jul;24(7):34-6 (Eng. Abstr.) (Rus) 


DEFICIENCY 


Decreased S-adenosylhomocysteine hydrolase in inborn 
errors of purine metabolism. Kaminska JE, et al 
J Lab Clin Med 1980 Jul;96(1):141-7 


GENETICS 


Acid hydrolases as models of genetic control. Paigen K. 
Annu Rev Genet 1979;13:417-66 (217 ref.) 








ISOLATION & PURIFICATION 


Direct evidence for the presence of 
beta-hydroxyphenylalanine and beta—hydroxytyrosine in 
cutinase from Fusarium solani pisi. Lin TS, et al. 

Arch Biochem Biophys 1979 Aug;196(1):255-64 

Proteins of the kidney microvillar membrane. 


Immunoelectrophoretic analysis of the membrane 


HYDROLASES 


ydeaienees identification and resolution of the detergent- 
proteinase-solubilized forms. Booth AG, et al. 

Biockess J 1979 May 1;179(2):397-405 

Purification and —— of the P2_ primary 
alkylsulphohydrolase of the detergent-degrading bacterium 
pseudomonas C12B. Cloves JM, et al. Biochem J 1980 Jan 
1;185(1):23-31 

[Rat liver roy mage -L-homocysteine hydrolase 
purification by affinity column ney (author's 
transl)] Chabannes B, et al. Experientia 1979 Aug 15; 
35(8):1014-6 (Eng. Abstr.) (Fre) 


METABOLISM 


Cytoenzymologic investigations on carcinomas of the cervix 
ee ee Dutu R, et al. Acta Cytol (Baltimore) 1980 Mar-Apr; 
4(2):160-6 

Histochemical and ultrastructural study of adult human 
tendon. Jézsa L, et al. Acta (Jena) 1979; 
65(2):250-7 

Heparin effect on the activity of certain lysosomal hydrolases 
in dog pancreas (in vivo investigations). Triebling A, et 
al. Acta Physiol Pol 1979 Jul-Aug;30(4):527-32 

Acid hydrolases of trypanosomatid flagellates. Steiger RF, 
et al. Acta Trop (Basel) 1979 Dec;36(4):335-4 

In vitro studies of the effect of metal ions, EDTA and their 
mixtures on kynurenine aminotransferase and kynurenine 
hydrolase. El-Zoghby SM, et al. 
Acta Vitaminol Enzymol (Milano) 1978;32(5-6):145-9 

Saccharide traffic signals in receptor-mediated endocytosis 
and transport of acid hydrolases. Sly WS. 
Adv Exp Med Biol 1980;125:433-51 (52 ref.) 

Photosensitivity and cutaneous acid hydrolases in porphyria 
cutanea tarda. Volden G, et al. Ann Clin Res 1979 Aug; 
11(4):129-32 

The mechanism of the irreversible antimicrobial effects of 
penicillins: how the beta-lactam antibiotics kill and lyse 
bacteria. Tomasz A. Annu Rev Microbiol 1979;33:113- 7 
(100 ref.) 

= of hormone treatments on chick oviduct 

ta-N-ace' isozymes and other acid 

drolases. ‘Laces JJ. Arch Biochem Biophys 1979 Oct 1; 
137 1):96-103 

Purification and characterization of novel cutinase from 
nasturtium (Tropaeolum majus) pollen. Maiti IB, et al. 
Arch Biochem Biophys 1979 Sep;196(2):412-23 

Regulation of enzyme synthesis in the arginine deiminase 
pathway of Pseudomonas aeruginosa PAO [proceedings] 
Mercenier A, et al. Arch Int Physiol Biochim 1980 Feb; 
88(1):B41-B42 

Distribution pattern following a centrifugation of 
some hydrolases in experimental hypertension. Artizzu M, 
et al. Bibl Anat 1979; X18): 190-3 

Demonstration of altered acidic hydrolases in fibroblasts from 
patients with mucolipidosis II by lectin titration. Rousson 
R, et al. Biochem J 1979 Jun 15;180(3):501-5 

The effect of D-penicillamine on the release of acid 
hydrolases from rat liver lysosomes induced by 
gamma-hexachlorcyclohexan. Carevié O. 
Biochem Pharmacol 1979 Jul 15; 28(14): 2181-5 

S-Adenosylhomocysteinase from mouse liver. Effect of 
adenine and adenine nucleotides on the enzyme catalysis. 
Ueland PM, et al. Biochemistry 1979 Sep 18;18(19):4130-5 

Peptidyl transfer ribonucleic acid hydrolase activity of 
proteinase k. Vidales FJ, et al. Biochemistry 1979 Sep 18; 
18(19):4155-8 

Adenosine analogues as substrates and inhibitors of 
S-adenosylhomocysteine hydrolase in intact lymphocytes. 
Zimmerman TP, et al. Biochemistry 1980 May 13; 
19(10):2252-9 

Biochemical characterization of — in unfertilized 
eggs of Xenopus laevis. Decroly M, e 
Biochim Biophys Acta 1979 ier 1:$87(4): 567-78 

A study on the sequestration of adenosine and its conversion 
to adenine by the cyclic AMP-adenosine binding 
protein/S-adenosylhomocysteinase from mouse liver. 
Saebg J, et al. Biochim Biophys Acta 1979 Oct 18; 
587(3):333-40 

Influence of lecithin liposomes on chlorophyllase-catalyzed 
chlorophyll hydrolysis: comparison of intramembraneous 
and solubilized Phaeodactylum chlorophyllase. Terpstra 
W. Biochim Biophys Acta 1980 Jul 16;600(1):36-47 

Distinct kynureninase and hydroxykynureninase enzymes in 
an actinomycin-producing strain of Streptomyces parvulus. 
Troost T, et al. Biochim Biophys Acta 1980 Mar 14; 
612(1):97-106 

Sequestration of adenosine in crude extract from mouse liver 
and other tissues. Ueland PM, et al. 
Biochim Biophys Acta 1979 Oct 18;587(3):341-52 

Evidence for heterogeneous turnover of rat liver lysosome 
hydrolases. Tessitore L, et al. Boll Soc Ital Biol Sper 1979 
Jan 15;55(2):60-3 

Acid hydrolases in blister fluid. 7. Influence of dimethyl 
sulphoxide and heat. Volden G. Br J Dermatol 1979 Aug; 
101(2):155-7 

Rhythmic activity of some lysosomal hydrolases in the 
supernatant of liver homogenates from mice joined in 
parabiosis. Lityfska A. Bull Acad Pol Sci [Biol] 1979; 
27(5):399-406 

Circadian rhythms of acid phosphatase (AcP 3.1.3.2) and 
other hydrolases in the rat gastric mucosa. Histochemical 
study. Zaviacié M, et al. Cell Mol Biol 1979;24(3):223-9 

Fibre types in the locomotory muscles of an Antarctic teleost, 


8403 








HYDROLASES 


notothenia rossii. A histochemical ultrastructural and 
biochemical study. Walesby NJ, et al. Cell Tissue Res 1980; 
208(1):143-64 
sp activities in the rat aorta. III. Effects of regular 
wimming activity and its cessation. Wolinsky H, et al. 
Cire Res 1979 Oct;45(4):546-53 
Studies on the activities and of | 
hydrolases in fractionated populations of human peripheral 
blood cells. Nakagawa S, et al. Clin Chim Acta 1980 Feb 
14;101(1):33-44 
Subcellular fractionation of Trypanosoma brucei bloodstream 
forms with special Steiger RF, et 
al. Eur J Biochem 1980 Mar; 105(1): 163-75 
Purification and characterization of hatchin 
Strongylocentrotus intermedius. Takeuchi 
Eur , Biochem 1979 Oct; 100(1):257-65 
Fusion with enucleated fibroblasts corrects ‘I-cell’ defect. 
D’Azzo A, et al. Exp Cell Res 1980 Jun;127(2):484-7 
Agmatine iminohydrolase activity during development and 
ermination of groundnut seeds. Sindhu RK, et al. 
Experientia 1980 May 15;36(5):530-1 
Biochemical activities of nine | enzymes in T and 
non-T lymphocytes. Tanaka T. FEBS Lett 1979 Aug 1; 
ak ole f the F Svabova M, 
wg of the genus Fusarium. Svabov et 
lia’ Microbiol (Praha) 1980;25(3):233-7 
Canta) and regulatory properties of the Triton and trypsin 
forms of the brush border hydrolases. Ugolev AM, et al. 
Gut 1979 ;20(9):737-42 
Quantitative distribution of lysoromal hydrolases in the rat 
nephron. Le Hir M, et al. Histochemistry 1979 Sep; 
63(2):245-51 
Demonstration of enzymes in cells cultured on semipermeable 
membrane in a double chamber. Mandys V, et al. 
1980;65(3):325-7 
Studies of the levels of hydrolytic enzymes & insulin content 
in rat pancreas on preincubation with trasylol. Anjaneyulu 
K, et al. Indian J Exp Biol 1979 Nov; AHA: 1289-90 
Purification and some properties of maleylpyruvate hydrolase 
and fumarylpyruvate hydrolase from udomonas 
alcaligenes. Bayly RC, et al. J Bacteriol 1980 Jul; 
143(1):70-7 
Oligoglucuronide production in Mucor rouxii: evidence for 
a role for endohydrolases in hyphal extension. Dow JM, 
et al. J Bacteriol 1980 Tun: 142(5): 2939-44 
Inducible and constitutive kynureninases. Control of the 
inducible enzyme activity by transamination and inhibition 
of the constitutive enzyme by 3-hydroxyanthranilate. 
Tanizawa K, et al. J Biochem (Tokyo) 1979 Aug; 
86(2):499-508 
The mechanism of kynurenine hydrolysis catalyzed by 
kynureninase. Tanizawa K, et al. J Biochem (Tokyo) 1979 
Nov;86(5):1199-209 
S-adenosylhomocysteinase from mouse liver. Catalytic 
properties at cellular enzyme level. Ueland PM, et al. 
J Biol Chem 1980 Aug 25;255(16):7722-7 
Neuronal transport of acid hydrolases and peroxidase within 
the lysosomal system or organelles: involvement of 
agranular reticulum-like cisterns. Broadwell RD, et al. 
J Comp Neurol 1980 Apr 1;190(3):519-32 
Decreased S-adenosylhomocysteine hydrolase in inborn 
errors of purine metabolism. Kaminska JE, et al. 
J Lab Clin Med 1980 Jul;96(1):141-7 
An experimental model of gastrointestinal candidiasis. Burke 
V, et al. J Med Microbiol 1980 Feb;13(1):103-10 
Regulation of protein synthesis and enzyme accumulation 
in the rat pancreas by amount and timing of dietary protein. 
Girard-Globa A, et al. J Nutr 1980 Jul;110(7):1380-90 
Acid and neutral hydrolases in Trypanosoma cruzi. 
Characterization and assay. Avila JL, et al. J Protozool 
1979 May;26(2):304-11 
The secretory code of the neutrophil. Weissmann G, et al. 
J | ee Sec 1979 Dec;26(Suppl):687- 700 ‘Gs 
ref.) 


Lysosomal hydrolases of the dog liver and kidneys in 
declamptic shock after constriction of the superior 
mesenteric artery. Diugosz J, et al. Mater Med Pol 1979 
Apr-Jun; 11(2):100-6 

Histoenzymology of the lung. V. T° ‘ier analysis 
of sixty lung tumors. Ionescu J, et al 

Embryol (Bucur) 1979 Oct- Dec;25(4): 341-8 

Lysosomal hydrolases in long term cultures of human 
gliomas: total enzyme activities and rate of extracellular 
accumulation. McCormick D, et al. 

Nex Appl Neurobiol 1980 Mar-Apr;6(2):133-41 

Effect of natural oestrogens on tryptophan metabolism: 
evidence for interference of oestrogens with kynureninase. 
Wolf H, et al. Scand J Clin Lab Invest 1980 Feb;40(1):15-22 

Changes in the activity of some hydrolases of the brain after 
the administration of methoxyethylmercuric chloride. 
Kozik MB, et al. Toxicol Appl 1980 Mar 30; 
$3(1):122-33 

—— and characterization of venom components in 

xosceles reclusa--III. Hydrolytic enzyme activity. 
Norment BR, et al. Toxicon 1979;17(6):539-48 

[Brain rat histoenzymologi changes induced by 
microsphere injection during ischemia (author’s transl} 
Lageron A, et al. Acta Histochem (Jena) 1979;64(2):184-90 
(Eng. Abstr.) (Fre) 
jew separation method for nucleoside derivatives of 
adenosine using high performance liquid chromatography. 
Application to the determination of 
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CUMULATED INDEX MEDICUS 


ye ee Supverine hydrolase in the liver of the 
Chabannes BE, et al. J Chromatogr 1979 pe | 
resorption with 3H labeled enzyme mixture 
coomaneiaale woey et al. Acta Med Austriaca (Ger) 
4 4 ) 


an adaptation mechanism in eg 
and absorption] Ugolev AM, et al. Nahrung 1979 
23(4):371-9 a 


[Studies on lytic enzyme — of bacteria 
ida guilliermondii 


fermentation cultures a transl)] Schubert B, a ri 
Zentralbl Bakteriol [Naturwiss] 1979;134(8):697-705 (Eng. 
Abstr.) ya 


[Histochemical characteristics of the rabbit crystalline lens 
epithelium in ontogeny (oxidoreductases and hydrolases)] 
Bormusova EA. Oftalmol Zh 1979;34(8):494-7 (Eng 


in liver hydrolase activity in progressive eaiion 

y of the right ventricular t type] ] Krivchik AA, 

. Patol Fiziol Eksp Ter 1979 Nov-Dec;(6):49-52 Eng, 
) 


Porcine rotaviral infection of cell culture: effects of certain 
enzymes. Theil KW, et al. Am J Vet Res 1980 Jan; 
41(1):140-3 

SECRETION 

Effects of antimycin A and 2-deoxyglucose on secretion in 

human platelets. Differential inhibition of the secretion of 


acid hydrolases and adenine nucleotides. Holmsen H, et 
al. Biochem J 1979 Aug 15;182(2):413-9 


THERAPEUTIC USE 


[Therapeutic effectiveness ¥. the preparation Nutrizym 

(Merck)] Diaconescu M, et al. 
Rev Med Chir Soc Med Nat Iasi 1978 Oct-Dec;82(4):606 
(Rum) 


HYDROLYSIS see under CHEMISTRY, PHYSICAL 
HYDROMORPHON see DIHYDROMORPHINONE 


HYDRONEPHROSIS 


CHEMICALLY INDUCED 


[Bilateral ureteral hydronephrosis from periureteral pelvic 
fibrosis after abuse of analgesic compounds] Lasserre B. 
Rev Med Suisse Romande 1979 Oct;99(10):731-40 (Fre) 


COMPLICATIONS 


Diffuse renal transitional cell carcinoma and hydronephrosis. 
Graeb DA, et al. AJR 1980 Sep;135(3):620-1 

Persistent hematuria during pregnancy [clinical conference] 
Texter JH Jr, et al. J Urol 1980 Jan;123(1):84-8 

[Diagnosis of latent pyelonephritis of the contralateral kidney 
in patients with unilateral infectious hydronephrosis] 
Tereshchenko AV, et al. Vrach Delo 1980 Jun;(6):23-5 
(Eng. Abstr.) (Rus) 


CONGENITAL 


Congenital unilateral hydronephrosis in the rat. Friedman 
J, et al. Kidney Int 1979 May;15(5):567-71 
[Congenital nonobstructive mene wag and hydroureter 
as an obstetric complication] Heilberg F, et al. 
Ugeskr Laeger 1979 Sep 3;141(36): or Pa (Eng. Abstr.) 
(Dan) 


[Etiopathogenesis of congenital hydronephrosis] Puigvert A. 
Acta Urol Belg 1979 Jul;47(3):560-70 (Eng. Abstr.) 


[Surgical considerations in congenital hydronephrosis] 
Puigvert A. Hely Chir Acta 1979 Aug;46(3):337-49 (Eng. 
Abstr.) (Fre) 

[Characteristics of congenital hydronephrosis in children] 
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HYDROXYANILINES see AMINOPHENOLS 


3-HYDROXYANTHRANILIC ACID see under 
ANTHRANILIC ACIDS 


HYDROXYAPATITES 


Interaction between sulphated macromolecules and 
hydroxyapatite studied by infrared spectroscopy. Embery 
G, et al. Acta Odontol Scand 1980;38(2):105-8 

Py og batch assay for quantitation of cellular 


A damage. Kanter PM, et al. Anal Biochem 1979 Aug; 
97(1):77-84 


1980 


Synthesis and characterization of ph nm coer acid, a 
inhibitor of hydroxylapatite crystal growth. Tew 
al. 1980 Apr 29;19(9):1983-8 

Effects of _and 


P 
dissolution of A es pegs yey 
JR, et al. Calcif Tissue Int 1980;31(2):153-9 
Lattice and cation distribution of solid solutions 
of calcium and strontium hydrox ite. or HJ, 
et al. erage’ wale: ae 2):127-3 
Ion and color center 
ite. yr SH, et al. Calcif Tissue 


h 
3Q(1):21- 
Calorimetric studies of the emotes, _poeanen 
hydroxyapatite and certain 
Benton DP, et al. Caries R Res 1980 1980;14(2).1 1 
Use of high-performance 


on the 
system. Evans 


amines. 
ann 1214-7 
of bacterial interactions in the 
gh of Actinomyces viscosus. 
Infect Immun 1980 Jul.2 ;29(1):83-90 
Effect of pone ake 3 ns bonding 
et al. 


of porous coated implants. Ducheyne 
5 Biomed Mater Ree 19 1980 May; 14(3):225-37 
materials to hard 


Schi 
14(1):83-90 

A resonance frequency technique to determine elastic 
modulus of hydroxyapatite. Torgalkar AM. 
J Biomed Mater Res 1979 Nov;13(6):907-20 

Zeta potentials of enamel and apatites. Arends J. J Dent 1979 
ee 7(3):246-53 

adsorption of two polyphosphonates on hydroxyapatite 
be their influence on the acid solubility of whole bovine 
enamel. Bartels T, et al. J Dent 1979 Sep. 7(3):221-9 

The factors involved in the adsorption of glycoproteins from 
saliva onto hydroxyapatite laces. Wilkes PD, et al. 

J Dent 1979 Sep;7(3):213-20 

Immediate dental root implants from synthetic dense calcium 
hydroxylapatite. Denissen HW, et al. J Prosthet Dent 1979 
Nov;42(5):551-6 

Apatite-associated arthropathy: a clinical study of 14 cases 
and of 2 patients with calcific bursitis. Fam AG, et al. 
J Rheumatol 1979 Jul-Aug;6(4):461-71 

Crystal-induced inflammation, enzyme release and the effects 
of drugs in the rat pleural space. Glatt M, et al. 

J- Rheumatol 1979 May-Jun;6(3):251-8 
luminescence in hydrox tite. Mo een MR, et 
al. Med Phys 1979 Nov-Dec; "6(6):494- 

The effect of trace elements in some > New Zealand water 
supplies on synthetic apatite structure. Featherstone JD, 
et al. NZ Dent J 1979 Oct;75(342):206-11 

Kinetics and mechanism of hydroxyapatite dissolution in 
acidic solutions containing dentifrice binders. Friedman M. 
Pharm Acta Helv 1979;54(7-8):234-8 

Hydroxyapatite deposition disease. Bonavita JA, et al. 
Radiology 1980 Mar;134(3):621-5 

Affinity of deg cee peed for furfural and a brown pigment 
formed by furfural and glycine. Nordbé H, et al. 

Scand J Dent Res 1979 Oct;87(5):395-7 


ANALYSIS 


Coane < of human pineal calcospherulites. Ostrowski K, 
Calcif Tissue Int 1980;30(3):179-82 


CHEMICAL SYNTHESIS 


An octacalcium phosphate intermediate in the synthesis of 
nemtemnls hydroxyapatite. Spencer M. 
Biochim Biophys Acta 1980 Mar 3;628(2):244-8 


IMMUNOLOGY 


Fibril-mediated adherence of Actinomyces viscosus to 
saliva-treated hydroxyapatite. Wheeler TT, et al. 
Infect Immun 1980 May;28(2):577-84 


METABOLISM 


Adherence of oral streptococci to hydroxyapatite in vitro 
via glycerol-teichoic acid. Bolton RW. Arch Oral Biol 
1980;25(2):111-4 

The nature of the hydroxyapatite-binding site in salivary 
acidic proline-rich proteins. Bennick A, et al. 

Biochem J 1979 Oct 1;183(1):115-26 

Structure--activity relationship of inhibitors of 
hydroxyapatite formation. Williams G, et al. Biochem J 
1979 Oct 15;184(1):181-4 

In vitro studies of dental plaque formation: adsorption of 
oral streptococci to hydroxyaptite. Appelbaum B, et al. 
Infect Immun 1979 Aug;25(2):717-28 

Adh re of A yces viscosus T14V and TI4AV to 
hydroxyapatite surfaces i in vitro and human teeth in vivo. 
Wheeler TT, et al. Infect Immun 1979 Sep;25(3):1066-74 

Crystals in joints [editorial] Lancet 1980 May 10; 
18176): 1006-7 

Interaction of acid glycosaminoglycans 











ysaccharides) with hydrox Em! G, 
wa bene J Dent ‘Res 1979 yee Mysit-26 syd 
a soy) Maller Wet = 
ap re oe disease 
‘ Schweiz Akad Med Wiss 1979 354-901-426 = 
nn) (Eng. Abstr.) 


RADIATION EFFECTS 


Analysis of paramagnetic centers in X-ray-irradiated enamel, 
bone, and carb a by electron 
et al 


resonance spectroscopy. 
Calcif Tissue Int 1979 Oct a1;28(2):107- 12 





THERAPEUTIC USE 
[Preliminary clinical experi 
asa counra substitute] Swart 

Geneeskd 1979 Aug 18; 12303) Sais o< 


with —s aaa canes 


Red Tischer 


Abstr.) 


4-HYDROXYBENZOATE-3-MONOOXYGENASE see 
under HYDROXYLASES 


HYDROXYBENZOIC ACIDS 


Microencapsulation and dissolution get of 
undecenovanillylamide: a potential deterrent 
Palmieri A 3d. J Pharm Sci 1979 Decs68(12): 1561-2 


ADVERSE EFFECTS 


Contact allergy to atranorin in lichens ee rT 
Dahiquist I, et al. Contact Dermatitis 1980 Jan;6(2):111-9 


METABOLISM 


Regulation of the utilization of 4-hydroxybenzoate and 
vanillate in batch and continuous cultures of Pseudomonas 
acidovorans. Reber HH. Arch Microbiol 1980 May; 
126(1):65-70 

Intracellular quinone reduction in Sporotrichum 
pulverulentum by a NAD(P)H:quinone oxidoreductase: 
possible role in vanillic acid catabolism. Buswell JA, et 
al. FEBS Lett 1979 Dec 1;108(1):229-32 

Bioconversion of m-hydroxybenzoate to 
2,3-dihydroxybenzoate by mutants of Pseudomonas 
testosteroni. Daumy GO, et al. J Bacteriol 1980 Jan; 
141(1):293-6 

Assimilation of protocatechuic acid and p-hydroxybenzoic 
acid as an aid to laboratory identification of Candida 
parapsilosis and other medically im 


rtant yeasts. Cooper 
BH, et al. J Clin Microbiol 1979 


; 10(3):343-5 
PHARMACODYNAMICS 


Protocatechuate 3,4-dioxygenase: implications of ionization 
effects on binding and dissociation of 
halohydroxybenzoates and on catalytic turnover. May SW, 

et al. 1979 Dec 25;18(26):5933-9 

Effects of the anti hormone-hormone mimic ETB on the 
induction of insect juvenile hormone esterase in 
Trichoplusia ni. Sparks TC, et al. Life Sci 1979 Jul 30; 
25(5):445-50 

(Synthesis, antibacterial and analgesic activities of benzhydry! 
derivatives of hydroxy- and amino-benzoic acids (author’s 
transl)] Takemura S, et al. Yakugaku Zasshi 1979 Jul; 
99(7):779-81 (Eng. Abstr.) (Jpn) 


THERAPEUTIC USE 


[Enelbin rheumatism ointment in rheumatic diseases. Results 
of a double-blind study for the determination of efficacy] 
Bach GL, et al. Fortschr Med 1979 Jul 26;97(28):1249-52 
(Eng. Abstr.) ) 


HYDROXYBUTYRATE 
DEHYDROGENASE 


ANALYSIS 


The (iso)enzyme activities of lactate dehydrogenase, 
alpha-hydroxybutyraté dehydrogenase, creatine kinase and 
aspartate aminotransferase in human myocardial biopsies 
and autopsies. Van der Laarse A, et al. Clin Chim Acta 
1980 Jul 1;104(3):381-91 


ANTAGONISTS & INHIBITORS 


Protective effect of phospholipids in methylmercury 
inhibition of hydroxybutyrate deshydrogenase. Magnaval 
R, et al. Toxicol Lett 1980 Apr;5(5):353-6 


BLOOD 


Estimation of circulatory parameters in patients with acute 
myocardial infarction. Significance for calculation of 
enzymatic infarct size. Willems GM, et al 
Cardiovasc Res 1979 Oct;13(10):578-87 

Effect of storage at various temperatures on the activity of 
cotton rat serum enzymes. Ezigbo JC, et al. 

Indian J Exp Biol 1980 Jan;18(1):96-7 

[The glycolytic enzymes in acute myocardial A Puddu 
P, et al. Boll Soc Ital Cardiol 1978;23(4):749-54 Eng. 
Abstr.) (Ita) 

[Study of main components of carbohydrate and enzyme 
metabolism in the blood of children with flaccid and spastic 


CUMULATED INDEX MEDICUS 


ae aan SS et al 
Chir Narzadow Ruchu 


Ortop Pol 1980;45(2):173-8 ene 
Abstr.) 


CEREBROSPINAL FLUID 


[Role of cerebrospinal fluid lactic 5 eiesrennats 
isozymic pattern determinations through the study of the 
H.B.D./L.D. in acute meningitis in children. 160 cases] 
Gannat M, et al. Pediatrie 1979 Apr-May;34(3):211-25 
(Eng. Abstr.) (Fre) 


METABOLISM 


Release of alpha hydroxybutyrate from neonatal rat heart 
cell cultures ex to anoxia and reoxygenation: 
comparison with impairment of structure and function of 

i lls. Van Der Laarse A, et al 
Cardiovasc Res 1979 Jun;13(6):345-53 

Occurrence of 3-hydroxybutyrate dehydrogenase activity in 
the rat kidney brush border membrane. Benavides J, et 
al. Enzyme 1980;25(2):123-6 

Activities of 3-hydroxybutyrate dehydrogenase, 3-oxoacid 
CoA-transferase and acetoacetyl-CoA thiolase in relation 

to ketone-body utilisation in muscles from vertebrates and 

invertebrates. Beis A, et al. Eur J Biochem 1980 Feb; 
104(1):209-15 


HYDROXYBUTYRATES 


[Effect of sodium oxybutyrate on reflex hemodynamic 
reactions] Samoilov KA, et al. Vestn Khir 1979 Oct; 
123(10):113-6 (Eng. Abstr. (Rus) 

[Sodium oxybutyrate anesthesia in emergency ENT 
= Kazantsev FN, et al. 

Ushn Nos Gorl Bolezn 1979 Sep-Oct;(5):63-4 (Rus) 

[Clinical justification for usin my a oxybutyrate for labor 
anesthesia] Stepankivs’ka HK, et al 
Pediatr Akush Ginekol 1979;(6): 40-3 


BLOOD 


Specific methods for the determination of radioactivity in 

Pg ey nay ong in blood plasma. Emmanuel B, 
Ann Clin Biochem 1979 May;16(3):155-60 

Effect of acetylsalicylic acid on blood glucose, plasma FFA, 
glycerol, 3-hydroxybutyrate, alanine, C-peptide, glucagon 
and growth y to arginine in 
insulin-dependent diabetics. Giugliano D, et al. ‘ 
Diabete Metab 1980 Mar;6(1):39-46 

Significance of acetoacetate/beta-hydroxybutyrate ratio in 
arterial blood as an indicator of the severity of hemorrhagic 
shock. Yamamoto M, et al. J Surg Res 1980 Feb; 
28(2):124-31 

Effect of portacaval shunt on circulating free fatty acids and 
ketone bodies in rats. Federspil G, et al. Metabolism 1980 
Jun;29(6):495-7 


CHEMICAL SYNTHESIS 


[Synthesis of hemidiethylacetal of succinaldehyde and 
—-* droxybutyric aldehyde] Traverso G, et al. 
{sei Sci] 1979 Mar;34(3):229-33 


ISOLATION & PURIFICATION 


Beta-hydroxy-alpha-ketobutyric acid in Drosophila 
melanogaster, with reference to biosynthesis of 
drosopterins. Masada M, et al. Biochim Biophys Acta 1980 
Jun 5;630(1):92-102 


METABOLISM 


Changes in amniotic fluid glucose, beta~hydroxy-butyrate, 

lycerol, and lactate concentration a thane wh Bet. 
AE, et al. Am J Obstet G 

135(7):887-95 

Selective advantage of a Spirillum sp. in a carbon-limited 
environment. Accumulation of inanaca 
acid and its role in starvation. Matin A, et al 
J Gen Microbiol 1979 Jun;112(2):349-55 

Effect of aging on the metabolism of pyruvate and 
3-hydroxybutyrate in nonsynaptic and synaptic 
mitochondria from rat brain. Deshmukh DR, et al. 
J Neurochem 1980 May;34(5):1219-24 

Starvation-induced changes in transport of ketone bodies 
across the blood-brain barrier. Pollay M, et al. 
J Neurosci Res 1980;5(2):163-72 

Absorption of sodium ma-hydroxybutyrate and _ its 
prodrug gamma-butyrolactone: relationship between in 
vitro transport and in vivo absorption. Arena C, et al. 
J Pharm Sci 1980 Mar;69(3):356-8 

The entry of glucose and of 3-hydroxybutyrate into the rat 
retina in vivo [proceeding] Daniel PM, et al. 
J Physiol (Lond) 1979 Nov;296:42P 

Effect of acute and chronic anticonvulsant administration on 
endogenous gamma-hydroxybutyrate in rat brain. Snead 
OC 3d, et al. Neuropharmacology 1980 Jan;19(1):47-52 

The utilization of DL-[{3-(14)C]hydroxybutyrate by 
malnourished rat pups. Swiatek KR, et al. Neuroscience 
1979;4(11):1751-60 

Plasma and _ central nervous system 
gamma-hydroxybutyrate. Shumate JS, et al. 
Res Commun Chem Pathol Pharmacol 
25(2):241-56 

[Sodium oxybutyrate and the pyridoxal-dependent enzymes 


(Ukr) 


(Ita) 


kinetics of 


1979 Aug; 


HYDROXYBUTYRATES 


gamma. inob 





yric 


participating in a 

and glutamic acids] S; et al. 

Anesteziol Toaniaael "1980 1980" May_Jun;(3): 28-30 (Eng. 
Abstr.) Rus) 


PHARMACODYNAMICS 


Acute effect of benzoctamine (10 mg), 
hydroxbutyrate (2 g) and fencamfamine (10 mg) on 
associations. Hrbek J, et al. Act Nerv Super 
21(3):187-8 

Hypersynchronous activity elicited by 


ry yy node ~ on 
Ret al. Act Nerv (Praha) 1979: IG) mo 


The comparative 0 Aa Pe ip and gamma-hydroxy butyric acid, 
althesin and etomidate on the neuromuscular blocking 
potency of pancuronium in man. Booij LH, et al. 
Acta Anaesthesiol Belg 1979 Dec;30(4)-219-23 

gamma-Hydroxybutyric acid is not a GABA-mimetic agent 
in the spinal cord. Osorio I, et al. Ann Neurol 1979 Aug; 
6(2):111-6 

The inhibition of malignant cell growth by ketone bodies. 
Magee BA, et al. Aust J Exp Biol Med Sci 1979 Oct; 
57(5):529-39 

Structure of the flavin adduct formed in the — reaction 
of alpha-hydroxybutynoate with D-lactate dehydrogenase. 
Ghisla S, et al. Biochemistry 1979 Oct eat 181):4 33-42 

Suicide inactivation of the flavoenzyme D-lactate 
dehydrogenase vy! Reyer oes oo ynoate. Olson ST, et 
al. Biochemistry 1 Oct recep aah 

Sequential penser Mk of hydrate metabolism 
associated with erty? B saeco Macmillan V. 
Brain Res 1980 Feb 3; exp 133-34 

Gamma-hydroxybutyrate: a role in the regulation of central 
dopaminergic neurons? Roth RH, et al. Brain Res 1980 

May 12;189(2):556-60 

A comparison of the effects of gamma-hydroxybutyrate and 
gamma-butyrolactone on cerebral carbohydrate 

metabolism. MacMillan V. Can J Physiol Pharmacol 1979 
Aug;57(8):787-97 

Concomitant increases in serum growth hormone and 
hypothalamic somatostatin in rats after injection of 
gamma-aminobutyric acid, aminooxyacetic acid, or 
gamma-hydroxybutyric acid. Takahara J, et al. 
Endocrinology 1980 Jan;106(1):343-7 

Lactate and pyruvate metabolism in dog renal outer medulla. 
Effects of oleate and ketone bodies. Baverel G, et al. 
Int J Biochem 1980;12(1-2):163-8 

— of re on lipogenesis in rat 

patocytes. Rognstad R, et al. J Biol Chem 1979 Dec 
1OnsaCl 1969-72 

Effects of gamma-hydroxybutyric acid on metabolic, 
respiratory and vasomotor activities and body temperature 
in rats. Lin MT, et al. J Pharmacol Exp Ther 1979 Oct; 
211(1):167-70 

Effects of gamma-hydroxybutrate and gamma-butyrolactone 
on cerebral energy metabolism during exposure and 
recovery from hypoxemia-oligemia. MacMillan V. 
Stroke 1980 May-Jun;11(3):271-7 

Gamma-hydroxybutyrate is not a GABA agonist in the 
isolated pags cord. Davidoff RA, et 
Trans Am Neurol Assoc 1978;103: B57 

[Studies on the effect of a new analgesic potentiator 
roceeara Schirpke R, et al. fe 5 1979 May-Jun; 
34(5-6):369-71 (Ger) 

{Effect of sodium hydroxybutyrate on cerebral circulation 
and regional vasomotor reflexes] Bendikov EA, et al. 
Biull Eksp Biol Med 1979 Nov;88(11):555-7 (Eng. a) 

) 


sodium 
verbal 
1979; 


[Effect of sodium ag on ise] ammonia level in 
the rat muscles under a exercise] Kamysheva VA, 
et al. Biull Eksp Biol Med 1980;89(1):25-7 (Eng. Abstr.) 

us) 

[Effect of sodium hydroxybutyrate on the — of 
cross-striated muscle tissue Pe 8, po Me 
exercise] Kleimenova NN, et al. Biull Eksp Biol Med 1979 
Sep;88(9):358-61 (Eng. Abstr.) (Rus) 

[Microionophoretic study of the mechanism of action of 
gamma-hydroxybutyrate] Kozheukin SN. 

Biull Eksp Biol Med 1979 Nov;88(11):560-3 (Eng. Abstr.) 


) 
[Decrease in the stress reaction and the ulcerative lesions 
of the stomach under the influence of 
gamma-hydroxybutyric acid] Meerson FZ, et al. 
Biull Eksp Biol Med 1979 Dec;88(12):659-61 (Eng. a) 
us) 


"ica Bl effect of sodium hydroxybutyrate] Morozov 
ull Eksp Biol Med 1979 Nov;88(11):563-4 (Eng. 
) 


[Effect 5 lithium oxybutyrate on excitability of the cortex 
and some subcortical structures in rabbit brain] Saratikov 
AS, et al. Biull Eksp Biol Med 1979 Nov;88(11):574-6 (Eng. 
Abstr.) (Rus) 

{Intravenous anesthesia with sodium oxybate in pediatric 
mere te surgery] Orlova NS, et al. 

Vestn Oftalmol 1980;(1):44-6 (Eng. Abstr.) 


THERAPEUTIC USE 


Controlled comparison of the a gp = of natrium 
oxybutyrate and oxazepam. Vinaf 
Act Nerv Super (Praha) 1979;21(3): 136-8 

Effects of nocturnal gamma-hydroxybutyrate on 


(Rus) 





HYDROXYBUTYRATES 


sleep/waking patterns in narco! a: Broughton 
R, et al. Can J Neurol Neurol Sel 1980 Rebs 1123 31 


Effect of 3-hydroxybutyrate in obese subjects on very low 
energy diets. Pawan GL, et al. Proc Nutr Soc 1980 May; 
39(2):48A 

[Assisted ventilation during an asthmatic attack with the aid 
of sodium oxybutyrate and panc (letter’ 
Pourriat JL, et al. Nouv Presse Med 1980 Jan 19; an 





[Effectiveness of hypoxic hypoxia as a means of protecting 
the body from ionizing radiation exposure with the use 
of sodium oxybutyrate and mexamine] Bykov NP. 
Farmakol Toksikol 1979 Sep-Oct;42(5): 350-4 (Eng. a 

us 


URINE 


Dietary fibre and ketone bodies: reduced urinary 
3-hydroxybutyrate excretion in diabetics on . Jenkins 
DJ, et al. Br Med J 1979 Dec 15;2(6204):1555 


HYDROXYCARBAMID see HYDROXYUREA 


HYDROXYCHLOROBENZENES see 
CHLOROPHENOLS 


HYDROXYCHLOROCHIN see 
HYDROXYCHLOROQUINE 


HYDROXYCHLOROQUINE 


ADVERSE EFFECTS 


[Ocular complications after treatment with antimalarial 
agents in dermatology] Mikkelsen J. Ugeskr Laeger 1979 
Aug 20;141(34):2316-8 (Eng. Abstr.) (Dan) 


THERAPEUTIC USE 


REM syndrome: an immediate therapeutic response to 
png ey Mae same sulphate. Balogh E, et al. 
cta Derm Venereol (Stockh) 1980;60(2):173-75 
haoanelan lymphadenopathy and hydroxychloroquine. 
Schechter SL, et al. Arthritis Rheum 1980 Feb;23(2):256-7 
Platelet inhibitors in the treatment of thrombosis. Hirsh J. 
Clin Invest Med 1978;1(3-4):191-206 (155 ref.) 
Hydroxychloroquine in prophylaxis of 1. ed embolism 
following hip arthroplasty. Johnson 
1979 Oct;(144):174-7 
Varied regimens in RA and pseudogout evaluated [news] 
Hosp Pract 1980 Aug;15(8):44d-44e, 44j-44k 
Serum histidine in rheumatoid arthritis: changes induced by 
antirheumatic drug therapy. Pickup ME, et al. 
J Rheumatol 1980 Jan-Feb;7(1):71-6 
[Polymorphic lysosomal inclusions during treatment of 
generalized scleroderma with synthetic antimalarial drugs. 
(Cutaneous ultrastructural study)] Schnitzler L, et al. 
Ann Dermatol Venereol 1979 Jan;106(1):73-6 (Fre) 


25-HYDROXYCHOLECALCIFEROL 1-HYDROXYLASE 
see under STEROID HYDROXYLASES 


HYDROXYCHOLECALCIFEROLS 


The configuration at C-25 of human 
25,26-dihydroxycholecalciferol. Redel J, et al. 
FEBS Lett 1979 Oct 1;106(1):162-4 
1,25-dihydroxyvitamin D3 receptors in cancer [letter] 
Eisman JA, et al. Lancet 1980 May 31;1(8179):1188 


ADVERSE EFFECTS 


Acute effects of Solanum malacoxylon on bone formation 
rates in growing rats. Norrdin RW, et al. 
Calcif Tissue Int 1979 Nov 6;28(3):239-43 
Is calcitriol [1,25(0H)2D3] harmful to renal function? 
Massry SG, et al. JAMA 1979 Oct 26;242(17):1875-6 
Renal atten and 1 alpha-hydroxyvitamin D therapy 
[letter] Solomon LR, et Lancet 1980 Aug 2; 
2(8188):261-2 
Hypercalcemia during long-term treatment with 
1,25-dihydroxyvitamin D3 in hypoparathyroidism [letter] 
Bell NH, et al. N Engl J Med 1979 Nov 22;301(21):1183-4 


ANALYSIS 


Biochemical Se ge of the 1 alpha, 25-dihydroxyvitamin 
D3 _cytop ic receptors from Py on and chick 
soeathendll glands. Wecksler WR, et al. 

Arch Biochem Biophys 1980 Apr is: 201(1):95- 103 

Displacement potency of vitamin D2 analogs in competitive 
protein-binding assays for 25-hydroxyvitamin D3, 
24,25-dihydroxyvitamin D3, and 1,25-dihydroxyvitamin 
D3. Jones G, et al. J Clin Endocrinol Metab 1980 Apr; 
50(4):773-5 

Competitive binding assay for 25-hydroxyvitamin D using 
specific binding proteins. Lawson DE. 

ethods Enzymol 1980;67:459-65 

Steroid competition assay for determination of 
25-hydroxyvitamin D and 24,25-dihydroxyvitamin D. 
Norman AW, et al. Methods Enzymol 1980;67:473-8 

Thin layer--gas chromatographic determination of 
25-hydroxycholecalciferol. Sklan D. Methods Enzymol 
1980;67:355-7 


CUMULATED INDEX MEDICUS 


ANTAGONISTS & INHIBITORS 
Inhibition by calcitonin of hypercalcaemia induced by 
1,25-dihydroxycholecalciferol. Barlet JP. J Endocrinol 
1980 Apr;85(1):63-7 


BIOSYNTHESIS 


Evidence for the metabolism of 
24R-hydroxy-25-fluorovitamin D3 and 
lalpha-hydroxy-25-fluorovitamin D3 to 
ee ee ie ne a itamin D3. Napoli JL, et 
al. Arch Biochem Biophys 1979 Oct 1;197(1):193-8 

24,24-difluoro-1 camps Pa D3: io vitro 
production, isolation, and y. Tanaka Y. 

et al. Arch Biochem Biophys 19 19 Feb.199(3):473-8 
25-OHD3_26,23 lactone: demonstration of kidney-dependent 
synthesis in the pig and rat. Horst RL, et al. 
Biochem Biophys Res Commun 1980 Mar | 13;93(1):149-54 
The site of 1 Ey einem D3 production in 
regnancy. Sunaga S, et al. 
Biochem Biophys Res Commun 1979 Oct 12;90(3):948-55 

Salmon calcitonin-induced stimulation of 1 
gape = ne gg me synthesis in rats 
involvin; independent of adenosine 
3’:S’-cyclic pa conten. wed N, et al. 

Biochem J 1979 Nov 15;184(2):269- 

Prolactin but not growth hormone iain 
1,25-dihydroxyvitamin D3 production by chick renal 
— reparations in vitro. Bikle DD, et al. Endocrinology 1980 

ul; 107(1):81-4 

Stimulation of 1 ,25-dihydroxyvitamin D production by 
parathyroid hormone and h icemia in man. Lund B, 
et al. J Clin Endocrinol Metab 1980 Mar;50(3):480-4 

Use of chick kidney to enzymatically generate radiolabeled 
1,25-dihydroxyvitamin D and other vitamin D metabolites. 
Haussler MR, et al. Methods Enzymol 1980;67:529-42 

—— a Oe aoe of a 25-dihydroxyvitamin D3 

ethods Enzymol 1980;67:424-6 

PR eann hormone eaidlen of 1 ,25-dihydroxyvitamin 
D3 production in antiestrogen-treated Japanese quail. Baksi 
SN, et al. Mol Finneet 1979 Nov;16(3):932-40 

The photoproduction of 1 alpha,25-dihydroxyvitamin D3 in 
skin: an approach to the therapy of vitamin-D-resistant 
syndromes. Holick MF, et al. N Engl J Med 1980 Aug 
14;303(7):349-54 

In vitro ——e of 2) Seale D3 by rat 

lacental tissue. ¥, 
Proc Natl Acad Be USA i979 *Oct:76(10): 5033-5 


BLOOD 


Plasma 1,25-dihydroxyvitamin D levels in pregnancy and 
lactation. Lund B, et al. Acta Endocrinol (Copenh) 1979 
Oct;92(2):330-5 

Reduced vibratory perception and corneal sensitivity and 
metabolic disturbances following intestinal bypass surgery. 
Hey H, et al. Acta Med Scand 1979;206(5):391-5 

25 Hydroxycholecalciferol levels in Beduin women in labor 
and in cord blood of their infants. Biale Y, et al. 

Am J Clin Nutr 1979 Dec;32(12):2380-2 

Plasma 1,25-(OH)2-vitamin D concentrations and net 
intestinal calcium, phosphate, and magnesium absorption 
in humans. Wilz DR, et al. Am J Clin Nutr 1979 Oct; 
32(10):2052-60 

Supranormal 25-hydroxyvitamin D and _ subnormal 
1,25-dihydroxyvitamin D: their role in X-linked 
Pe gg rickets. Chesney RW, et al. 

Am J Dis Child 1980 Feb;134(2):140-3 

Serum 1,25-dihydroxyvitamin D levels in normal children 
and in vitamin D disorders. Chesney RW, et al. 

Am J Dis Child 1980 Feb;134(2):135-9 

Calcium-dependent, parathyroid hormone-independent 
—— of 1,25-dihydroxyvitamin D. Trechsel U, et al. 

Am J Physiol 1980 Aug;239(2):E119-24 

Bioassay of 1,25-dihydroxyvitamin D in human plasma 
purified by partition, alkaline extraction, and Seb-seeemre 
chromatography. Stern PH, et al. Anal Biochem 1980 Feb; 
102(1):22-30 

Plasma profile of hydroxylated vitamin D metabolites: 
methods and results in normals for spring-winter in 
Southern Finland. Dabek JT. Ann Clin Res 1980 Feb; 
12(1):17-24 

Parathyroid hormone effect on 1,25-dihydroxyvitamin D in 
hypoparathyroidism [letter] Mason RS, et al. 

Ann Intern Med 1980 Feb;92(2 Pt 1):260 

An improved competitive protein binding assay for 
1,25-dihydroxyvitamin D. Mallon JP, et al. 

Arch Biochem Biophys 1980 Apr 15;201(1):277-85 

Parathyroid hormone and 25-hydroxycholecalciferol levels 
in hypercalcemia of acute renal failure. Weinstein RS, et 
al. Arch Intern Med 1980 Mar;140(3):410-1 

Changes in mineral metabolism in the human foetus and 
newborns associated with maternal vitamin D supplements 
ere Brown IR, et al. Biochem Soc Trans 1980 

‘eb;8(1):136-7 

25-Hydroxyvitamin D3 26,23-lactone: a new in vivo 
metabolite of vitamin D. Wichmann JK, et al. 
Biochemistry 1979 Oct 30;18(22):4775-80 

Reduction of circulating 25-hydroxyvitamin D by antipyrine. 
Wilmana PF, et al. Br J Clin Pharmacol 1979 Dec; 
8(6):523-8 
Blood concentrations of dihydroxylated vitamin 
metabolites after an oral dose. Mason RS, et al. 


1980 


Br Med J 1980 Feb cng a gc 
Effect of PUVA on serum 25-OH vitamin D in psoriatics. 
Rogers S, et al. Br Med J 1979 Oct 6;2(6194):833-4 
Decreased serum 24,25-dihydroxy vitamin D concentrations 
in children receiving chronic anticonvulsant therapy. 
Weisman Y, et al. Br Med J 1979 Sep 1;2(6189):521-3 
Plasma 1,25-dihydroxyvitamin D concentrations in cords, 
newborns, infants, and children. Seino Y, et al. 
Calcif Tissue Int 1980;30(1):1-3 
A simplified assay for dihydroxylated vitamin D metabolites 
in human serum: application to hyper- and hypovitaminosis 
D. Mason RS, et al. Clin Chem 1980 ae ae 
Seasonal variation of vitamin D3 and 25-hydroxy vitamin 
D3 in human serum. Holmberg I, et al. Chim Acta 
1980 Jan 15;100(2):173-4 
Plasma 1,25(OH)2 vitamin D measured by radioimmunoassay 
and cytosol radioreceptor assay in normal — and 
ts with primary i on renal 
failure. Peacock M, et al. Chim, Acta 1980 Feb 14, 
101(1):93-101 
1,25-Dihydroxycholecalciferol in human serum and its 
relationship with metabolites of vitamin D-3. Taylor 
CM, et al. Clin Chim Acta 1979 Aug 15;96(1-2):1-8 
Measurement of 1,25-dihydroxycholecalciferol in man by 
radioimmunoassay. Clemens TL, et al. 
Clin Endocrinol (Oxf 1979; 11(2):225-34 
Parathyroid hormone and 25-hydroxyvitamin D levels in 
qe ~y tients. Slovik DM, et al. 
Endocrinol ( 980 Mar;12(3):243-8 
Chronic diphenyihydascoin does not reduce plasma 
25-hydroxy-vitamin D. Wark JD, et al. 
Clin Endocrinol (Oxf) 1979 1103): 267-74 
Transport of vitamin D metabolites. Haddad JG Jr. 
Clin Orthop 1979 Jul- ~Augi(I42).24 249-61 (96 ref.) 
Assessment of plasma 25-hydroxyvitamin D response to 
ultraviolet irradiation over a controlled area in young and 
elderly subjects. Davie M, et al. Clin Sci 1980 Mar; 
58(3):235-42 
Plasma 25-hydroxy-vitamin D in normal subjects and 
ts with terminal renal failure, on maintenance 
ialysis and after transplantation. Eastwood JB, et 
al. Clin Sei | 1979 Nov;57(5):473-6 
Plasma levels of vitamin D metabolites in renal diseases. 
Ogura Y, et al. Contrib Nephrol 1980;22:18-27 
Transport of vitamin D sterols in human plasma: effect of 
excess vitamin D, 25 hydroxyvitamin D and 1,25 
dihydroxyvitamin D. Silver J, et al. Eur J Clin Invest 1979 
Dec;9(6):433-8 
Serum 25-hydroxyvitamin D and vitamin D-binding protein 
levels and mineral metabolism after partial and total 
gastrectomy. Imawari M, et al. Gastroenterology 1980 Aug; 
79(2):255-8 
Vitamin D status of residents of an old people’s home and 
long-stay patients. Corless D, et al. Gerontology 1979 
25(6):350-5 
Shorter high-performance li chromatographic method 
for the determination of 25 bydronycholenictere! i in cow 
serum. Koshy KT, et al. J Agric Food Chem 1980 Jan-Feb; 
28(1):161-2 
tion of the metabolites of 
26,27-3H]25-hydroxycholecalciferol in plasma extracts by 
high-pressure liquid chromatography on a preparative 
column. Pelc B, et al. J Chromatogr 1979 May 21; 
173(2):403-7 
The interrelationships among prolactin, 
1,25-dihydroxyvitamin D, and parathyroid hormone in 
humans. Adams ND, et al. J Clin Endocrinol Metab 1979 
Oct;49(4):628-30 
Effect of growth hormone administration: reciprocal changes 
in serum 1 age ag Np mey D and intestinal 
calcium absorption. Chipman JJ, et al 
J Clin Endocrinol Metab 1980 Aug; 51(2): 321-4 
Tumor-induced vitamin D-resistant hypophosphatemic 
osteomalacia associated with proximal renal tubular 
dysfunction and 1,25-dihydroxyvitamin D deficiency. 
Fukumoto Y, et al. J Clin Metab 1979 Dec; 
49(6):873-8 
Effect of an oral dose of 25-hydroxyvitamin D3 on its blood 
levels in — with the beret ey syndrome. Haldimann 
B, et al. J Clin etab 1980 Mar;50(3):470-4 
A patient with pseudohypoparathyroidism with increased 
serum calcium and 1 alphe, 25-dihydroxyvitamin D after 
exogenous parathyroid hormone administration. Lawoyin 
S, et al. J Clin Endocrinol Metab 1979 Nov;49(5):783-6 
Ability of 25-hydroxyvitamin D3 therapy to augment serum 
1,25- and 24,25-dihydroxyvitamin D in postmenopausal 
osteoporosis. Lawoyin §S, et al. 
J Clin | Metab 1980 Mar;50(3):593-6 
Pathogenetic role of 1 alpha,25-dihydroxyvitamin D in 
sarcoidosis and absorptive hypercalciuria: different 
— to prednisolone therapy. Zerwekh JE, et al. 
Endocrinol Metab 1980 Aug;51(2):381-6 
A rapid simplified method for plasma 25-hydroxyvitamin D 
estimation. Hamilton JC. J Clin Pathol 1980 Feb; 
33(2):197-9 
25-hydroxyvitamin D in plasma of cattle. Hidiroglou M, et 
al. J Dairy Sci 1979 Jul;62(7):1076-80 
Hormonal control of plasma 1,25-dihydroxyvitamin D3 in 
man [proceedings] Brown DJ, et al. J Endocrinol 1979 Oct; 
83(1):54P 
Assay of 25-hydroxyvitamin D3 in human plasma by 
high-performance liquid chromatography. Matsuyama N, 





et al. J Bay Sci Vitaminol (Tokyo) 1979;25(6):469-78 
and purification of in vivo-; 
25-hydroxyvitamin D2 by er an high-performance 
liquid chromatography. Okano T, et 
J Nutr Sci Vitaminol (Tokyo) 1979525(6):479-93 
Relations of — 25-hydroxyvitamin D levels in mothers, 
cord bh and newborn infants, and postnatal changes 
in plasma 25-hydroxy-vitamin D levels. Shimotsuji T, et 
al. J Nutr Sci Vitaminol (Tokyo) 1979;25(2):79-86 
UVL induced changes in calcium absorption and excretion 
and in serum vit D3 levels measured in black-skinned and 
caucasian Macleod MA, et al. 
J R Nav Med Serv 1979 Summer;65(2):75-8 
Acute response of plasma 1,25-dihydroxyvitamin D to 
thyroid hormone [letter] Aarskog D, et al. Lancet 1980 
Feb 16;1(8164):362-3 
Modulation of plasma 1,25-dihydroxyvitamin D in man by 
stimulation and su tests. Eisman JA, et al. 
Lancet 1979 Nov (8149)931. 3 
of vitamin D nutrition [letter] Stamp TC. Lancet 
1980 Feb 9;1(8163):316 
Levels of 25-hydroxyvitamin D (25-OH-D) in the blood 
serum of children in early years of life. Pietrek J, et al. 
Mater Med Pol 1979 Jan-Mar;11(1):69-74 
The effect of elevated prolactin levels on plasma 
1,25-dihydroxyvitamin D and intestinal absorption of 
calcium. Kumar R, et al. Mayo Clin Proc 1980 Jan; 
55(1):51-3 
Simultaneous measurement of serum 
a eee and ee ogame 
Delvin EE, et al. Med Biol 1979 Jun;57(3):165-70 
A seasonal difference in serum 25-hydroxyvitamin D3 in a 
Finnish population. Savolainen K, et al. Med Biol 1980 
Feb;58(1):49-52 
Mass fragmentographic assay of 25-hydroxyvitamin D3. 
Bjérkhem I, et al. Methods Enzymol = 385-93 
A sensitive radioreceptor assay for 1 alph 
ee Ge ee D in biological aids. Chandler JS, 
on al. Methods Enzymol 1980;67:522-8 
Pt protein binding assay for plasma 
25-hydroxycholecalciferol. Shimotsuji T, et al. 
Methods Enzymol 1980;67:466-72 
Assay of 24R,25-dihydroxycholecalciferol in human serum. 
Taylor CM. Methods Enzymol 1980;67:414-24 
The importance of circulating 1,25-dihydroxyvitamin D in 
the pathogenesis of hypercalciuria and_renal-stone 
formation in primary eS yroidism. Broadus AE, 
et al. N Engl J Med 1980 Feb 21;302(8):421-6 
Vitamin D and calcium hormones in pregnancy [editorial] 
Kumar R, et al. N Engl J Med 1980 May 15;302(20):1143-5 
Vitamin D_ homeostasis in the perinatal period: 
1,25-dihydroxyvitamin D in maternal, cord, and neonatal 
blood. Steichen JJ, et al. N Engl J Med 1980 Feb 7; 
302(6):315-9 
Serum 1,25-dihydroxycholecalciferol in anephric, 
haemodialyzed and kidney-transplanted patients. Effect of 
vitamin D3 supplement. Lund B, et al. Nephron 1980; 
25(1):30-3 
Serum concentration of 24, 25-dihydroxyvitamin D in normal 
children and in children with rickets. Nguyen TM, et al. 
Pediatr Res 1979 Sep;13(9):973-6 
Serum 25-hydroxyvitamin D concentrations in sudden infant 
death syndrome. Hillman LS, et al. Pediatrics 1980 Jun; 
65(6):1137-9 
The effects of season and stage of pregnancy on plasma 
25-hydroxy-vitamin D concentrations in ~~ women. 
MacLennan WJ, et al. Postgrad Med 1980 Feb; 
56(652):75-9 
Measurement of 25-hydroxyvitamin D in serum and its 
relation to sunshine, age and vitamin D intake in the Danish 
population. Lund B, et al. Scand J Clin Lab Invest 1979 
Feb;39(1):23-30 
[Persistent nephrotic syndrome in a child: blood levels of 
25 hydroxyvitamin D (letter)] Bensman A, et al. 
Nouv Presse Med 1979 - 7;8(16):1351 (Fre) 
[Radiocompetitive dosage of 25 hydroxyvitamin D and 24, 
25-dihydroxyvitamin D in geriatrics. Study of seasonal 
variations] Prier A, et al. Rey Rhum Mal Osteoartic 1979 
Oct;46(10):517-21 (Eng. Abstr.) (Fre) 
[Diagnostic value of the assay of or. 
25-hydroxycholecalciferol] Rondier J, 
Rev Rhum Mal 1980 Feb; IO: 97-103 (Eng. 
Abstr.) 
[is there an osteomalacia component in femur =< es 
Rapin CH, et al. Schweiz Med Wochenschr 1979 Dec 8; 
10947): 1894-5 (Eng. Abstr.) (Fre) 
[Low 25-hydroxy-vitamin D (25-OH-D) plasma levels in 
pathology (author’s transl)] Arlet P, et al. 
Sem Hop Paris 1980 Jun 8-15;56(21-24):1038-41 (Eng. 
Abstr.) (Fre) 
[Serum levels of 25-hydroxycholecalciferol (25~OH-D3) in 
children of different age groups (author’s transl)] Gemeiner 
M, et al. Wien Klin W [Suppl] 1980 Jan 18; 
92(108):51-3 (Eng. Abstr.) (Ger) 
[Parathormone, citonin, 25-hydroxycalciferol and bone 
histology in patients with chronic renal insufficiency] 
Kokot F, et al. Z Gesamte Inn Med 1979 Nov 15; 
34(22):665-70 (Eng. Abstr.) (Ger) 
[25-Hydroxycholecalciferol and UV therapy of psoriasis] 
Sommer-Tsilenis E, et al. Z Hautkr 1980 May 15; 
55(10):672-7 (Eng. Abstr.) (Ger) 
[Behavior of serum 25-hydroxycholecalciferol in humans 
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administration of vitamin D and 25~-OHD3] Coen G, 
et al. — Soc Ital Biol Sper 1979 Oct 30;55(20):2051-6 
(Eng. Al (Ita) 
[Plasma 123 (OH)2D and PTH levels and urinary cyclic 
AMP response to — pl PTH in PHP during 
childhood (author’s Y, et al. 
Horumon To Rinsho 79. Prsoe 278): 879-84 (Jpn) 
[Studies on —— of calcium, vitamin D and bone 
lism its on maintenance hemodialysis 
(author’s transl)] itoh C. Nippon Jinzo Gakkai Shi 1979 
May;21(5):503-18 (Eng. Abstr.) (Jpn) 
mineral content and = 1 95-hnptsonycholecelctrel 
_* transl)] Shiraki M, et al. 
Nippon Ronen Igakkai Zasshi 1979 Nov; 16(6):506-12 os; 
Abstr.) 


CHEMICAL SYNTHESIS 
Direct chemical synthesis of 1 
alpha,25-dihydroxy[26,27-3H]vitamin D3 with high 


ific activity: its use in receptor studies. Napoli JL, et 
a Biochemistry 1980 May 27;19(11):2515-21 


DIAGNOSTIC USE 


Unique effects of 24,25-dihydroxyvitamin D3 in uremic 
tients. Llach F, et al. Contrib Nephrol 1980;18:212-7 
Effects of 1 alpha~OH-D3 on bone mineral content in the 
forearm of Aieaie hemodialyzed patients. Manji T, et al. 
Contrib Nephrol 1980;22:39-50 


ISOLATION & PURIFICATION 


1,25-dihydroxyvitamin D3 receptors in cancer [letter] 
Manolagas SC, et al. Lancet 1980 Apr 12;1(8172):828 
Vitamin D metabolites: extraction from tissue and partial 
=. prior to chromatography. Ross FP, et al. 
lethods Enzymol 1980;67:426-30 


METABOLISM 


Concentration of 25-hydroxyvitamin D (25-OH-D) in 
peripheral and uterine blood of pregnant women, in 
amniotic fluid and in the umbilical cord blood. Kokot F, 
et al. Acta Med Pol 1980;21(1):31-8 

An equilibrium and kinetic study of 1,25-dihydroxyvitamin 
D3 binding to chicken intestinal cytosol employing high 
specific activity gag ce cag 27] vitamin D3. 
Mellon WS, et al. Arch Biochem Biophys 1979 Oct 1; 
197(1):90-5 

An in vitro study of the stability of the chicken intestinal 
cytosol 1,25-dihydroxyvitamin D3-specific receptor. 
Mellon WS, et al. Biophys 1980 Jun; 
202(1):83-92 

Evidence for the metabolism of 
24R-hydroxy-25-fluorovitamin D3 and 
lalpha-hydroxy-25-fluorovitamin D3 to 
lalpha,24R-dihydroxy-25-fluorovitamin D3. Napoli JL, et 
al. Arch Biochem Biophys 1979 Oct 1;197(1):193-8 


1,25-Dihydroxyvitamin D3 og one in rat kidney cytosol. 
Cc 


handler JS, et al. Biochem Biophys Res Commun 1979 
Oct 12;90(3):1057-63 
1,25-Dihydroxyvitamin D3 receptor in a cultured human 
breast cancer cell line (MCF 7 cells). Eisman JA, et al. 
Biochem Biophys Res Commun 1980 Mar 13;93(1):9-15 
Intrinsic biological activities by 1 alpha,24-dihydroxyvitamin 
D3 in the rat. Ishizuka S, et al. 
Biochem Biophys Res Commun 1979 Oct 12;90(3):904-10 
25OHD, a circulating vitamin D metabolite in fish. Nahm 
TH, et al. Biochem Biophys Res Commun 1979 Jul 27; 
89(2):396-402 
Studies on the mode of action of calciferol. XIX. A 
24R-hydroxyl-group can replace the 25-hydroxyl-group 
of 1 alpha, 25-dihydroxyvitamin D3 for optimal _— 
to the chick intestinal receptor. Siebert PD, et 
Biochem Biophys Res Commun 1979 Dec 4SIGy 827-34 
The site of 1 alpha,25-dihydroxyvitamin D3 production in 
pregnancy. Sunaga §, et al. 
Biochem Biophys Res Commun 1979 Oct 12;90(3):948-55 
Influence of prostaglandins and of cyclic nucleotides on the 
metabolism of 25-hydroxyvitamin D3 in primary chick 
kidney cell culture. Trechsel U, et al. 
Biochem Biophys Res Commun 1980 Apr 29;93(4):1210-6 
Characteristics of the rat liver microsomal enzyme system 
converting cholecalciferol into 25-hydroxycholecalciferol. 
Evidence for the aaa of cytochrome p-450. 
Madhok TC, et al. 1979 Dec 15;184(3):491-9 
Isolation and characterization of 1 
alpha-hydroxy-23-carboxytetranorvitamin D: a major 
metabolite of 1,25-dihydroxyvitamin D3. Esvelt RP, et al. 
B 1979 Sep 4;18(18):3977-83 
25-Hydroxycholecalciferol receptors in human breast cancer. 
Murphy LC, et al. Br J Cancer 1979 May;39(5):531-5 
Bone mineralization and metabolism of 
3H-25-hydroxyvitamin D3 in thyroparathyroidectomized 
rats treated with parathyroid extract. Rader JI, et al. 
Calcif Tissue Int 1979 Nov;29(1):21-6 
1,25-Dihydroxyvitamin D3 and 24,25-dihydroxyvitamin d3: 
key components of the vitamin D endocrine system. 
Norman AW. Contrib Nephrol 1980;18:1-11 (44 ref.) 
Metabolites of 24, .25-dihydroxyvitamin D3 made in the 
kidney of chicks supplemented with vitamin D3. Suda T, 
et al. Contrib Nephrol 1980;22:1-8 
Affinity differences for the 25-OH-D3 associated with the 
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genetic ——— itamin D-binding protein. 
Constans J, et al. FEBS Let Lett ‘1980 Feb 25;111(1):107-11 

Effect and metabolism of 1 alpha,24-dihydroxyvitamin D3 
in hepatectomized rats. Kawashima H, et al. FEBS Lett 
1979 Aug 15;104(2):367-70 

Receptors for 1,25(OH)2-vitamin D3 enriched in cloned 
osteoblast-like rat —— sarcoma cells. Partridge NC, 
et al. FEBS Lett 1980 Jun 16;115(1):139-42 


Characterization of a c lasmic ay ge binder for 
1 alpha, 2s -dihydroxycholecalciferd in rat intestinal 
mucosa. Feldman D, et al. J Biol Chem 1979 Oct 25; 
254(20):10378-84 

Aggregation properties of the 1,25-dihydroxyvitamin D3 
receptor from chick intestinal cytosol. Franceschi RT, et 
al. J Biol Chem 1979 Nov 25;254(22):11629-35 

1,25-Dihydroxyvitamin D3 ag og macromolecule in 
rat osteogenic sarcoma cell lines. Mano SC, et al. 
J Biol Chem 1980 May 25;255(10):4414-7 

A specific 1,25-dihydroxyvitamin D3 binding macromolecule 
in chicken bone. Mellon WS, et al. J Biol Chem 1980 May 
10;255(9):4081-6 

Unoccupied 1,25-dihydroxyvitamin D3 receptors. 
Nuclear/cytosol ratio depends on ionic strength. Walters 
MR, et al. J Biol Chem 1980 Jul 25;255(14):6799-805 

Characterization of the 1 alpha,25-dihydroxyvitamin D3 
receptor from rat intestinal cytosol. Wecksler WR, et al. 
J Biol Chem 1979 Oct 10;254(19):9488-91 

A kinetic and equilibrium binding study of 1 
alpha,25-dihydroxyvitamin D3 with its cytosol receptor 
from chick intestinal mucosa. Wecksler WR, et al. 

J Biol Chem 1980 Apr "35.25: ;255(8):3571-4 

Demonstration of a 1,25-dihydroxycholecalciferol 
cytoplasmic receptor-like binder in mouse kidney. Colston 
KW, et al. J Clin Endocrinol Metab 1979 Nov; 
49(5):798--800 

Biochemical properties of the 1 alpha, 25-dihydroxyvitamin 
D3 cytosol receptors from human and chicken intestinal 
mucosa. Wecksler WR, et al. J Clin Endocrinol Metab 1980 
Jan;50(1):152-7 

Metabolic consequences of oral administration of 
24,25-dihydroxycholecalciferol to uremic dogs 
Canterbury JM, et al. J Clin Invest 1980 Mar65(3): 571-6 

Enterohepatic physiology of 1,25-dihydroxyvitamin D3. 
Kumar R, et al. J Clin Invest 1980 Feb;65(2):277-84 

Interaction of 1 alpha, 24-dihydroxyvitamin D3 with the 
chick intestinal 1 alpha, 25-dihydroxyvitamin D3 r 
system. Shimura F, et al. J Nutr Sci Vitaminol (T ) 
1979;25(5):399-409 

1,25-dihydroxyvitamin-D-receptor in breast cancer cells. 
Eisman JA, et Lancet 1979 Dec 22-29; 
2(8156-8157):1335-6 

Significance of 1, 25-dihydroxyvitamin-D ‘ tors’ in 
normal and malignant breast tissue [letter] Fry JM, et al. 
Lancet 1980 Jun 14;1(8181):1308-9 

Cytoreceptor assay for 1,25-dihydroxyvitamin D3: a novel 
radiometric based on binding of the hormone to 
intracellular receptors in vitro. Manolagas SC, et al. 
Lancet 1980 Aug 23;2(8191):401-2 

1,25-dihydroxyvitamin-D receptors [letter] Martin TJ, et al. 
Lancet 1980 Jul 12;2(8185):85-6 

Biochemical evidence for 1,25-dihydroxyvitamin D receptor 
macromolecules in parathyroid, pancreatic, pituitary, and 
placental tissues. Pike JW, et al. Life Sci 1980 Feb 4; 
26(5):407-14 

Selective effects of thiazide therapy on serum 1 
alpha,25-dihydroxyvitamin D and _ intestinal calcium 
absorption in renal and absorptive hi 
Zerwekh JE, et al. Metabolism 1980 Jan; 

Some features of the tor a wootase for the vitamin D 
metabolites. Lawson DE. Methods Enzymol 1980;67:479-88 

Measurement of kinetic rate constants for the binding of 1 
alpha, 25-dihydroxyvitamin D3 to its chick intestinal 
mucosa ee using a tant tenn ee batch assay. 
Wecksler W lethods Enzymol 1980;67: ~— 

Structural aspects the binding of 1 = 
25-dihydroxyvitamin D3 to its receptor system in chick 
intestine. Wecksler WR, et al. Methods Enzymol 1980; 
67:494-500 

Reduction in 1,25-dihydroxyvitamin D in children with 
increased lead absorption. Rosen JF, et al. 
N Engl J Med 1980 May 15; ;302(20):1128-31 

25-hydroxyvitamin D metabolism in the sheep fetus and 
lamb. as SW, et al. Pediatr Res 1980 Apr;14(4 Pt 
1):360- 

Purification of chicken intestinal receptor for 
1,25-dihydroxyvitamin D. Pike JW, et al. 

Proc Natl Acad Sci USA 1979 Nov;76(11):5485-9 

Cellular and subcellular localization of 1,25-(OH)2-vitamin 
D3 in rat kidney: comparison with localization of 
cma hormone and estradiol. Stumpf WE, et al. 

Natl Acad Sci USA 1980 Feb;77(2): 4149-53 

ou vitro metabolism of 25-hydroxyvitamin D3 by isolated 
rat kidney cells. Turner RT, et al. 

Proc Natl Acad Sci USA 1980. Mar; STIG): 1537-40 

1 alpha, 25-Dihydroxyvitamin D3 nuclear receptors in 
pituitary. Gelbard HA, et al. Science 1980 Sep 12; 
209(4462):1247-9 

Target cells for 1 gh ype denne] D3 in intestinal tract, 
stomach, kidney, ~ ituitary, and parathyroid. Stumpf 
WE, et al. Science 1 Dec 7;206(4423):1188-90 

Studies on the nee Of action of calciferol XXV. 1 
alpha,25-dihydroxy-5,6-trans-vitamin D3, the SE-isomer 
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of 1 ge eae dey D3. Wecksler WR, et al. 

Steroids 1980 Apr;35(4):419-25 
[(25-hydroxycholecalciferol and 

24,25-dihydroxycholecalciferol_content on rat tissues in 


vitamin D ] Petrova EA, et al. Vopr Pitan 1980 
May_Jun;(3): 45-8 14 Abstr.) (Rus) 


PHARMACODYNAMICS 


Light- and electron-mic ic evaluation of the effects 
of 1,25-dihydroxyvitamin D3 on bone of 
peg ep ype rats. Weisbrode SE, et al. 
Am J Pathol 1979 Nov;97(2):247-60 
Effects of diet calcium and 1,25-dihydroxyvitamin D3 on 
colon calcium active transport. Favus MJ, et al. 
Am J Physiol 1980 Feb;238(2):G75-8 
Calcium-binding protein biosynthesis in the rat: regulation 
by calcium and 1,25-dihydroxyvitamin D3. Buckley M, 
et al. Arch Biochem Biophys 1980 Jun;202(1):235-41 
The effect of age and 1,25-dihydroxyvitamin D3 treatment 
on the intestinal calcium-binding protein of suckling rats. 
Biochem Biophys 1979 Sep; 


Effect of 1 alpha-hydroxy-cholecalciferol and varying 
phosphorous content in the diet on calcium phosphorous 
metabolism in hypokinetic rats. Ushakov AS, et al 
Aviat Space Environ Med 1980 Jan;51(1):24-8 

Early stimulation of alkaline phosphatase activity in response 
to 1 alpha, 25-dihydroxycholecalciferol. Bachelet M, et 
al. Biochem Biophys Res Commun 1979 Jul 27;89(2): 694-700 

Early rise in cyclic GMP after 1,25-dihydroxycholecalciferol 
administration in the chick intestinal mucosa. Guillemant 
J, et al. Biochem Biophys Res Commun 1980 Apr 14; 
93(3):906-11 

Calcium accumulation by chick intestinal mitochondria. 
Regulation by vitamin D-3 and 1,25-dihydroxyvitamin 
D-3. Bikle DD, et al. Biochim Biophys Acta 1980 Jun 6; 
598(3):561-74 

Contrasting effects on bone formation and on fracture healing 
of cholecalciferol and of 1 alpha-hydroxycholecalciferol. 
Dekel S, et al. Calcif Tissue Int 1979 Nov 6;28(3):245-51 

Effects of changing hydrogen ion, carbonic acid, and 
bicarbonate concentrations on bone resorption in vitro. 
Dominguez JH, et al. Calcif Tissue Int 1979 Nov;29(1):7-13 

Comparison of the effects of 1,25-dihydroxycholecalciferol, 
prostaglandin E2, and osteoclast-activating factor with 
parathyroid hormone on the ultrastructure of osteoclasts 
in cultured long bones of fetal rats. Holtrop ME, et al. 
Calcif Tissue Int 1979;29(3):201-5 

Do vitamin D or its metabolites directly affect the release 
of PTH? Golden P, et al. Contrib Nephrol 1980;18:135-8 

Effect of 1 alpha-hydroxycholecalciferol on the skeletal 
mineral metabolism and bone morphogenesis. Iwata H, et 
al. Contrib Nephrol 1980;22:74-88 

Effect of 1,25-dihydroxycholecalciferol on the duodenal villi 
and alkaline phosphatase in the developing chick embryo. 
Moriuchi S, et al. Contrib Nephrol 1980;22:9-17 

Effect of vitamin D metabolites on intestinal calcium 
absorption and calcium-binding protein in young and adult 
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17-hydroxyprogesterone and 11-deoxycortisol. Synthesis 
and immunogenic properties. Duval D, et al. Steroids 1980 
Jan;35(1):65-80 
[An improved method for the introduction of C21-OAC in 
the pregnen series (author’s transl)] Chen W, et al. 
Yao Hsueh Hsueh Pao 1979;14(9):563-5 (Eng. Abstr.) 
(Chi) 
DIAGNOSTIC USE 


Effect of intravenous infusions of corticosterone and 
11-deoxycortisol on the plasma glucocorticoid profile in 
normal adult subjects. Angeli A, et al. 

J Endocrinol Invest 1979 Apr-Jun;2(2):151-8 


ISOLATION & PURIFICATION 


Potential limitations of recrystallization for the definitive 
identification of radioactive steroids. Albertson BD, et al. 
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Steroids 1980 Apr;35(4):351-60 


METABOLISM 


Autoradi hic page oon get < 3H- 
3H-cortexo! in mouse pi . tard M, et al. 
Cell Tissue Res 1979 Aug; :311-22 

Regulation of cytochrome aab-olagerted 11 
beta-hydroxylation of deoxycortisol by steroids, oxygen, 
and antioxidants in adrenocortical cell cultures. Hornsby 
PJ. J Biol Chem 1980 — 10;255(9):4020-7 

—_ et Tee ree fibroma. Hulthen UL, et al. 

Feb;5(1):55-63 

(Veda "bom hormonal re! Sesion in the feto-placental 

— in normal pregnancy] Travianko TD, et al. 
ush Ginekol (Mosk) 1979 Aug;(8):14-6 (Eng. “a 


lucocorticoids and 


[Inflammation of the biliary tract as 1 of the causes of steroid 
hormone metabolic disorder] Popov IuD, et al. 
Vrach Delo 1979 Nov;(11):76-8 (Eng. Abstr.) 


PHARMACODYNAMICS 


Delta 1,9(11)-11-deoxycortisol: an improved glucocorticoid 
tagonist. Chrousos GP, et al. 1980 Aug; 

1070). 0472-7 

Antiglucocorticoids: in vivo assay and evaluation of 
cortexolone, progesterone, and 6~beta—bromoprogesterone. 
Naylor PH, et al. Endocrinology 1980 Jul;107(1):117-21 

Regulation of transcription in rat thymus cells a 
Fanapsen Bell PA, et al. J Steroid Biochem | 
ul; 11(1B):381-7 

Cortexolone antagonizes development of alcohol tolerance 
in mice. Tabakoff B, et al. Psychopharmacology (Berlin) 
1979 Jun 28;64(1):123-4 


URINE 


Light synchronization of the human circadian rhythms. 
Fatranska M, et al. Act Nerv Super (Praha) 1980;22(1):62-3 
Plasma 11-deoxycortisol, androstenedione, testosterone and 
ACTH in comparison with the urinary excretion of 
tetrahydro-11-deoxycortisol as indices of the 
pituitary-adrenal response to oral yee de Lange 
WE, et al. Acta Endocrinol (Copenh) 1980 A core 488-94 
oe ee ee ae in urine. Simon M. et al. 
Clin Chim Acta 1980 Apr 11;103(1):101-8 
Urinary excretion of 17-hydroxycorticosteroids, 
17-ketosteroids and vanillylmandelic acid in children with 
subglottic laryngitis. Grzegorzewski M, et al 
Endokrynol Pol 1980 Mar-Apr;31(2):163-8 
An investigation of the effects of impuise noise exposure on 
man: impulse noise with a relatively low peak level. 
Yamamura K, et al. Eur J Appl Physiol 1980;43(2):135-42 
An investigation of biological response induced by 
intermittent noise (trapezoidal noise). Yamamura K, et al. 
Int J Occup Health 1980;44(1):9-16 
Mineralocorticoid unresponsiveness with severe neonatal 
hyponatremia and hyperkalemia. Rosenberg S, et al. 
J Clin Endocrinol Metab 1980 Feb;50(2):401-4 
Life events, 17-OHCS measures, and psychological 
defensiveness in relation to aid-seeking. Bieliauskas LA. 
J Human Stress 1980 Mar;6(1):28-36 
A prospective study of corticosteroid and catecholamine 
levels in relation to viral respiratory illness. Mason JW, 
et al. J Human Stress 1979 Sep;5(3):18-28 
[Endocrinological examinations in Behcet’s disease (author’s 
transl)] Ohguchi M. Nippon Ganka Gakkai Zasshi 1979 Sep 
10;83(9):1486-93 (Eng. Abstr.) (Jpn) 
[Study of blood serum ACTH and urinary 
17-hydroxycorticosteroids in psoriasis treated with 
different steroid ointments] Czernielewski J. 
Dermatol 1980 Mar-Apr;67(2):167-72 (Eng. Abstr.) 
(Pol) 


(Rus) 


[The biochemical diagnosis of Cushing’s syndrome (author’s 
transl)] Contreras P, et al. Rev Med Chil 1979 Nov; 
107(11):993-1003 (Eng. Abstr.) (Spa) 


HYDROXYCORTICOSTEROIDS, 
SYNTHETIC 


ADMINISTRATION & DOSAGE 


Medijector--a new method of corticosteroid—anesthetic 
delivery. Martins JK, et al. JOM 1979 Dec;21(12):821-4 


ADVERSE EFFECTS 


ae > effects of potent topical corticosteroids. Jackson R. 
Med Assoc J 1978 Jan 21;118(2):173-4 
Canin rupture following local — injection: report of 


four cases. Karpman RR, et al. Postgrad Med 1980 Jul; 
68(1):169-74 


THERAPEUTIC USE 


ery er of malignant tumors. VIII. Hormones] Beran 
M, et al. Cesk Farm 1980;29(1-2):46-52 (Eng. Abstr.) 
(Cze) 
[Studies on the chemical composition of the vascular wall. 
XX. Effect of atherogenic diet and hydrocortisone on the 
levels of collagen, elastin and glycosaminoglycans in the 
aortic wall of rabbits] Hanzlik J, et al. Kardiol Pol 1979; 
22(6):633-45 (Eng. Abstr.) (Pol) 
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17-HYDROXYCORTICOSTEROIDS, 
SYNTHETIC 


ADVERSE EFFECTS 


[Case of Munchausen ene ina — with psychogenic 
asthma and yom von ay syndrome] Dudzifiski W. 
Wiad Lek 1980 13300) 29-32 (Eng. Abstr.) 


THERAPEUTIC USE 


Steroids and severe head injury [editorial] NZ Med J 1980 
Feb 13;91(653):98-9 


URINE 


[An investigation of biologi response induced by 
intermittent noises (trapezoidal noise) (author’s transl)] 
Yamamura K, et al. Nippon Eiseigaku Zasshi 1979 Oct; 
34(4):598-604 (Eng. Abstr.) (Jpn) 


18-HYDROXYCORTICOSTERONE see under 
CORTICOSTERONE 


(Pol) 


4-HYDROXYCOUMARINS 


ADVERSE EFFECTS 

Coumarin-associated hepatitis. Report of two cases. 
Ss G, et al. Arch Med 1980 Aug; 
140(8):1028-9 

[Hematuria as a symptom of the ‘hospital addiction’ 
syndrome] van Helsdingen PJ, et al. 
Ned Tijdschr Geneeskd 1980 ey 26; 124(4):107-11 o 
Abstr.) 


[Microhematuria in marcumar therapy (letter)] 
Dtsch Med Wochenschr 1979 28;104(39):1368 (Ger) 
[Microhematuris (letter)] Rathert 
Dtsch Med Wochenschr 1979 Nov 16; 104(46):1649 (Ger) 


ANALYSIS 


High pressure liquid chromatographic determination of the 
rodenticide brodifacoum in rat tissue. Koubek KG, et al. 
J Assoc Off Anal Chem 1979 Nov;62(6):1297-301 


BLOOD 


The binding of phenprocoumon to human p! 
Husted S, et al. Acta Pharmacol 
45(3):206-14 


METABOLISM 


In vitro metabolism of clocoumarol, a new 
4-hydroxycoumarin anticoagulant; identification of two 
additional metabolites. Thonnart N, et al. 

Drug Metab Dispos 1979 Nov-Dec;7(6):449-50 

Investigations into the binding of phenprocoumon to albumin 
yy 4. fluorescence spectroscopy. Otagiri M, et al. 

J Pharm Pharmacol 1980 Jul; :32(7): 478-82 


PHARMACODYNAMICS 


Interaction of phenylbutazone with racemic phenprocoumon 
and its enantiomers in rats. Schmidt W, et al. 
J Pharmacokinet Biopharm 1979 Dec;7(6):643-63 
{Interaction of rifampicin with phenprocoumon (author’s 
transl)} Held H. Dtsch Med W 1979 Sep 14; 
104(37):1311-4 (Eng. Abstr.) (Ger) 


POISONING 


Intoxication with phenprocoumon: diagnosis and follow-up 
of five cases. de Wolff FA, et al. Vet Hum Toxicol 1979; 
21 Suppl:156-7 


lasma proteins. 
Toxicol (Copenh) 1979 Sep; 


THERAPEUTIC USE 


Prognosis of prophylactic anticoagulant 
ischaemic stroke. Gallhofer B, et 
18(3):145-8 

Transient acquired resistance to the coumarin anticoagulants 
phenprocoumon and acenocoumarol. de Wolff FA, et al. 
Scand J Haematol 1979 Nov;23(5):437-41 

Secondary prevention of myocardial infarction. Comparison 
of acetylsalicylic acid, phenprocoumon and placebo. A 
multicenter two-year prospective study. Breddin K, et al. 
Thromb Haemost 1979 Feb 28;41(1):225-36 

[Long term thrombosis prevention with vitamin K 
antagonists] Hansen MS. Ugeskr Laeger 1979 Jul 16; 
141(29):1997-9 (Dan) 

[Treatment with anticoagulants in glomerulonephritis 
(author’s transl)] Girndt J. Med Klin 1979 Nov 23; 
74(47):1767-71 (Eng. Abstr.) (Ger) 

[Increased effect of phenprocoumon (Marcumar) in nephrotic 
syndrome] Heni N, et al. MMW 1980 Feb 1;122(5):175-6 

(Ger) 


treatment in 
al. Eur Neurol 1979; 


TOXICITY 


Laboratory evaluation of bromadiolone as a rodenticide for 
use against warfarin-resistant and non-resistant rats and 
mice. Redfern R, et al. J Hyg (Lond) 1980 Apr;84(2):263-8 


URINE 


The excretion of coumarin and hydroxycoumarins by the 


1980 
avian kidney in vivo. Cacini W, et al. 
Arch Int Pharmacodyn Ther 1980 F Feb;243(2):197-208 
7-HYDROXYCOUMARINS see UMBELLIFERONES 


3-HYDROXYDECANOYL (ACYL CARRIER PROTEIN) 
DEHYDRATASE see under HYDRO-LYASES 


18-HYDROXYDESOXYCORTICOSTERONE see under 
DESOXYCORTICOSTERONE 


HYDROXYDIONE 


ANALOGS & DERIVATIVES 


[Fetal cardiac aaty under combined electroanalgesia and 
viadril obstetrical —— in parturient 


fatigue di labor Tsvi 
Vopr Okie Meters 19 


THERAPEUTIC USE 
[Effect of therapeutic obstetrical anesthesia with Viadril and 
combined electroanalgesia on the carbohydrate metabolism 
in erythrocytes during labor fatigue] Makhmudov MA, et 
al. Akush Ginekol (Mosk) 1979 Jun;(6):28-31 (Eng. -~ 


n VS, 
Mapes 42-6 (Eng. Abstr.) 
(Rus) 


HYDROXYDOPAMINE 


PHARMACODYNAMICS 


Changes in reactivity of pial arteries to noradrenaline and 
5-hydroxytryptamine after experimental subarachnoid 
a on and pretreatment with 6-hydroxydopamine. 
Lobato et al. Acta Neurochir [Suppl] (Wien) 1979; 
28(2):541-5 

Neonatal 6-hydroxydopamine treatment increases 
Heacmaraete 2 of the blood-brain _ barrier 

hypertension in conscious rats. Johansson BB. 
Acta Neurol Scand 1979 Oct;60(4):198-203 

The effect of surgical sympathectomy and of neonatal 
treatment with a and guanethidine on 
particle-bound noradrenaline and 
35S-sulphomucopolysaccharides. Blaschke E, et al. 

Acta Physiol Scand 1979 Jun;106(2):159-67 

Structural and functional ontogenetic development of the rat 
= vein after neonatal 6-hydroxydopamine treatment. 

jung B, et al. Acta Physiol Scand 1979 Jul;106(3):271-9 

Evaluation of long-term chemical sympathectomy in adult 
rabbits. Fronek K. Am J Physiol 1980 Apr;238(4):H527-32 

Organization of brainstem noradrenaline hyperinnervation 
following neonatal 6-hydroxydopamine treatment in rat. 
Levitt P, et al. Anat Embryol (Berl) 1980 Jan;158(2):133-50 

Effects of intraventricular and intraspinal 
6-hydroxydopamine on blood pressure of DOCA-saline 
hypertensive rats. Kubo T, et al. 
Arch Int Pharmacodyn Ther | 1979 Mar;238(1):50-9 

7 growth factor induced overgrowth of axotomized 

r cervical ganglia in neonatal rats. Similarities and 

erences with NGF effects in chemically axotomized 

pans I ganglia. Aloe L, et al. Arch Ital Biol 1979 Nov; 
117(4):287-307 

Effects of intraventricular and intra—aquaductal 
6-hydroxydopamine on monoamine containing neurons of 
the fowl paleostriatum, yey ee and mesencephalon 
Gargiulo G, et al. Basic istochem 1979;23(3): 211-9 

Effects of intraventricular — intra—aquaductal 
6-hydroxydopamine on monoamine containing neurons of 
the fowl paleostriatum, diencephalon and mesencephalon. 
Gargiulo G, et al. Basic 51 Histochem 1979;23(3):211-9 

GABA depletion and GABA-transaminase activity increase 
after intraventricular 6-hydroxydopamine. Nistico G, et 
al. Biochem Pharmacol 1979 Oct 1;28(19):3030-2 

The effect of chlorpromazine and 6-hydroxydopamine on 
arachidonic acid metabolism in vitro. Robak J, et al. 

Biochem Pharmacol 1979 Sep 15;28(18):2844-7 

Effect of 6-hydroxydopamine on — norepinephrine 
content and enzyme activity in the cyclic female rat. 
Shivers BD, et al. Biol Reprod 1979 Sep;21(2):393-9 

Dissociation of active from immobility components of sexual 
behavior in female rats by central 6-hydroxydopamine: 
implications for CA involvement in sexual behavior and 
sensorimotor responsiveness. Caggiula AR, et al. 

Brain Res 1979 Aug 31;172(3):505-20 

Behavioural and biochemical effects of dopamine and 
noradrenaline depletion wee the medial prefrontal cortex 
of the rat. Carter CJ, et al. Brain Res 1980 Jun 16; 
192(1):163-76 

Binding of [3H]apomorphine to striatal membranes prepared 
from rat brain after 6-hydroxydopamine and kainic acid 
lesions. Fujita N, et al. Brain Res 1980 May 26;190(2):593-6 

Asymmetric action of intraventricular monoamine 
neurotoxins. Gershanik OS, et al. Brain Res 1979 Oct 5; 
174(2):345-50 

Role of central catecholamines in the control of blood 

ressure and drinking behavior. Gordon FJ, et al. 
Brain Res 1979 Dec 7;178(1):161-73 

Somatosensory inattention after dopamine-depleting 
intracerebral 6-OHDA injections: mtaneous recovery 
and pharmacological control. Marshall JF. Brain Res 1979 
Nov 16;177(2):311-24 


the 
to acute 





1980 


Theories of the dorsal bundle extinction effect. Mason ST. 
et al. Brain Res 1979 Jul; 180(1): 107-37 (139 ‘ref.) 
Axonal transport of proteins and ycoproteins in the rat 
— pathway and the effects o 
6 ydro: nydopamine. Roger LI, etal. Brain Res 1980 Sep 
15; 197(1)95- 12 
Regenerative critical periods for locus coeruleus in postnatal 
rat pups following intracisternal 6-hydroxydo; ey a 
model of noradrenergic development. Schmidt , et al. 
Brain Res 1980 Jun 2;191(1):173-90 
Effect of testosterone and 6-hydroxydopamine treatment on 
the metabolism of catecholamine and 5-hydroxytryptamine 
in methylcholanthrene-induced prostate carcinoma of rats. 
Rastogi RB, et al. Can J Physiol Pharmacol 1979 Jun; 
57(6):486-94 
Behavioural effects of 6-hydroxydopamine-induced 
depletion of spinal noradrenaline. Roberts DC, et al 
Can J Physiol Pharmacol 1979 Nov;57(11):1223-8 
cae induced by 6-hydroxydopamine in the 
paraventricular nucleus. A _ correlated fluorescence 
microscopic/electron microscopic evaluation. Hwang BH, 
et al. Cell Tissue Res 1980 Feb;206(1):41-53 
The influence of intraperitoneally injected 
6-hydroxydopamine on electroshock seizure in chicks and 
rats. Osuide G, et al. Clin Exp Pharmacol Physiol 1979 
Jul-Aug;6(4):367-72 
Effect of neonatal sympathectomy by 6-hydroxydopamine 
on volume _ resistance regulation in stroke-prone 
mtaneously hypertensive rats. Schémig A, et al. 
Sci 1979 Dee: 57 Suppl 5:201s-204s 
Alterations in dopamine receptors: effect of lesion and 
haloperidol treatment. Goldstein M, et al. 
un Psychopharmacol 1980;4(1):21-5 
Effects of pretreatment with 6-hydroxydopamine or 
noradrenergic tor blockers on the clonidine-induced 
oe of conditioned avoidance responding. Hawkins 
M, et al. Eur J Pharmacol 1979 Sa 
Effect of intracisternal application of 6-hydroxydopamine 
on the antihypertensive action of propranolol in the dog. 
Montastruc JL, et al. Eur J Pharmacol 1980 May 2; 
63(2-3):103-16 
The effects of chemical sympathectomy with 
il Age oe wr on alpha-adrenoceptor and 
muscarinic cholinoceptor binding in rat heart ventricle. 
Story DD, et al. Eur J Pharmacol 1979 Aug 15;57(4):423-6 
6-Hydroxydopamine during development: relation between 
opposite oe changes in brain noradrenaline. Zieher 
LM, et al J Pharmacol 1979 Oct 4; 358(3): 217-23 
Sensory inattention in rats with 6-hydroxydop ed 
degeneration of ascending dopaminergic neurons: 
Tones Newel 1979 reversal of deficits. Marshall JF, et 
Neurol 1979 Aug;65(2):398-411 
alee depletion of spinal noradrenaline inhibits 
post-decapitation convulsions in rats. Bosland MC, et al. 
Experientia 1980 Feb 15;36(2):224 
Changes in blood-brain permeability resulting from 
D-amphetamine, 6-hydroxydopamine and _ pimozide 
measured by a new technique. Braun U, et al. 
Experientia 1980 Feb 15; 360): 207-9 
Effect of hydroxydopamine on the morphine-induced 
reduction in brain acetylcholine turnover. Slater P. 
Experientia 1979 Dec 15;35(12):1620-1 
Supersensitivity after intraventricular 6-hydroxydopamine: 
relation to dopamine depletion. Zigmond MJ, et al. 
Experientia 1980 Apr 15;36(4):436-8 
Effect of 6-hydroxydopamine on baroreceptor-heart rate and 
nasopharyngeal reflexes of the rabbit. Korner PI, et al. 
J Cardiovasc Pharmacol 1979 May-Jun;1(3):311-28 
Effect of central catecholamine depletion on the osmotic and 
nonosmotic stimulation of vasopressin (antidiuretic 
hormone) in the rat. Miller TR, et al. J Clin Invest 1979 
Dec;64(6):1599-607 
Differential effects on body weight of central 
6-hydroxydopamine lesions in obese (ob/ob) and diabetes 
(db/db) mice. Lorden JF. J Comp Physiol Psychol 1979 
Dec;93(6):1085-96 
Neuronal and extraneuronal effects of intracisternally 
administered 6-hydroxydopamine on the developing rat 
brain. Sievers J, et al. J Neurochem 1980 Apr;34(4):765-71 
The selective inhibitory effect of EGTA on the circling 
behaviour produced by amphetamine but not 
methylphenidate in mice lesioned with 
6-hydroxydopamine. Fung YK, et al. 
J Pharm Pharmacol 1980 Jul;32(7):501-2 
Rotational behavior induced by cocaine analogs in rats with 
unilateral 6-hydroxydopamine lesions of the substantia 
nigra: dependence upon dopamine uptake inhibition. 
Heikkila RE, et al. J Pharmacol Exp Ther 1979 Oct; 
211(1):189-94 
Intracisternal dose-response analysis of 
6-hydroxydopamine-induced noradrenergic sprouting in 
the neonatal rat cerebellum. Schmidt RH, et al. 
J Pharmacol Exp Ther 1980 Mar;212(3):456-61 
The effect of pretreatment with intraventricular 
6-hydroxydopamine on 
hypothalamo-pituitary-adrenocortical function in the rat 
[proceedings] Di Renzo G, et al. J Physiol (Lond) 1979 
Aug;293:50P-S1P 
Central muscarinic receptor degeneration _ following 
6-hydroxydopamine lesion in mice. Gurwitz D, et al. 
Life Sci 1980 Jan 7;26(1):79-84 
The stimulatory effect of beta-endorphin on the plasma 
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prolactin levels was diminished i 

ber cers 

Multiple t alpha-noradrenergic receptor binding sites 
in rat brain: effect of 6-hydroxydopamine. U’Prichard DC, 
et al. Mol Pharmacol 1979 Jul;16(1):47-60 

Effect of lesion of cortical dopamine terminals on subcortical 

pee gdten = ae Pycock CJ, et al. Nature 1980 

Jul 3;286(5768):74-6 


Alcohol intake, ethanol-induced narcosis and intoxication in 
rats following neonatal 6-hydroxydopamine or 5, 
7-dihydroxytryptamine treatment. Kiianmaa K, et al. 
Naunyn Arch Pharmacol 1979 Aug; 
308(2):165-70 


The effects of intraventricular 6-hydroxydopamine and 
5,6-dihydroxytryptamine on morphine induced locomotor 
stimulation. Slater P, et al. 

Naunyn Pharmacol 1980 Jul; 
312(3):219-24 


Effects of intraventricular infusions of 6-hydroxydopamine 
(6-OHDA) on pituitary LH release and ovulation in the 
rabbit. Rabii i al. N 1980 Jun; 
30(6):362-8 

6-Hydroxydo) e and Metrazol seizures in mice: 
inhibition of th e tonic-clonic phase. Alexander GJ, et al. 
N 1980 Jul;19(7):679-81 

The effects of narcotic analgesics on the turning behaviour 
of rats with 6-hydroxydopamine-induced unilateral 
nigro-striatal lesions. Slater P, et al. Ni 
1980 Feb;19(2):187-93 

Apomo hine-induced rotation in the unilateral 

$-OHDA lesioned rat: relationship to changes in striatal 

par cyclase activity and 3H-spiperone binding. 

Waddin, - JL, et al. Neuropharmacology 1979 Jul; 

18(7):643- 

Mae and recovery of catecholamine innervation 

in brain regions of adult goldfish following 
6-hydroxydopamine treatment. Contestabile A, et al. 

Neurosci Lett 1979 Oct;14(2-3):333-7 

Abnormal pattern of amphetamine locomotion after 
6-OHDA lesion of anteromedial caudate. Fink JS, et al. 
Pharmacol Biochem Behav 1979 Jul;11(1):23-30 

Adrenal demedullation and peripheral 6-OHDA 
administration in the rabbit: effects on body weight, general 
activity and cardiovascular responsivity. Joseph J, et al. 
Pharmacol Biochem Behav 1979 Jun;10(6):875-81 

Effects of neonatal and adult 6-hydroxydopemine | treatment 
on ae behavior. Levine 

Biochem Behav 1980 Feb;12(2):281-5 

DRL performance in 6-hydroxydopamine-treated rats. 
Levine TE, et al. Pharmacol Biochem Behay 1980 Feb; 

12(2):287-91 

Effects of 6-hydroxydopamine and 6-hydroxydopa on 
development of behavior. Morgan DN, et al. 

Pharmacol Biochem Behav 1979 Sep;11(3):309-12 

Facilitation of the suppressing effect of dopamine upon a 
motor conditioned response by 6-hydroxydopamine 

. applied into the caudate nucleus in cats. Reyes-Vazquez 
C, et al. Pharmacol Biochem Behav 1980 Jul;13(1):97-101 

Extinction and recovery of cocaine self-administration 
following 6-hydroxydopamine lesions of the nucleus 
accumbens. Roberts DC, et al. 

Pharmacol Biochem Behav 1980 May;12(5):781-7 

Effect of brain peptides on hypokinesia produced by 
anterolateral hypothalamic 6-OHDA lesions in rats. 
Rondeau DB, et al. Pharmacol Biochem Behav 1979 Jun; 

10(6):943-6 

The failure of alpha-methyl-para-tyrosine to produce 
supersensitivity in 6~-OHDA lesioned rats. Willis GL, et 
al. Pharmacol Biochem Behav 1980 Mar;12(3):371-6 

Modification of different morphine actions by 
6-hydroxydopamine and 6- ee eens plus 
Sec ae eg Fuchs V, et al. 

logy (Berlin) 1980. Feb;67(2):181-8 

Possible central saleonary action of exogenous serotonin 
in rats. Hierro JH, et al. Rev Esp Fisiol 1980 Mar;36(1):71-5 

Compensatory increase in tyrosine hydroxylase activity in 
rat brain after intraventricular injections of 
6-hydroxydopamine. Acheson AL, et al. Science 1980 Feb 

1;207(4430):537-40 

Increased dopamine receptor sensitivity after estrogen 
treatment using the rat rotation model. Hruska RE, et al. 
Science 1980 Jun 27;208(4451):1466-8 

Environmental influences on body weight and behavior in 
oe rats after neonatal 6-hydroxydopamine. 

Pearson DE, et al. Science 1980 Aug 8;209(4457):715-7 

[Role of adrenergic innervation in the regulation of the 
secretory activity of supraoptic nucleus cells in rats] 
Konsmantinova MS. Biull Eksp Biol Med 1979 Nov; 
88(11):518-20 (Eng. Abstr.) (Rus) 

[Effect of intracerebroventricular injection of 
6-hydroxydopamine and 5,6-dyhydroxytryptamine on the 
phasic secretion of luteinizing hormone (author’s transl)] 
Montilla P, et al. Rev Esp Fisiol 1979 Jun;35(2):163-8 (Eng. 
Abstr.) (Spa) 


in the rats treated with 
. Okajima T, et al. Life Sci 1980 Mar 


THERAPEUTIC USE 


Hypertrophy in the denervated heart: a comparison of central 
sympatholytic treatment with 6-hydroxydopamine and 
peripheral sympathectomy with nerve growth factor 
antiserum. Oparil S, et al. Am J Cardiol 1979 Oct 22; 
44(5):970-8 


HYDROXYINDOLEACETIC 


TOXICITY 


Age as a factor in 6-hyd 


hydr lasticity 
in the h aT kee Vad Ome tees 1979 
Nov;202(2):241-9 


Critical periods for noradrenergic regeneration in rat brain 
re ions following neonatal subcutaneous 
6-hydroxydopamine. Schmidt RH, et al. Life Sci 1979 Nov 
5;25(19):1641-50 





20-HYDROXYECDYSONE see ECDYSTERONE 
HYDROXYESTRONES see under ESTRONE 

HYDROXYETHYL STARCH see under STARCH 
HYDROXYETHYLRUTOSIDE see under RUTIN 


HYDROXYFORMYLPYRIDINE 
THIOSEMICARBAZONE see under 
THIOSEMICARBAZONES 


HYDROXYIMINO COMPOUNDS see OXIMES 


HYDROXYINDOLEACETIC ACID 


ANALYSIS 


Regional concentrations of serotonin, tryptophan, 
5-hydroxyindoleacetic acid, dopamine, and norepinephrine 
in the ovine brain. Baber KA, et al. Am J Vet Res 1979 
Oct;40(10):1378-80 

A_ modified procedure for the determination of 
5-hydroxyindoleacetic acid in the urine and cereb i 
fluid of — with hepatic cirrhosis. Dombro RS, et al. 
Clin Chim Acta 1980 Jan 31;100(3):231-7 

Changes in the serotonin and 5-hydroxyindoleacetic acid 
contents in rat brain after ethanol and disulfiram treatments. 
Fukumori R, et al. Eur J Pharmacol 1980 Jan 25; 
61(2):199-202 

Current concepts: I. Liquid chromatography with 
pre-column sample enrichment and _ electrochemical 
detection. Regional determination of serotonin and 
5-hydroxyindoleacetic acid in brain tissue. Koch DD, et 
al. Life Sci 1980 Apr 7;26(14):1099-107 

Current concepts: II. Measurement of 5-hydroxytryptamine 
and 5-hydroxyindoleacetic acid in discrete brain nuclei 
using reverse phase liquid chromatography with 
electrochemical detection. Lyness WH, et al. Life Sei 1980 
Apr 7;26(14):1109-14 

Simultaneous assay for L-tryptophan, a 

5-hydroxyindoleacetic acid, norepinephrine and dopamine 
in brain. Marini JL, et al. Pharmacol Biochem Behav 1979 
Aug;11(2):183-7 

{In vivo measurement, by differential voltammetry, of 
5-HIAA in the striatum of the rat uglio R, et al. 
C R Acad Sci [D] (Paris) 1980 Mar 31;290(13):901-6 (Eng. 
Abstr.) (Fre) 

[Studies on As203-induced rabbit hypothermia and brain 
monoamines (author’s transl)] Kawaguchi M. 


agus 
Nippon Yakurigaku Zasshi 1980 Jan;76(1):77-92 (Eng. 
Abstr.) (Spn) 


CEREBROSPINAL FLUID 


Central serotonin rn pe factor which increases 
depression vulnerability? 
— Psychiatr Scand (Sepeil 1980; 
ref.) 


HM, et al. 
:61(Suppl 280):89-96 (21 


CSF neurotransmitter studies. An infant with ascorbic 


acid-responsive tyrosinemia. Stoerner JW, et al. 
Am J Dis Child 1980 May;134(5):492-4 

Age effect on dopamine and serotonin metabolite levels in 
cerebrospinal fluid. Seifert WE Jr, et al. Ann Neurol 1980 
Jul;8(1): 38-42 

CSF monoamine metabolites in child and adult psychiatric 
patients. A developmental perspective. Leckman JF, et al. 
Arch Gen Psychiatry 1980 Jun;37(6):677-81 

Relationships in healthy volunteers between concentrations 
of monoamine metabolites in cerebrospinal fluid and family 
Pong of psychiatric morbidity. Sedvall G, et al. 

Psychiatry 1980 Apr;136: 566-74 

Conca between transmitter metabolite concentrations 
in human ventricular cerebrospinal fluid and pattern 
visual-evoked potentials. Holder GE, et al. Brain Res 1980 
Apr 28;188(2):582-6 

Amine metabolites in ventricular cerebrospinal fluid in coma. 
Yates CM, et al. J Neurol Neurosurg Psychiatry 1979 Oct; 
42(10):887-91 

Homovanillic acid and 5-hydroxyindoleacetic acid in the 
ventricular CSF of comatose patients with obstructive 
hydrocephalus. Inagawa T, et Ri J Neurosurg 1980 May; 
52(S):635-41 

Visual averaged evoked responses in psychiatric patients. 
Relationship to levels of ag my fawn on e acid, 
homovanilic acid and trypto; cereb fluid. 
Perris Cet al J Payehistr thes. 1979: 15(3):17 

Sleep variables, cyclic AMP and biogenic amine soouhadiees 
after one day of ethanol ingestion. Zarcone VP Jr, et al. 
J Stud Alcohol 1980 pee 318-24 

Overnight sleep EEG and fluid monoamines 
in seizures induced by movement. Fukuyama Y, et al. 


Neuropaediatrie 1979 May, 10(2): 138-49 
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HYDROXYINDOLEACETIC 


Effects of diazepam on sleep, temperature, 
5-hydroxyindoleacetic and Lecnceadilile acids in cisternal 
crebrospinal fluid of cats. Griauzde ML, et al. 

1979; 19(3):149-55 

Alterations in sexual behaviour and 5-hydroxyindoleacetic 
acid in the cerebrospinal fluid of female rhesus monkeys 
treated with clomipramine. Everitt BJ. Postgrad Med J 
1980;56 Suppl 1:53-7 

CSF levels of cyclic nucleotides and adrenergic metabolites 
in malignant gliomas. Gerosa MA, et al. Surg Neurol 1980 
May; 13(5):359-62 

[Cerebrospinal fluid monoamine metabolites and cyclic 
nucleotides in the patients with epilepsy (author's transl)] 
Nagao T, et al. No To Shinkei 1979 Dec;31(12):1225- . 
(Eng. Abstr.) (Jpn: 

[Homovanillic (HVA) and 5-hydroxyindoleacetic (s-HIAA) 
acid concentration in the cerebrospinal fluid of patients 
with supratentorial tumors and symptoms of intracranial 
hypertension (preliminary report) iichrzak H, et al. 
Neurol Neurochir Pol 1980 Jan-Feb;14(1):87-90 (Eng. 
Abstr.) (Pol) 


ISOLATION & PURIFICATION 


[Simultaneous extraction and fluorimetric determination of 
noradrenaline, dopamine, serotonin and 
5-hydroxyindoleacetic acid in separate small brain 
segments] Kocherga VI, et al. Vopr Med Khim 1980 
Jan-Feb;26(1):81-5 (Eng. Abstr.) (Rus) 


METABOLISM 


Chronic ethanol administration decreases 5S-HT and increases 
5-HIAA concentration in rat brain. Gothéni P, et al. 
Acta Pharmacol Toxicol (Copenh) 1980 Feb;46(2):113-20 

Effect of stress on activity of the serotoninergic system in 
limbic brain structures and its correlation with 
pituitary-adrenal function in the rat. Vermes I, et al. 
Acta Physiol Acad Sci Hung 1977;49(1):37-44 

Similarity between the action of nicotinamide and di 
on neurotransmitter metabolism in the rat [proceedings] 
Kennedy B, et al. Biochem Soc Trans 1980 Feb;8(1):59-60 

Changes in brain and spinal tryptophan and 
= pte ge or a wes acid levels following acute 

hine administration in normal and arthritic rats. 
Weil- -Fugazza J, et Brain Res 1979 Oct 19; 
175(2):291-301 

Tryptophan availability: the importance of prepartum and 
postpartum dietary protein on brain indoleamine 
metabolism in rats. Miller M, et al. Exp Neurol 1980 Feb; 
67(2):298-314 

Neurobiochemical aspects of maprotiline (Ludiomil) action. 
Baumann PA, et al. J Int Med Res 1979;7(5):391-400 (25 
ref.) 

Chronic morphine administration decreases 
5-hydroxytryptamine and 2-hydroxyindoleacetic acid 
content in the brain of rats. Ahtee L. Med Biol 1980 Feb; 
58(1):38-44 

Effect of food restriction on serotonin metabolism in rat 
brain. Kohsaka S, et al. Neurochem Res 1980 Jan;5(1):69-79 

Prostaglandin synthesis inhibition and monoamine 
metabolites in the rat brain. Abdel-Halim MS, et al. 

1979 Dec; 18(6):837-45 

Comparative effects of p-chloroamphetamine and 
1-(p-chlorophenyl)piperazine on 5- ee 
concentration in rat brain. Fuller RW, 

Res Commun Chem Pathol Pharmacol 1980 el ;329(1):201-4 


PHARMACODYNAMICS 


Increased sensitivity to intracerebroventricular infusion of 
s otonin and deaminated indoles after lesioning rat with 
ainydroxytryptamine. Warbritton JD 3d, et al 
Brain Res 1980 Feb 10;183(2):355-66 


URINE 


Stimulating effect of physical effort on the excretion of 
5-hydroxyindoleacetic acid. Sobczak Z, et al. 
Acta Physiol Pol 1979 Mar-Apr;30(3):421-3 

Liquid-chromatographic separation of urinary 
5-hydroxy-3-indoleacetic acid, with measurement at 254 
nm. Draganac PS, et al. Clin Chem 1980 Jun;26(7):910-2 

a assay of urinary 
5-hydroxy-3-indoleacetic acid, with electrochemical 
detection. Shihabi ZK, et al. Clin Chem 1980 Jun; 
26(7):907-9 

High-performance liquid chromatographic determination of 
5-hydroxyindole-3-acetic acid in urine using Sephadex 
G-10 for isolation. Fornstedt N. J Chromatogr 1980 Mar 
14;181(3-4):456-62 

Amine metabolism, thyroid function and response to 
clomipramine and maprotiline medication in depression. 
Ridges AP, et al. Postgrad Med J 1980;56 Suppl! 1:37-41 

The role of serotonin in Masugi nephritis in rabbits. 
Szajner-Milart I. Res Exp Med (Berl) 1979 Jul 20; 
175(3):247-55 

[Clinical and biochemical contributions on the effect of 
maprotiline and clomipramine in depressive states 
(preliminary observation)} Ravizza L. 

chiatr Clin (Basel) 1979;12(3):164-72 (Eng. me 


[Hydroxyindoleactic acid excretion and respiratory Prd 
syndrome in the Ist days of life in a premature infant] Téth 
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G, et al. Acta Paediatr Acad Sci Hung tetneee 
(Ger) 


[Glucocorticoid therapy and behavior of blood serotonin 
(5-HT) as well as rep diurnal HIAA in patients with 


chronic hepatopathies] S: owicz T, et al. 
Pol Arch Med Wewn 1979 Oct;62(4): 331 5 (Eng. \\Poi 


[Excretion of app page mags acid in dumpi ng 
oo after oral 50 g glucose oad Schabowski 
. Pol Tyg Lek 1979 Sep 706) 1425-7 (Eng. Abst) 
) 
[Diurnal urinary ion of 
5-hydroxyindoleacetic acid 





and 
in chronic liver diseases 


i ] 
Szpakowicz T. Pol Tyg Lek 1980 Jan 21;35(3):77-9 (Eng. 
Abstr.) 

{Analysis of urinary concentrations of the metabolites of 
various neurohormones in — of acute poisoning with 
hypnotic and Daryll: Wiad La rugs and monoxide] 

I. Wiad Lek 1900 May 1;33(9):695-9 Eng. 


Marczyk-Bary: 
Abstr.) 


HYDROXYLAMINES 


The dehalogenation of halouracils by hydroxylamine buffers. 
Sander EG, et al. Biochem Biophys Res Commun 1979 Aug 
28;89(4):1341-6 

Secondary structure of the 5’ end of bacteriophage MS2 
RNA Methoxyamine and kethoxal modification. Iserentant 
D, et al. Eur J Biochem 1979 Dec 17;102(2):595-604 

Equivalence of microbiological and hydroxylamine methods 
of analysis for ampicillin dosage forms. Lin SL, et al. 
J Assoc Off Anal Chem 1979 Sep;62(5):989-97 

(Hydroxylaminolysis of 2,6-piperidinediones and 
spectrophotemetric determination] Karliéek R, et al. 
Cesk Farm 1979 Sep;28(7):292-5 —— Abstr.) (Cze) 

[Study of oe cleavage] Otto H 
Pharm Unserer Zeit 1980 Jan;9(1):26-9 (Ger) 

[Modification of the DNA of bacteriophage Sd in situ by 
Se aed ee en ee Ulanov BP, et 
al. Mol Biol (Mosk) 1980 Mar-Apr;14(2):390-401 Eng. 
Abstr.) us) 

[Abiogenic synthesis of amino acids during scheme 
of formaldehyde and hydroxylamine] Matatov Iul. 

Zh Evol Biokhim Fiziol 1980 Mar-Apr;16(2):189-93 (Eng. 
Abstr.) (Rus) 


their 


ADMINISTRATION & DOSAGE 


[Absorption and distribution of benzyloxyamine-containing 
aerosols (author’s transl)] Stampf G, et al. Pharmazie 1980 
Jan;35(1):43-4 (Eng. Abstr.) 


ANALYSIS 


Method for the measurement of hydroxylamine in colonic 
fluid using derivatisation and gas chromatography. Darke 
DJ, et al. J Chromatogr 1980 Mar 14;181(3-4):449-52 


METABOLISM 


Hydroxylamine oxidoreductase of Nitrosomonas. Production 

of nitric oxide from hydroxylamine. Hooper AB, et al. 
iophys Acta 1979 Nov 9;571(1):12-20 

Stable isotope studies on the oxidation of ammonia to 
hydroxylamine by Nitrosomonas europaea. Dua RD, et al. 
FEBS Lett 1979 Oct 15;106(2):401-4 

[Comparative characteristics of the enzymatic systems of 
methane-utilizing bacteria that oxidize NH2OH and 
CH30H] Sokolov IG, et al. Mikrobiologiia 1980 Mar-Apr; 
49(2):202-9 (Eng. Abstr.) (Rus) 


PHARMACODYNAMICS 


Studies on the effect of catecholamines and chelating agents 
on the synaptic membrane Na+,K+-ATPase activity in 
the presence and absence of hydroxylamine. Schaefer A, 
et al. Biochem Pharmacol 1979 Aug 1;28(15):2307-12 

Characterization of the phosphorylated intermediate of the 
isolated high-affinity (Ca2+ + Mg2+)-ATPase of human 
erythrocyte membranes. Lichtner R, et al. 

Biochim ys Acta 1980 Jun 6;598(3):486-93 

Field-dispersion pod om of the proton spin-lattice relaxation 
rate in chloroplast suspensions. Effect of ——- 
extraction by EDTA, Tris, and hydroxylamine. Sharp RR, 
et al. Biochim Biophys Acta 1980 Aug 5;592(1):185-95 

Induction of sister chromatid exchanges by hydroxylamine, 
hydrazine and isoniazid and their inhibition by cysteine. 
Speit G, et al. Hum Genet 1980;54(2):155-8 

Inhibition of human thrombin by  methoxylamine 
hydrochloride. Longas MO, et al. Int J Biochem 1980; 
11(6):565-7 

Interferon induction with Newcastle disease virus in FS-4 
cells: effect of priming with interferon and of virus 
inactivating treatments. Kohase M, et al. 

Jpn J Med Sci Biol 1979 Oct;32(5):281-94 

On inactivation of bacteriophage lambda 7. hydroxylamine. 
Feiss M. Mutat Res 1980 Feb;69(2):225 

The delayed mutagenic action of aS in 
Drosophila. Shukla PT, et al. Mutat Res 1979 Jul; 
61(2):399-400 

Hydroxylamine mutagenesis of HSV DNA and DNA 
fragments: introduction of mutations into selected regions 
of the viral genome. Chu CT, et al. Virology 1979 Oct 
15;98(1):168-81 

[Mutagenesis on plasmid DNA in vitro] Esipova VV, et al. 


(Ger) 


1980 


Dokl Akad Nauk SSSR 1980;251(4):980-3 


TOXICITY 


Three-generation reproduction study in mice subjected to 
inhalation of diethylhydroxylamine, nitroethane, and 
diethylamine hydro sulfite. Heicklen J, et al. 
oe Res 1979 ;20(2):450-4 

— testing of nage ge aewrg nitroethane, and 
ylamine hydrogen sulfite. Legator M, et al. 
Environ Res 1979 Oct;20(1):99-124 


(Rus) 


(Compas values of the assay of catecholamines, 
xyamines and vanilmandelic acid in the diagnosis of 
cme ee ytoma] Peyrin L, et al. Arch Coeur 1979 
jov;72 Spec no:62-71 (Eng. Abstr.) (Fre) 


HYDROXYLASES 


Model systems for the coordination chemistry of cytochrome 
P-450. Ullrich V, et al. Acta Biol Med Ger 1979; 
38(2-3):287-97 

Enzyme electrode for phenol. Kjellén KG, et al. 
Biotechnol Bioeng 1980 Feb;22(2):299-310 

A study of p-hydroxybenzoate hydroxylase from 
Pseudomonas fluorescens. Improved purification, relative 
molecular mass, and amino acid composition. Miiller F, 
et al. Eur J Biochem 1979 Nov 1;101(1):235-44 

Inability of the NADH-cytochrome b5 reductase system to 
initiate heme degradation yielding biliverdin IX alpha from 
the oxygenated form of heme . ie Oxygenase complex. 

Yoshida T, et al. FEBS Lett 1980 Jun 30;115(2):278-80 

Immobilization of anthranilate hydroxylase from As; rgillus 
niger. Subramanian V, et al. Indian J Biochem Biophys 1979 
Jun; 16(3):136-8 

8 alpha-O-Tyrosyl-FAD: a new form of covalently bound 
flavin from p-cresol methylhydroxylase. McIntire W, et 
al. J Biol Chem 1980 Jul 25;255(14):6553-5 

Photodehalogenation of 7- and 8-halogen-substituted flavins. 
Photochemistry of the reduced flavin chromophore. 
Massey V, et al. J Biol Chem 1980 Feb 25;255(4): 1393 8 

Crystal structure of p-hydroxybenzoate hydroxylase. 
Wierenga RK, et al. J Mol Biol 1979 Jun 15; 131(1): 35- 73 


ANALYSIS 


A rapid and sensitive assay of gamma-butyrobetaine 
hydroxylase. Carter AL, et al. FEBS Lett 1980 Feb 25; 
111(1):112-4 

Competitive inhibitory effect of microsomal N-hydroxylase, 
a possible explanation for the in vivo in inhibition of 
2-acetylaminofluorene carcinogenicity by 
3-methylcholanthrene. Razzouk C, et al. Toxicol Lett 1980 
Jan;5(1):61-7 


ANTAGONISTS & INHIBITORS 


Studies on the lysyl hydroxylase reaction. II. Inhibition 
kinetics and the reaction mechanism. Puistola U, et al. 
Biochim Biophys Acta 1980 Jan 11;611(1):51-60 


BIOSYNTHESIS 


Induction of hepatic heme oxygenase activity by 
brom . Guzelian PS, et al. 
Arch Biochem Biophys 1979 Aug;196(1):178-85 

Mechanism of increase of heme oxygenase activity induced 
by hemin in cultured pig alveolar macrophages. Shibahara 
S, et al. Arch Biochem ys 1979 Oct 15;197(2):607-17 

anesthetics block induction of the Pseudomonas alk 

regulon. Benson SA. J Bacteriol 1979 Dec;140(3):1123-5 

Product induction of purine hydroxylase II in Asperigillus 
nidulans. Sealy-Lewis HM, et al. MGG 1979 Jul 2; 
174(1):105-6 

Manganese and zinc blockade of enzyme induction: studies 
with microsomal heme oxygenase. Drummond GS, et al. 
Proc Natl Acad Sci USA 1979 Oct;76(10):5331-5 


DEFICIENCY 


Congenital adrenal hyperplasia due to 11 beta-hydroxylase 
deficiency: final diagnosis in adult age in three patients. 
ar. A, et al. Acta 1 (Copenh) 1980 Jan; 
93(1):94- 

Detection of heterozygote of 21-hydroxylase deficiency 
[letter] Sobel DO, et al. Lancet 1980 Jan 5;1(8158):47 
HLA and congenital adrenal hyperplasia due to 
11-hydroxylase deficiency. Glenthgj A, et al. 

Tissue Antigens 1979 Aug;14(2):181-2 


ISOLATION & PURIFICATION 


Partial purification and characterization of taurodeoxycholate 
7 alpha-monooxygenase. Murakami K, et al. 
Biochem Biophys Res Commun 1980 Jun 30;94(4):1098-105 

Isonicotinic & 2-hydroxy-isonicotinic acid hydroxylases of 
Sarcina sp. Gupta RC, et al. Indian J Biochem Biophys 
1979 Apr;16(2):72-5 

Purification of L-kynurenine 3-hydroxylase by affinity 
chromatography. Nishimoto Y, et al. J Chromatogr 1979 
Feb 1;169:357-64 

Polyethylene glycol gradient solubilization of lysyl 
=, Varner HH Jr, et al. Prep Biochem 1980; 
10(1):1-9 





1980 


METABOLISM 


properties of cytochrome P-450 and hydroxylase 
activity of reconstituted proteoliposomal membranes. 
Archakov A, et al. Acta Biol Med Ger 1979; 
38(2-3):299-306 

Separation of acetanilide and its hydroxylated metabolites 
and quantitative ee rg of bee ag ad a 
4-hydroxylase activity’ by re iqui 
chromatography. Guenthner nM ‘Anal Biochem 1979 
Jul 1:96(1).201- 7 

On the mechanism 
a enzymes. Benkovic SJ. 

u Rev Biochem 1980.49: 227-51 (161 ref.) 

Tew specificity of mitochondrial monooxygenase system 
for aflatoxin B1 activation. Niranjan BG, et 
Biochem Biophys Res Commun 1980 Jun 16:94(3): 1021-6 

Carnitine biosynthesis. Hydroxylation of N6-trimethyl-lysine 
to 3-hydroxy-N6-trimethyl-lysine. Sachan DS, et al. 
Biochem J 1980 May 15;188(2):529-34 

Kinetic alterations in rat liver microsomal cholecalciferol 
25-hydroxylase associated with phenobarbital 
administration. Delvin EE, et al. Biochem Pharmacol 1980 
Feb;29(3):441-5 

Effect of age and sex on enhancement of biphenyl 
2-hydroxylation [proeedings] Benford DJ, et al. 
Biochem Soc Trans 1979 Oct;7(5):1107-8 

Effects of carcinogens on biphenyl hydroxylation in isolated 
rat hepatocytes [proceedings] Bianco PJ, et al. 

Biochem Soc Trans 1979 Aug;7(4):639-41 

Effects of non-gonadal ormones on rat liver 
drug-metabolizing enzymes and cytochrome P-450 during 
early postnatal development [proceedings] Leakey JE, et 
al. Biochem Soc Trans 1979 Oct;7(5):1103-4 

Purification and enzymatic Dy “The of lysyl oa 
from fetal porcine skin. Miller RL, et al. Biochemistry 19 
Dec 25;18(26):5828-32 

Vitamin K xidase activity of rough and smooth 
microsomes Ton rat liver. Egeberg K, et al. 

Biochim Biophys Acta 1980 Feb 7;627(3):225-9 

Clofibrate enhancement of mitochondrial carnitine transport 
system of rat liver and augmentation of liver carnitine and 
gamma-butyrobetaine hydroxylase activity by thyroxine. 
Pande SV, et al. Biochim Biophys Acta 1980 Mar 21; 
617(3):363-70 

Studies on the lysyl hydroxylase reaction. I. Initial velocity 
kinetics and related aspects. Puistola U, et al. 

Biochim Biophys Acta 1980 Jan 11;611(1):40-50 

Tissue distribution of carnitine biosynthetic enzymes in man. 
Rebouche CJ, et al. Biochim Biophys Acta 1980 Jun 5; 
630(1):22-9 

Microsomal biphenyl 2-hydroxylation in the presence of 
some carcinogenic alkylaryltriazenes. McPherson F, et al. 

Lett 1979 Jan;6(1):33-8 

Effect of phenobarbital treatment and cytochrome P-450 
inhibitors on the laurate omega- and (omega - 
1)-hydroxylase activities of rat liver microsomes. Okita RT, 
et al. Drug Metab Dispos 1980 May-Jun;8(3):147-51 

Partial purification of cytochrome P-450 of Candida 
tropicalis and reconstitution of hydroxy‘ase activity. 
Bertrand JC, et al. FEBS Lett 1979 Sep 1;105(1):143-6 

Haem oxygenase: a reappraisal of the stoicheiome.ry. Lodola 
A, et al. FEBS Lett 1979 Aug 1;104(1):45- 

Vitamin K epoxidase: dependence of epoxidase activity on 
substrates of the vitamin K-dependent carboxylation 
reaction. Suttie JW, et al. FEBS Lett 1980 Jan 14; 
109(2):267-70 

Anthranilate hydroxylase, an iron enzyme, from Aspergillus 
niger. Subramanian V, et al. Indian J Biochem Biophys 1979 
Dec; 16(6):370-4 

Regulation of enzymes of the 3,5-xylenol-degradative 
pathway in Pseudomonas putida: evidence for a plasmid. 
Hopper DJ, et al. J Bacteriol 1980 Apr;142(1):21-6 

Oxygen reactivity of p-hydroxybenzoate hydroxylase 
containing 1-deaza~FAD. Entsch B, et al. J Biol Chem 
1980 Feb 25;255(4):1420-9 

Hydroxylations in biosynthesis and metabolism of bile acids. 
Catalytic properties of different forms of cytochrome 
P-450. Hansson R, et al. J Biol Chem 1980 Feb 25; 
255(4):1643-9 

Fluoride elimination from substrates in hydroxylation 
reactions catalyzed by p-hydroxybenzoate hydroxylase. 
Husain M, et al. J Biol Chem 1980 May 10;255(9):4189-97 

Purification and characterization of hydroxyindole oxidase 
from the gills of Mytilus edulis. Kampa L, et al. 

J Biol Chem 1980 Jan 25;255(2):595-601 

Effect of inducers and inhibitors of monooxygenase on the 
hydroxylation of prostaglandins in the guinea pig. Evidence 
for several monooxygenases catalyzing omega- and 
omega-1-hydroxylation. Kupfer D, et al. J Biol Chem 1979 
Oct 25;254(20):10405-14 

Kinetic and mechanistic studies on the reduction of melilotate 
hydroxylase by reduced pyridine nucleotides. Schopfer 
LM, et al. J Biol Chem 1979 Nov 10;254(21):10634-43 

Kinetic and mechanistic studies on the oxidation of the 
melilotate hydroxylase . 2-OH-cinnamate complex by 
molecular oxygen. Schopfer LM, et al. J Biol Chem 1980 
Jun 10;255(11):5355-63 

Studies on the interaction of p-hydroxybenzoate hydroxylase 
with NADPH. Effects of pH and substrates on the enzyme 

NADPH complex formation. Shoun H, et al. 
J Biol Chem 1979 Nov 10;254(21):10944-51 
Oxygenated form of heme . heme oxygenase complex and 


of action ’ of folate- and 
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requirement for second electron to initiate heme 
ition from the oxygenated complex. Yoshida T, et 
al. J Biol Chem 1980 May 25;255(10):4418-20 
Activation of prolyl hydroxylase in tissue homogenates of 
utic guinea pigs. Kuttan R. J Nutr 1980 Aug; 
110(8):1525-32 
Increased prolyl hydroxylase activity in the aorta and heart 


in rat induction of acute hy; . Iwatsuki K. 
Jpn J Pharmacol 1979 Dec;29(6): 557-9 


Nucleotide requirements for the bone marrow heme 
oxygenase system. Ibrahim NG, et al. Life Sci 1980 Feb 
18; eC): 525- 31 

Regulation of heme metabolism during senescence: activity 
of sev taining enzymes and heme oxygenase 
in the liver and kidney of aging rats. Paterniti JR Jr, et 
al. Mech Ageing Dev 1980 Jan;12(1):81-91 

Distribution pattern of enzymic activities catalyzing the 
transformation of progesterone in some fungi. 
Abdel-Fattah AF, et Microbiol Esp 1977-1978; 
30-31:59-66 

An inducible n-alkane hydroxylase system containing 
cytochrome ‘O’ from Candida lipolytica. Baroncelli V, et 
al. Mol Cell Biochem 1979 Dec 14;28(1-3):3-6 

Estradiol-induced stimulation of 25-hydroxyvitamin 
D3-1- . eye in vitamin D-deficient oa 
Baksi SN, et al. Pharmacology 1980;20(6):298-303 

[Comparative study of effects of the tyrosine-copper(II) 
complex on _ xenobiotic Ey and lipid 

peroxidation] Karuzina II, et al. Biokhimiia 1979 Oct; 
44(10):1796-804 (Eng. Abstr.) (Rus) 


PHARMACODYNAMICS 


Hypothermia induced in mice by enzyme-mediated depletion 
of serotonin. Roberts J, et al. Experientia 1980 Jul 15; 
36(7):854-6 

Induction of hypothermia in mice by semi-artificial cells 
containing indolyl-3-alkane alpha-hydroxylase. Schmer G, 
et al. Trans Am Soc Artif Intern Organs 1979;25:39-44 


PHYSIOLOGY 


On the “eee of tryptophan metabolism ‘via’ kynurenine. 
Y. Acta Vitaminol Enzymol 


Shibata (Milano) 1978; 
32(5-6):195-207 


HYDROXYLATION see under CHEMISTRY, ORGANIC 


HYDROXYLYSINE 


Studies on the catabolism of the hydroxylysine-linked 
disaccharide units of basement membranes and collagens. 
Isolation and characterization of a frat kidney 
alpha-glucosidase of high specificity. Sternberg M, et al. 
J Biol Chem 1979 Oct 25;254(20):10329-36 


ANALOGS & DERIVATIVES 


N6-Trimethyl-lysine metabolism. 
3-Hydroxy-N6-trimethyl-lysine and carnitine 
biosynthesis. Hoppel CL, et al. Biochem J 1980 May 15; 
188(2):509-19 

N6-Trimethyl-lysine metabolism. Structural identification of 
the metabolite 3-hydroxy-N6-trimethyl-lysine. Novak RF, 
et al. Biochem J 1980 May 15;188(2):521-7 

SS method for the measurement of 
hydroxylysine, hydroxylysine glycosides and 
3-methylhistidine in human urine. Di Ferrante DT, et al. 
J Chromatogr 1980 Jan 4;187(1):271-6 

Urinary excretion of O-hydroxylysylglycosides in diabetes 
DDS: Sato T, et al. Tohoku J Exp Med 1980 May; 
131(1):97-8 


ANALYSIS 


Chromatographic analysis of hydroxylysine glycosides and 
acid hydrolyzates. Peczon BD, et al. J Chromatogr 1979 
Feb 1;169:351-6 


METABOLISM 


Biochemical analysis of dermis and urine in generalized 
scleroderma. Blumenkrantz N, et al. 
Acta Derm Venereol (Stockh) 1980;60(2):115-18 

Influence of plasma calcium and vitamin D on bone collagen. 
Effects on lysine hydroxylation and crosslink formation. 
Dickson IR, et al. Biochim Biophys Acta 1979 Nov 15; 
588(1):169-73 

[Clinical importance of hydroxylysine glycosides] Daikhin 
EI. Pediatriia 1979 Nov;(11):56-8 (Rus) 


URINE 


Chromatographic method for the measurement of 
hydroxylysine, hydroxylysine glycosides and 
3-methylhistidine in human urine. Di Ferrante DT, et al. 
J Chromatogr 1980 Jan 4;187(1):271-6 


HYDROXYMERCURIBENZOATES 


PHARMACODYNAMICS 


Hydroxymercuribenzoate-induced hyperglycemia: 

uence of pre- and post-treatment with L-leucine, 
solbuteanide, D-mannoheptulose, insulin and alloxan. 
Boquist L. J Endocrinol Invest 1979 Oct-Dec;2(4):413-7 


HYDROXYMETHYLGLUTA 


HYDROXYMETHOLONE see OXYMETHOLONE 


3-HYDROXY-3-METHYLGLUTARIC ACID see under 
GLUTARATES 


HYDROXYMETHYLGLUTARYL COA 
REDUCTASES 


ANTAGONISTS & INHIBITORS 


The effect of compactin, a potent 


inhibitor of 
3-hydroxy-3—methylglutaryl coenzyme-A 


reductase 

activity, on cholesterogenesis and serum cholesterol levels 
in rats and chicks. Fears R, et al. Atherosclerosis 1980 Apr; 
35(4):439-49 

Inhibition of tic cholesterol synthesis and 
S-3-hydroxy-. ~neaanard-Cod. reductase by mono 
and bicyclic mono’ administered in vivo. Clegg RJ, 
et al. Biochem Pharmacol 1980 Aug 1;29(15):2125-7 

Abnormal effects of hypertriacylglycerolemic very 
low-density lipo) ins on 
3-hydroxy-3-methylglutaryl-CoA reductase activity and 
viability of cultured bovine aortic endothelial cells. 
Gianturco SH, et al. Biochim Biophys Acta 1980 Apr 18; 
618(1):143-52 

Inhibition of sterol biosynthesis by 14 alpha-hydroxy-delta 
7-sterols. Schroepfer GJ Jr, et al. Experientia 1980 May 
15;36(5):518 

Monacolin K, a new hypocholesterolemic agent that 
specifically inhibits Se egy ey oly coenzyme 
A reductase. Endo A. J Antibiot (Tokyo) 1980 Mar. 
33(3):334-6 

Hypocholesterolemic agents VII: Inhibition of 
beta-hydroxy-beta-methylglutaryl-CoA reductase by 
monoesters of substituted glutaric acids. Boots MR, et al. 
J Pharm Sci 1980 May;69(5):506-9 

Inhibition of polyisoprenoid and glycoprotein biosynthesis 
causes abnormal embryonic development. Carson DD, et 
al. Proc Natl Acad Sci USA 1979 Nov;76(11):5709-13 


BLOOD 


Mechanism of regulation of 3-hydroxy-3-methylglutaryl 
coenzyme A reductase activity by low density lipoprotein 
in human lymphocytes. Krone W, et al. 

Eur J Clin Invest 1979 Oct;9(5):405-10 

Abnormal suppression of 3-hydroxy-3-methylglutaryl-CoA 
reductase activity in cultured human fibroblasts by 
hypertriglyceridemic very low density lipoprotein 

subclasses. Gianturco SH, et al. Lipids 1980 Jun; 
15(6)-456-63 


ISOLATION & PURIFICATION 


Rapid, high--yield purification of rat liver 
3-hydroxy-3-methyl-glutaryl-coenzyme reductase. 
Rogers DH, et al. Anal Biochem 1980 Jan 1; Mond 107-11 

Purification of ee eo coenzyme A 
reductase from rat liver. Ness GC, et 
Arch Biochem Biophys 1979 Oct 15; 1970): 493-9 

Purification and properties of rat liver 
ee coenzyme A _ reductase. 
Edwards PA, et al. Biochim Biophys Acta 1979 Jul 27; 
574(1):123-35 


METABOLISM 
Regulation of microsomal 


3-hydroxy-3-methylglutaryl 
coenzyme A reductase from pea seedlings: rapid 


posttranslational phytochrome-mediated decrease in 
activity and in vivo regulation by isoprenoid products. 
Brooker JD, et al. Arch Biophys 1979 Nov; 
198(1):323-34 
Effects of dietary fatty acids on hepatic 
3-hydroxy-3-methylglutaryl CoA reductase activity in 
ee on a high-glucose diet. Iijima Y, et al. 
iochem Biophys 1979 Aug; 196(1): 265-69 
Modulation of 3-hydroxy-3-methylglutaryl coenzyme A 
reductase by dexamethasone not mediated by 
phosphorylation and dephosphorylation. Ramachandran 
CK, et al. Arch Biochem Biophys 1980 Aug;203(1):117-22 
Regulation of cholesterol synthesis in skin fibroblasts derived 
from old people. Shakespeare V, et al. Atherosclerosis 1979 
Jul;33(3):359-64 
The isolation of two mutants of Saccharomyces cerevisiae 
which demonstrate increased activity of 
3-hydroxy-3-methylglutaryl coenzyme A _ reductase. 
Downing JF, et al. Biochem Biophys Res Commun 1980 
Jun 16;94(3):974-9 
In vitro phosphorylation of 3-hydroxy-3-methylglutaryl 
coenzyme A reductase: analysis of 32P-labeled, inactivated 
enzyme. Keith ML, et al. 
Biochem Biophys Res Commun 1979 Oct 12;90(3):969-75 
Relationship between activity of hepatic 
3-hydroxy-3-methylglutaryl-coenzyme A reductase and 
secretion of very-low-density-lipoprotein cholesterol by 
the isolated perfused liver and in the intact rat. Goh EH, 
et al. Biochem J 1979 Oct 15;184(1):1-6 
Activation of 3-hydroxy-3-methylglutaryl-coenzyme A 
reductase in homogenates of pgs rat brain. Maltese 
WA, et al. Biochem J 1979 Aug 15;182(2):367-70 
3-hydroxy-3-methylglutaryl-coenzyme A _ reductase A 
comparison of the modulation in vitro by phosphorylation 
and dephosphorylation to modulation of enzyme activity 
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yA feeding cholesterol- or cholestryamine-supplemented 
Mitropoulos KA, et al. Biochem J 1980 Feb 1; 
1950): 435-41 
regulation of yo Oy oe toe 
reductase from rat intestine. Bochenek WJ, 
Biochim Biophys Acta 1979 Oct 26;575(1): S162 

Hepatic 3-hydroxy-3-methyl-glutaryl-CoA reductase 
response to litter size in suckling rats. Hahn P, et al. 
Can J Biochem 1979 Oct;57(10):1216-9 

Regulation of hamster adrenal 3-hydroxy-3-methy], 
coenzyme A reductase activity. Lehoux JG, et 

Endocrinology 1980 Jul;107(1):215-23 

Uydroxymethy], utaryl-CoA reductase. Brown WE, et al. 
Experientia [' ] 1980;(36):232-72 (87 ref.) 

Phosphorylation—-dephosphorylation of rat liver ge nay 
3-methylglutaryl coenzyme A reductase associated 
changes in activity. Gil G, et al. FEBS Lett 1980 Feb 11; 
110(2):195-9 

Conversion of inactive 3-hydroxy-3-methylglutaryl 
coenzyme A reductase to its ee pry durin 
of rat hepatocytes. Lin RC, et al 
109(2):171-4 

Regulation of cytosolic acetoacetyl coenzyme A thiolase, 
3-hydroxy-3-methylglutaryl coenzyme A _ synthase, 
3-hydroxy-3-methylglutaryl coenzyme A reductase, and 
mevalonate kinase by low density —— and by 
25-hydroxycholesterol in Chinese hamster ovary cells. 
Chang TY, et al. J Biol Chem 1980 Aug 25;255(16):7787-95 

Properties of purified rat hepatic 
3-hydroxy-3-methylgiutary! coenzyme A reductase and 
regulation of enzyme activity. Edwards PA, et al. 

J Chem 1980 Apr 25;255(8):3715-25 

Regulation of cholesterol synthesis in primary rat hepatocyte 
culture cells. Possible regulatory site at sterol 
demethylation. Havel C, et al. J Biol Chem 1979 Oct 10; 
254(19):9573-82 

Modulation of hydroxymethylglutaryl-CoA reductase 
activity, reductase kinase activity, and cholesterol synthesis 
in rat hepatocytes in response to insulin and glucagon. 
Ingebritsen TS, et al. J Biol Chem 1979 Oct 25; 
254(20):9986-9 

In vivo and in vitro mechanisms regulating rat liver 
beta-hydroxy-beta-methylglutaryl coenzyme A reductase 
activity. Kleinsek DA, et al. J Biol Chem 1980 May 10; 
255(9):3918-23 

The role of 3-hydroxy-3-methylglutary! coenzyme A 
reductase activity in the regulation of ubiquinone synthesis 
in human fibroblasts. Nambudiri AM, et al 
J Biol Chem 1980 Jun 25;255(12):5894-9 

Abstracts. Regulation of HMG-CoA reductase. July 7, 1979, 
Toronto, Canada. J Lipid Res 1979 Nov;20(8):1044-9 

Multivalent feedback regulation of HMG CoA reductase, 
a control mechanism coordinating i —— ‘enoid synthesis and 
cell growth. Brown MS, et al. J Lipid Res 1980 Jul; 
21(5):505-17 (47 ref.) 

Regulation of vertebrate liver HMG-CoA reductase via 
reversible modulation of its catalytic activity. Hunter CF, 
et al. J Lipid Res 1980 May;21(4):399-405 

Distribution of 3-hydroxy-3-methylglutaryl coenzyme A 
reductase and alkaline phosphatase activities in isolated ileal 
epithelial cells of fed, fasted, cholestyramine-fed, and 
4-aminopyrazolo[3,4—d]pyrimidine-treated rats. Panini SR, 
et al. J Lipid Res 1979 Sep;20(7):879-89 

Improved methods for the assay and activation of 
3-hydroxy-3-methylglutaryl coenzyme A_ reductase. 
Philipp BW, et al. J Lipid Res 1979 Jul;20(5):588-93 

Inhibition of de novo sterol synthesis does not affect imtiation 
of neurite outgrowth in neuroblastoma. Maltese WA, et 
al. J Neurochem 1980 Jun;34(6):1522-6 

Dietary regulation of hepatic 
3-hydroxy-3-methylglutaryl-CoA reductase and 
cholesterol synthetic activities in fasted-refed rats. Ide T, 
et al. J Nutr 1980 Jan;110(1):158-68 

Regulation of lipid metabolism in chicken liver by dietary 
cereals. Qureshi AA, et al. J Nutr 1980 Mar;110(3):388-93 

Dietary modification of the distribution of 
3-hydroxy-3-methylglutaryl coenzyme A reductase and 
sterol synthesizing activities in the rat small intestine. 
Sugano M, et al. J Nutr 1980 Feb;110(2):360-70 

Effect of serum lipoproteins of bile obstructed rats on 
3-hydroxy-3-methyiglutaryl coenzyme A _ reductase 
activity in perfused rat liver. Barak AJ, et al. Lipids 1979 
Nov; 14(11):883-7 

Characterization and —— of reductase kinase, a protein 
kinase that mod the enzymic activity of 
3-hydroxy-3-methylglutaryl-coenzyme A reductase. Beg 
ZH, et al. Proc Natl Acad Sci USA 1979 Sep;76(9):4375-9 

Immunotitration of 3-hydroxy-3-methylglutaryl-coenzyme 
A reductase in various physiological states. Hardgrave JE, 
et al. Proc Natl Acad Sci USA 1979 Aug;76(8):3834-8 

Cholesterol homeostasis in the rat wh 8 portacaval 
anastomosis. Proia A, et al. Proc Natl Acad Sei USA 1979 
Sep;76(9):4654-7 

Essential role for mevalonate synthesis in DNA replication. 
Quesney-Huneeus V, et al. Proc Natl Acad Sci USA 1979 
Oct;76(10):5056-60 

Hepatic 3-hydroxy-3-methylglutaryl coenzyme A reductase 
activity and cholesterol 7 alpha-hydroxylase activity in 
neonatal guinea pig. Li JR, et al. Steroids 1979 Jul; 
34(1):47-55 

Alteration of biliary ursodeoxycholic acid in guinea pig 
during early stages of cholestyramine feeding. Li JR, et 
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CUMULATED INDEX MEDICUS 


al. Steroids 1979;34(6 Spec no):705-15 


HYDROXYMETHYLGLUTARYL COA SYNTHASE see 
under KETOACID-LYASES 


HYDROXYMYCIN see PAROMOMYCIN 
HYDROXYNAPHTHALENES see NAPHTHOLS 


2-HYDROXY-5-NITROBENZYL BROMIDE see under 
NITROPHENOLS 


M-HYDROXYNOREPHEDRINE see METARAMINOL 


P-HYDROXYNOREPHEDRINE see under 
PHENYLPROPANOLAMINE 


HYDROXYPENTENAL see under ALDEHYDES 
2-HYDROXYPHENETHYLAMINE see under 
PHENETHYLAMINES 


HYDROXYPHENYLAZOURACIL see under URACIL 
HYDROXYPHENYLBUTAZONE see 
OXYPHENBUTAZONE 


4-HYDROXYPHENYLPYRUVATE DIOXYGENASE see 
under OXYGENASES 


HYDROXYPREGNENOLONE 


ANALYSIS 


Amniotic fluid concentrations of delta 5 and delta 4 steroids 
in fetuses with congenital adrenal hyperplasia due to 21 
hydroxylase deficiency and in —— ic fetuses. Pang 
S, et al. J Clin Endocrinol Metab 1980 Aug;51(2):223-9 


BIOSYNTHESIS 


De novo synthesis of steroids (from acetate) by isolated rat 
Sertoli cells. Wiebe JP, et al. 
Biochem Biophys Res Commun 1979 Aug 28;89(4):1107-13 
21-Hydroxylation of pregnenolone by microsomal 
preparations of rat and human adrenals. Kaufmann SH, 
et al. J Steroid Biochem 1980 Jan;13(1):101-3 


BLOOD 


Plasma levels of 16 eee, 16 
alpha-hydroxyprogesterone and 1 
yt tens erect «Aa in the fetus and 
neonates. Den K, et al. Endocrinol Jpn 1979 Aug; 
26(4):439-47 
Serum 21-deoxycortisol and 17- ae in 
parents of patients with congenital adr hyperp 
Cassorla F, et al. J Invest 1980 Apr-Jun; 
3(2):137-42 


ISOLATION & PURIFICATION 


Naturally occurring lipoidal derivatives of 3 
beta-hydroxy-5-pregnen-20-one; 3 beta,17 
alpha-dihydroxy-S-pregnen-20-one and 3 
beta-hydroxy-5-androsten-17-one. Hochberg R, et al. 
J Steroid Biochem 1979 Oct;11(4):1333-40 


17-HYDROXYPROGESTERONE see 
HYDROXYPROGESTERONES 


21-HYDROXYPROGESTERONE see 
DESOXYCORTICOSTERONE 


HYDROXYPROGESTERONES 


Steroid structure and function V. A-ring conformation in 
17-hydroxy-6 alpha-methylprogesterone. Duax WL, et al. 
Steroids 1979 Nov;34(5):501-8 


ADMINISTRATION & DOSAGE 


[Experimental application of steroids to sows in early 
gravidity to increase litter size. 2. Effects of repeated 
administration of progesterone alone or in combination 
with estradiol benzoate during 2 to 5 consecutive days] 
Heidler W, et al. Arch Exp Veterinaermed : 
33(4): 639-44 (Eng. Abstr.) (Ger) 

[Hormone therapy of spontaneous abortion. Our experience 
with treatment with Gravibinan] Drazanéié A, et al. 
—e Opstet 1978 May-Aug;18(3-4):325-33 7 
Abstr 


ANALYSIS 


Salivary 17 alpha-hydroxyprogesterone in congenital adrenal 
hyperplasia. Walker RF, et al. Clin Endocrinol (Oxf) 1979 
Dec; 1 1(6):631-7 

Amniotic fluid concentrations of delta 5 and delta 4 steroids 
in fetuses with congenital adrenal hyperplasia due to 21 
hydroxylase deficiency -~ in anencephalic fetuses. Pang 
S, et al. J Clin | Metab 1980 Aug;51(2):223-9 

Prenatal diagnosis of congenital adrenal hyperplasia [letter] 
Levine LS, et al. Lancet 1979 Sep 22;2(8143):637 


1980 


BIOSYNTHESIS 
In vitro mitogenic and i ic effects of ACTH 
on an adrenal tumor cell line (Y-1). Morera AM, 
et al. Exp Cell Res 1980 Jun; 127(2):446-51 


‘mini - 
Bourne AR, et al. J Reprod Fertil 1979 Jul;56(2):465-9 


BLOOD 


Simultaneous determination of seven unconjugated steroids 
pape ce teghhe pent cake gawd aeaser heal ponemg 
in elective and emergenc — cesarean section at term. Sippe 
WG, et al. Am J Obstet Gynecol 1979 Oct 15;135(4): stra 

A simple procedure for the radioimmunoassay of 17 
ee in serum: comparison with an 
immunol purification tec! _ a N, et al. 

matenlas dad Jpor toon Sag or ag ie levels 

i lies oO 1. m steroid leve' 

in obstructive azoos Abdalla MI, et al. 
Arch Androl 1979;3(2):163-6 

16 ee egeacons, 16 
alpha-hydroxyprogesterone and 
alpha hydronychydrocpiandrosterone in the fetus and 
neonates. Den Endocrinol Jpn 1979 Aug; 
26(4):439-47 


17-hydrox esterone, androstenedione, and testosterone 
in no children and in RM gegen patients with 
m — Fre a h von Schnakenburg K, et 

Pediatr 19 1y: 1330). 259-67 

Cuuieles of acute and chronic increases in serum gonadal 
steroid levels after administration of human chorionic 
or eam . Glass AR, et al. Fertil Steril 1980 Jul; 

Dissociated responses of plasma testosterone and 
17-hydroxyprogesterone to single or repeated human 
chorionic gonadotropin administration in normal men. 
Smals AG, et al. J Clin Endocrinol Metab 1980 Jan; 
50(1):190-3 

The effect of different treatment regimens on hormonal 
profiles in congenital adrenal hyperplasia. Smith R, et al. 
J Clin Endocrinol Metab 1980 Aug;51(2):230-6 

Multiple radioimmunological determinations of free 
(diffusible) steroid hormones (cortisol, progesterone, 
17alpha OH-progesterone and estradiol) in the same plasma 
dialyzate after equilibrium dialysis. Clerico A, et al. 
J Nucl Med Allied Sci 1979 Jul-Sep;23(3):145-7 

Inhibitory effects of a single intranasal administration of 
[D-Ser(TBU)6, des-Gly-NH210]LHRH ethylamide, a 
potent LHRH agonist, on serum steroid levels in normal 
adult men. Bélanger A, et al. J Steroid Biochem 1980 Feb; 
13(2):123-6 

Plasma androgens (testosterone and 4-androstenedione) and 
17-hydroxyprogesterone in the neonatal, prepubertal and 
peripubertal periods in the human and the rat: differences 
between species. Forest MG. J Steroid Biochem 1979 Jul; 
11(1B):543-8 

Nausea and vomiting of pregnancy: role of human chorionic 
gonadotropin and 17-hydroxyprogesterone. Soules MR, et 
al. Obstet Gynecol 1980 Jun;55(6):696-700 

A radio-immunoassay of 17-alpha-hydroxyprogesterone. 
Barron JL, et al. S Afr Med J 1980 Mar 29;57(13):497-500 

[Value of 17-hydroxyprogesterone determination in 
exploration of adrenal cortex enzyme deficiencies] Fiet J, 
et al. C R Soc Biol (Paris) 1979;173(2):504—-14 (Eng. —_ 


[Andrenogenital syndrome (author’s transl)] be wre | Ee - 
al. Dtsch Med 


Wochenschr 1980 Apr 25;105(17):600- oT. 
Abstr.) 

[Therapeutic monitoring in congenital adrenal mee. 4 
using C.I.S. 17-alpha-hydroxyprogesterone 
radioimmunoassay kit (author’s transl)] Nakajima F, et al. 
Horumon To Rinsho 1980;28(5):601-5 (Jpn) 

[Micro-filter paper method for 17 
alpha-hydroxyprogesterone radioimmunoassay. 
Application for diagnosis of 21- eo deficiency 
(author’s transl)] Shimozawa K, e 
Horumon To Rinsho 1979 Sep:37(9): “1048- 53 


CHEMICAL SYNTHESIS 


Bifunctional enzyme activity at the same active site: study 
of 3 alpha and 20 beta activity by affinity alkylation of 
3 alpha, 20 beta-hydroxysteroid ye with 
17-(bromoacetoxy)steroids. Sweet F, et al. Biochemistry 
1980 Mar 4;19(5):978-86 

Synthesis of potential antiprogestins II. Beyer B, et al. 
Steroids 1980 May;35(5):481-8 

7 alpha- and beta-carboxymethyl-derivatives of 
17-hydroxyprogesterone and 11-deoxycortisol. Synthesis 
and immunogenic properties. Duval D, et al. Steroids 1980 
Jan;35(1):65-80 

Steroids and related products. XLVI. The regiospecific 
pt egg. 2 se of saturated carbonyl 

unds via preformed enolate ions. An improved 
esis of 17-hdyroxymethyl 20-keto _ steroids. 
Soetihories D, et al. Steroids 1979 Nov;34(5):597-604 


IMMUNOLOGY 


[Effect of ee caproate on immunological 
skin tests and on the T-lymphocytes in cancer of the corpus 
uteri] Krylova NV, et al. Vopr Onkol 1980;26(3):30-2 (Eng. 


(Jpn) 





Abstr.) (Rus) 


ISOLATION & PURIFICATION 
Potential limitations of recrystallization for the definitive 
identification of radioactive steroids. Albertson BD, et al. 
Steroids 1980 Apr;35(4):351-60 


car Gee 


tor one a" hydroxyprogesterone 
sip w Br J Pharmacol 197 979 Nov; 
67(3):345-52 
Intestinal absorption and metabolism of 

17-hydroxyprogesterone, deoxycorticosterone and cortisol 
in the dog. Nienstedt W, et al. J Steroid Biochem 1979 
Sep;11(3):1209-15 

tion of tritiated ovarian steroids with the rhesus 
monkey brain. Umberkoman-Wiita B, et al. 
J Steroid Biochem 1979 Tul:11(1C)-809-18 


PHARMACODYNAMICS 


Influence of progestin upon hemodynamics in castrated male 
pygmy goats. venient AS, et al. Am J Vet Res 1979 
Apr;40(4):559-63 
Effects of 17 gh eg gesterone = . re 
hormone release in the emura T, et al 
Jpn 1979 Apr;26(2):167-73 


THERAPEUTIC USE 


Medroxyprogesterone acetate 
hydroxyprogesterone caproate Jalutin) in women with 
metastatic endometrial adenocarcinoma. Piver MS, et al. 
Cancer 1980 Jan 15;45(2):268-72 

Serum progesterone and estradiol in pr t women 
selected for pro; — treatment. Dubin NH, et al. 
Int J Fertil 1979;24(2):86-93 

Reproductive failure [letter] Acker D. Obstet Gynecol 1980 
Jul;56(1):133-4 

Hi - 


Provera) vs. 








in treatment and steroid 
et al. Obstet Gynecol 1979 Oct; 


[Progesterone substitution during early pregnancy in the 
mare using the model of PGF2 alpha-induced intrauterine 


death] Stolla R, et al. 
Berl Muench Wochenschr 1979 Aug 15; 
92(16):309-12 (Eng. Abstr.) (Ger) 
[Action of progesterone on endometrial carcinoma (author’s 
transl)] Szarvas Z. Zentralbl Gynaekol 1979;101(20):1323-8 
(Eng. Abstr.) (Ger) 
[Immunity indices in patients with cancer of the uterine body 
treated with 17-alpha-oxyprogesterone-capronate] 
Iatskovskaia NL. Vopr Onkol 1979;25(10):53-5 Eng. 
Abstr.) us) 
icteiootme hological changes during TT. of 
cntematdiel cancer with progestins] Shuvaeva NI, et al. 
Vopr Onkol 1980;26(6):22-7 (Eng. Abstr.) (Rus) 


TOXICITY 


17 al O hoowe deal Cention caproate. 
val Carcinog Risk Chem Hum 1979 Dec; 
21: 90-400 


HYDROXYPROLINE 


Prolyl hydroxylation of the polypentapeptide model of elastin 
impairs fiber formation. Urry DW, et al. 

Biochem Biophys Res Commun 1979 Sep 12;90(1):194-8 
Calcium oxalate crystal formation in the kidneys of rats 
injected with 4-hydroxy-L-proline. Tawashi R, et al. 

Urol Res 1980;8(2):121-7 


ANALYSIS 


Attaching human fibroblasts secrete a type I procollagen rich 
in 3-hydroxyproline. Schwartz CE, et al. 
Biochem Biophys Res Commun 1979 Sep 12;90(1):240-6 

Isolation and characterization of hydroxyproline-containing 
proteins secreted by a murine carcinoma cell culture. Ko 
CY, et al. Biochim Biophys Acta 1979 Dec 14;581(2):252-9 

Modified assay for determination of hydroxyproline in a 
tissue hydrolyzate. Edwards CA, et al. Clin Chim Acta 1980 
Jun 10;104(2):161-7 

Determination of Clq in human sera. Rosano CL, et al. 
J Lab Clin Med 1979 Oct;94(4):593-9 

A study on myocardial fibrosis in myocardial infarction and 
in idiopathic cardiomyopathy: a measurement of 
hydroxyproline level in plasma and in myocardium. 
Takahashi S. Jpn Cire J 1979 Oct;43(10):913-21 

Serum and synovial fluid hydroxyproline fractions in 
microcrystalline arthritis and osteoarthritis. Manicourt D, 
et al. Scand J Rheumatol 1979;8(4):193-8 

[Hydroxyproline in amniotic fluid] Jarufe K, et al. 
Rev Chil Obstet Ginecol 1978;43(4):210-8 (Eng. —_, 

(Spa 


BIOSYNTHESIS 


Studies on enzymes of collagen biosynthesis and the synthesis 
of pg me in macrophages and mast cells. Myllyla 
Biochem J 1979 Aug 15;182(2):311-6 
The pHa of varying oxygen tensions on hydroxyproline 
synthesis in mouse calvaria in vitro. Gray DH, et al. 


CUMULATED INDEX MEDICUS 


Clin Orthop 1980 a 
Identification of rapidly label small molecular —— 
hydroxyproline-containing Pepides in Pad on 
limbs in vitro and in vivo. Holmes LB, et Biol 
1979 Sep;72(1):41-9 
Beta-turns in nascent procollagen are sites of 
ranslational enzymatic hydroxylation of proline. 
rahmachari SK, et al. Proc Natl Acad Sci USA 1979 Oct; 
76(10):5119-23 


BLOOD 


The influence of a parotid h 
levels of calcium, inorganic 
in rabbit serum. Mizutani 
Chem Pharm Bull nage 1980 Feb; ;28(2):635-8 

The clinical significance of protein-bound hydroxyproline 
fractions in sera of patients with adult rheumatoid arthritis. 
Rosano CL, et al. J Rheumatol 1979 Nov-Dec;6(6):656-63 


ISOLATION & PURIFICATION 


Isolation of different hydroxyproline containin; 
from bovine vitreous body collagen. Schmut 


icemic substance on the 
osphate, and hydroxyproline 


proteins 
, et al. 
Albrecht Von Graefes Arch Klin Exp Ophthalmol 1979 Oct; 
211(4):329-32 


METABOLISM 


Biochemical analysis of dermis bo urine in generalized 
scleroderma. Blumenkrantz N, 
Acta Derm Venereol (Stockh) 1980;60(2): 115-18 

The healing of experimental fractures by compression 
osteosynthesis. II. Morphometric and chemical analysis. 
Paavolainen P, et al. Acta Orthop Scand 1979 Aug; 
50(4):375-83 

Hydroxyproline metabolism in type II hyperprolinaemia. 
Simila S. Ann Clin Biochem 1979 Tul 16(4):177-81 

Metabolism of proline and the hydroxyprolines. Adams E, 
et al. Annu Rev Biochem 1980;49:1005-61 (463 ref.) 

Changes i in the activities of collagenase-like peptidase and 

idase IV and hydroxyproline contents 
in in developing rat ‘salivary glands. Kato T, et al. 
Arch Oral Biol 1980;25(3):181-5 

Induction of osteoarthrosis in the rabbit knee joint: 
biochemical studies on the articular cartilage. Floman Y, 
et al. Clin Orthop 1980 Mar-Apr;(147):278-86 

Hydroxyproline metabolism in two sisters with 
hydroxyprolinemia. Roesel RA, et al. Hum Hered 1979; 
29(6):364-70 

Synovial fluid and serum hydroxyproline fractions in 
rheumatoid arthritis. Manicourt D, et al 

J Rheumatol 1979;8(3):161-7 

The aortic content of glycosaminoglycans and 
ace goer in experimental uraemia. Ejerblad S. 
Scand J U rol Nephrol. 1979; 13(2):171-6 

[Collagen and hydroxyproline i in carcass and skin of young 
rats fed with hypoproteic and hypocaloric diet] Mangoni 
di S. Stefano C, et al. Boll Soc Ital Biol Sper 1979 Jul 
30;55(14):1405-11 (Eng. Abstr.) (Ita) 

[Changes in the oxyproline content in the blood and urine 
in patients with various forms of the course of pulmonary 
dust diseases] Fed’kina LG, et al. Gig Tr Prof 1 1980; 
(2):50-1 (Rus) 

[Effect of antirheumatic therapy on collagen metabolism in 
rheumatoid arthritis] Dormidontov EN, et al. Ter Arkh 
1979;51(7):44-7 (Rus) 


PHARMACODYNAMICS 


Correlation of tumorigenicity with resistance to growth 
inhibition by cis-hydroxypyroline. Vembu D, et al 
Exp Cell Res 1979 Dec;124(2):247-52 

Prevention of collagen deposition following pulmonary 
oxygen toxicity in the rat by cis-4~hydroxy-L-proline. 
a DJ, et al. J Clin Invest 1980 Mar;65(3):643-51 (64 
ref.) 





URINE 


Urinary proline to hydroxyproline ratio varies with age. 
Blumenkrantz N, et al. Acta Derm Venereol (Stockh) 1979; 
59(4):353-79 

Urinary excretion of calcium, hydroxyproline and 3’,5’-cyclic 
adenosine monophosphate in primary hyperparathyroidism. 
Halse J, et al. Acta Endocrinol (Copenh) 1979 Sep; 
92(1):138-47 

Changes in plasma urate, creatinine, alkaline phosphatase and 
the 24 hours excretion of hydroxyproline during sexual 
maturation in adolescents. Round JM. Ann Hum Biol 1980 
Jan-Feb;7(1):83-8 

Urinary hydroxyproline excretion in myelofibrosis. Wang JC, 
et al. Blood 1980 Mar;55(3):383-5 

Urinary hydroxyproline excretion in comparison with other 

ry indices in progressive systemic 
sclerosis. Punzi L, et al. Boll Soc Ital Biol Sper 1978 Dec 
15;54(23):2426-30 

Urinary hydroxyproline excretion in carcinoma of the 
prostate. A comparison of 4 different modes of assessment 
and its role as a marker. Mundy AR. Br J Urol 1979 Dec; 
51(6):570-4 

The clinical measurement of urinary total io hee 
excretion. Gasser A, et al. Clin Chim Acta 1979 Aug | 
95(3):487-91 

An automatic technique for the routine fractionation of the 





HYDROXYPROSTAGLANDI 


urinary hydrox: containing peptides. Szymano 
A, et al. Clin icky Acta 1980 Jan 15;100(2):155-64 
Automated analysis of ere with — of 


=—4 substances. Verch RL, et al 
am Goan eee 191 oe A 15; ;96(1-2): 125-30 


Peptiduria in Gane anconi syndrome in rats. Asatoor 
AM, et al. Sci 1979 ites $7(3):277-9 


Urinary eee ae y dimensions of adolescent 
girls before and after ouneie. Yoneyama K, et al. 
Hum Biol 1980 Feb;52(1):107-14 

Determination of specific urinary hydroxyproline-containing 
peptides in patients with lung cancer. Svojtkova E, et al. 
J 1980 Aug 8;183(2):221-5 

The excretion of hydroxyproline in urine during the healing 
of fractures and after sagittal splitting of ithe mandible. 
Drommer R. J Maxillofac Surg 1980 May;8(2):99-104 

Evaluation of urinary alkaline ribonuclease activity in the 
assessment of subclinical malnutrition in weanling rats. 
Whitear SH, et al. Nutr Metab 1979;23(6):487-91 

[Modifications of peptide hydroxyprolinuria during Paget’s 
disease and osteoma (author’s transl)] Dakkak R, et al. 
Ann Biol Clin (Paris) 1979;37(4):195-200 (Eng. Abstr.) 

(Fre) 


Ovicz 


{Excretion of urinary hydroxyproline in urinary tract 
diseases] Guarino A, et al. Arch Sci Med (Torino) 1979 
Apr-Jun; 136(2): 249-54 (Eng. Abstr.) (Ita) 


{Urinary hydroxyproline excretion in rats fed with 


hypocaloric normoproteic or hypoproteic diet] Mangoni 

Ital Biol Sper 1979 Jul 30;55(14):1412-8 

(Ita) 

[Rarefying osteopathy in rheumatology. Methods of 

evaluation and Racy oan et of ‘DAL, hydroxyproline and 
serum proline imino 


ne D’Amore M, et al. 
Minerva Med 1980 Jul 31; me3). 2045-51 (Eng. Abstr.) 
(ita) 


C, et al. Boll Soc 


[Variable behavior of urinary + oe in breast cancer 
with osseous metastases] Polico 


et al. 
Quad Sclavo Diagn om Dec; 6a): 486-93 (Eng. a 


[Effect of propranolol = Rea ane 4 
hyperthyroidism] Grzyw 
Pol Arch Med Wewn 1979 Mal "62(1): 23-8 (Eng. Abstr.) 
(Pol) 


(Hycrosypemins excretion in psoriasis} 
wska-Stefanow B. Przegl Dermatol 1979 Mar-Apr; 
66(2): 137-41 (Eng. Abstr.) (Pol) 
{Hydroxyproline and acid glycosaminoglycans in acute 
cerebral circulatory disorders} Gusev EI, et al. 
Zh Nevropatol Psikhiatr 1979;79(9):1332-5 (Eng. a) 


ae oe imperfecta tarda: the value of the determination 
of the urinary excretion of hydroxyprolyne (author's 
transl)] Rico Lenza H, et al. Med Clin (Barc) 1979 Jun 
25;73(2):55-8 (Spa) 
[Effects of the treatment of active osteoporosis on the urinary 
excretion of hydroxyproline] Rico Lenza 
Rev Clin Esp 1979 Apr 30;153(2):103-6 (Eng. Abstr) 


HYDROXYPROPIOPHENONE 


ANALOGS & DERIVATIVES 
Structure-activity relationship of 5-hydroxykynurenamine 
analogues in isolated dog cerebral arteries. Fu LH, et al. 
Jpn J Pharmacol 1979 Oct;29(5):789-96 


HYDROXYPROSTAGLANDIN 
DEHYDROGENASES 


ANALYSIS 


NAD-+-dependent 15-hgydroxyprostaglandin 
dehydrogenase from porcine kidney. II. Kinetic studies. 
Kung-Chao DT, et al. Biochim Biophys Acta 1980 Jul 10; 
614(1):14-24 

Prostaglandin E-2-9-ketoreductase in 
Watson J, et al. J Reprod Fertil 1979 Nov.57(2 570) 499-96. 


ANTAGONISTS & INHIBITORS 


Inhibition of Sag ae 9 ig dehydrogenase by 
antiallergic agents. lijima Y, et 
Biochem Biophys Res Comin 1980 Apr 14;93(3):912-8 


ISOLATION & PURIFICATION 


A novel method for the purification of 
15-hydroxy-pr ye from 
lungs. Tolnay P, et al. 
Acta Biochim Biophys Acad Sci Hung 1979;14(1-2):67-73 

NAD +-dependent 15-hydroxyprostaglandin dehydrogenase 
from porcine kidney. I. Purification and partial 
characterization. Kung-Chao DT, et al. 

Biochim Biophys Acta 1980 Jul 10;614(1):1-13 
9-Hydroxyprostaglandin dehydrogenase from rat kidney. 

Purification to homogeneity and partial characterization. 

Yuan B, et al. J Biol Chem 1980 Aug 10;255(15):7439-43 


METABOLISM 


Prostaglandins of blood vessels and vessel reactivity in rats 
receiving sodium chloride and indomethacin. Nekrasova 
AA, et al. Adv Thromboxane Res 1980; 
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7:1139-43 

Studies on the oxidation of omega-hydroxyprostaglandins 
by an NA t dehydrogenase from mammalian 
liver cytosol. Kupfer D, et al. Biochem Biophys 1980 
Jan;199%(1):228-35 

Metabolism of prostaglandin E1 and of glutathione conjugate 
of p landin Al (GSH-prostaglandin Al) by 
pros! in 9-ketoreductase from rabbit kidney. Toft BS, 
et al. Biophys Acta 1979 Jul 27;574(1):33-8 

Prostaglandins in human —_ nee. Identification Fad : 
cytosolic prostaglandin-9-keto-reductase activity. Rollan 
PH, et al’ Biomedicine 1979 Oct; 331(6):178-82 

Kidney 15-hydroxy-pre 1 activity 
during the development of experimental hypertension in 
the rat. Lechi C, et al. Biomedicine [Express] 1979 Apr; 
31(2):37-9 

An NADP-linked prostaglandin D dehydrogenase in swine 
brain. Watanabe K, et al. J Biol Chem 1980 Mar 10; 
255(5):1779-82 

The effects of vitamin E depletion and repletion on 
prostaglandin dehydrogenase activity in tissues of young 
rabbits. Chan AC, et al. J Nutr 1980 Jan;110(1):74-81 

NAD +-dependent 15-hydroxyprostaglandin dehydrogenase 
activity in human endometrium. Casey ML, et al. 
Prostaglandins 1980 Jan;19(1):115-22 

oa = of substrate specificities of the human placental 
NAD- NADP- yl 15-hydroxyprostaglandin 
pA Jarabak J, et al. Prostaglandins 1979 Aug; 
18(2):241-6 

Partial isolation and characterization of the 
15-hydroxyprostaglandin dehydrogenases and 
9-ketoprostaglandin reductases in rabbit kidney. Korff J, 
et al. Prostaglandins 1980 Jul;20(1):111-25 

The effects of lymphocyte blastogenesis medium and 
phytohemagglutinin on the activity of PGE2 
9-ketoreductase. Penneys NS, et al. 
1980 Mar;4(3):147-52 


RADIATION EFFECTS 


Effect of ionizing radiation on 15-hyaroxy prostaglandin 
dehydrogenase (PGDH) activity in tissues. Walker DI, et 
al. Int J Radiat Biol 1979 Oct;36(4):399-407 


8-HYDROXYQUINOLINE see under 
HYDROXYQUINOLINES 


HYDROXYQUINOLINES 


4-Hydroxy-1,2,3,4-tetrahydroisoquinolines: potential 
reaction products of norepinephrine!,2. Reden J, et al. 
Adv Exp Med Biol 1980;126:69-72 

Preventive effect of diethyldithiocarbamate on experimental 
diabetes gw by dithisone and 8-oxychinoline. Lazaris 
JA, et al. Endocrinol Exp (Bratisl) 1979 Mar;13(1):39-51 

[8-Quinolinol-5-sulfonic acid-loaded resin as a 
preconcentrating agent in the neutron activation analysis 
of the chalcophile elements (author’s transl)] Akaiwa H, 
et al. 1979 Nov;28(11):681-6 (Eng. Abstr.) 


(Jpn) 





Med 


ADMINISTRATION & DOSAGE 


Appropriate nitroxoline dosage regimen design. Karba R, et 
al. Int J Clin Pharmacol Biopharm 1979 Dec;17(12):482-5 

Thevapeutio trial of a combination of broxyquinoline and 
brobenzoxaldine in the treatment of leprosy. Hazra SK, 
et al. Lepr India 1979 Oct;51(4):505-10 

[Study of a topical antibacterial, contraceptive, antifungal 
and anti-venereal pharmacological combination. III. 
Post-coital test of the spermicidal action of a combination 
of oxyquinoline sulfate, copper sulfate and lactic acid] 
Franchi F, et al. Minerva Ginecol 1979 Jun;31(6):483-6 
(Eng. Abstr.) (Ita) 

[Use of quinosol and salicylic acid in demexide for treatment 
of onychomycosis] Baranov AF, et al. 
Vestn Dermatol Venerol 1979 Oct;(10):69-71 


ADVERSE EFFECTS 


Cell damage resulting from the labeling of rat lymphocytes 
and HeLa $3 cells with In-111 oxine. Chisholm PM, et 
al. J Nucl Med 1979 Dec;20(12):1308-11 

[SMON outside Japan—-a neurologic evaluation] 
Silfverskiéld B. Lakartidningen 1980 May 7;77(19):1821-2 


(Swe) 


(Rus) 


DIAGNOSTIC USE 


Labeling autologous leukocytes with indium-111 oxine. 
Beightol RW, et al. Am J Hosp Pharm 1980 Jun; 
37(6):847-50 

Comparison of indium-111 oxinate labelled autologous 
granulocytes with indium-111 oxinate and indium-111 
chloride as abscess scanning agents. An experimental study 
in an animal model. Goedemans WT, et al. 

Eur J Nucl Med 1980;5(1):63-8 

Kinetics, distribution, and sites of destruction of canine blood 
platelets with In-111 oxine. Litter MG, et al. 
J Nucl Med 1980 Jan;21(1):36-40 

Labeling of human platelets with [111In) 
8-hydroxyquinoline. Scheffel U, et al. J Nucl Med 1979 
Jun;20(6):524-31 

[Basic studies on WBC labeling with 111In-oxine (author’s 
trans!)] Suehiro M, et al. Kaku Igaku 1980 Mar;17(2):139-45 
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(Eng. Abstr.) 


METABOLISM 
Isolation, identification, and synthesis of 
4-amiz0-6,7-dimethoxy-3-quinolinol, the major 
metabolite of amiquinsin hydrochloride in rats and humans. 
Wright GC, et al. J Pharm Sci 1980 Jul;69(7):842-5 


PHARMACODYNAMICS 


Effect of 2-n- yl-4-hydroxyquinoline N-oxide on proton 
permeability of the mitochondrial membrane. Krab K, et 
al. Biochem J 1980 Feb = 

— and inhibitory effect of 

2-heptyl-4-hydroxyquinoline-N-oxide in the presence of 
agg ee in Saccharomyces cerevisiae. Burger G. 
J Biochem 1980 May; 1062); 661-5 

inhibition of hepatic microsomal monooxygenase activity by 
oxine-5-sulfonic acid administered orally in rabbits. 
Gregotti C, et al. Farmaco [Prat] 1979 Nov:34(11)-474-7 

Combined cycloheximide and 8-hydroxyquinoline 
pretreatment for study of plant chromosomes. Tlaskal J. 
Stain Technol 1979 Nov;54(6):313-9 

[Interaction of 
3-[(3H]-2-n-nonyl-4-hydroxy-quinoline-N-oxide with 
submitochondrial particles of beef by I. Inhibition of 
the a activity] Riccio P. 

Ital Biol Sper 1979 Dec 1S 5503): 2406-11 4 
Ane) ) 


[Interaction of 
3-(3H)-2-n-nonyl-4-hydroxyquinoline-N-oxide with 
submitochondrial particles of beef heart. III. Correlation 
between the binding of 3H-NQNO and inhibition of the 
respiratory activity] Riccio P, et al. 

Soc Ital Biol Sper 1979 Dec 15;55(23):2419-24 Eng. 
Abstr.) 


[Interaction of 
3-(3H]-2-n-nonyl-4-hydrox wae ne Rg gree with 
cabenitochondri particles o! ye heart. II. Determination 
of the binding sites] Riccio P. 
Boll Soc 


Abstr.) 


(Jpn) 


t al. 
Ital Biol Sper 1979 Mood 15;55(23):2412-8 ns. 
(ita) 


THERAPEUTIC USE 


Zinc deficiency, acrodermatitis enteropathica, optic atrophy, 
subacute myelo-optic neuropathy, and 
5,7-dihalo-8-quinolinols. Sturtevant FM. Pediatrics 1980 
Mar;65(3):610-3 

[Effect of a corticosteroid additive on the result of local 
therapy of bacterial superinfection in tinea pedis 
intertriginosa] Grinder K, et al 1979 Jul; 
30(7):392-5 (Eng. Abstr.) (Ger) 


TOXICITY 


[Acute and subchronic toxicity of 8-hydroxyquinoione 
derivatives in combined application] Pashov D. 
Vet Med Nauki 1979;16(10):81-7 (Eng. Abstr.) 


HYDROXYSTEROID 
DEHYDROGENASES 


Enzymic determination of 3 alpha-, 7 alpha-, and 12 
alpha-hydroxy! groups of fecal bile salts. Crowell MJ, et 
al. Clin Chem 1980 Aug;26(9):1298-300 

3 alpha-, 7 alpha-, and 12 alpha-OH group specific enzymic 
analysis of biliary bile acids: —Ts with gas-liquid 
chromatograpy. Macdonald IA, et al. J Lipid Res 1980 
Mar;21(3):381-5 


(Bul) 


BIOSYNTHESIS 


Bile salt 3 alpha- and 12 alpha-hydroxysteroid 
dehydrogenases from oe lentum and related 
organisms. MacDonald IA, et al. 

Appl Environ Microbiol 1979 * May;37(5): 992-1000 


DEFICIENCY 


The early recognition of the 21-hydroxylase deficiency 
variety of congenital adrenal hyperplasia. Steen G, et al. 
Clin Chim Acta 1980 Aug 4;105(2):213-24 


METABOLISM 


Metabolism of progesterone by placentas from several 
mammalian species in vitro. Diaz-Zagoya JC, et al. 
Am J Obstet Gynecol 1979 Nov 15;135(6):809-13 

Feminization of the quail by early diethylstilbestrol treatment: 
histoenzymological investigations on steroid 
dehydrogenases in the gonads. Scheib D, et al. 
Arch Anat Microsc Morphol Exp 1979;68(2):85-98 

Circadian rhythm of hepatic steroid metabolizing —- 
activities in the rat. Graef V, et al. J Steroid Biochem | 
Sep;11(3):1299-302 

In vitro oxidation of vitamin D metabolites of steroid 
dehydrogenases. Harkénen M, et al. J Steroid Biochem 1979 
Sep;11(3):1205-8 

Suppression of human fecal 7 alpha-hydroxysteroid 
dehydrogenase by a short-term low cholesterol diet. 
Macdonald IA, et al. J Steroid Biochem 1980 Mar; 
13(3):323-32 

[Oxido-reductive reactions in the transformation of 
hydrocortisone and prednisolone by adsorbed cells of 


1980 


” cobacterium forme, Lae ty. Koshcheenko KA, 
‘al Prikl Biokhim Mikrobiol 79 Sep-Oct; 15(5):645-53 
Eng. "Anate) (Rus) 


3-HYDROXYSTEROID 
DEHYDROGENASES 

Enzymatic microassay of serum bile acids: 
sensitivity = an enzyme amplification technique. Nicolas 
JC, et al. Anal Biochem 1980 Mar 15;103(1):170-5 

Total fasting and postprandial serum bile ‘acids determination 
by 3 oe eta dehydrogenase in normal 
subjects. R, et al. Boll Soc Ital Biol Sper 1979 
Jul 15;55(13):1241-5 

Enzymic color dev t of urinary 3 
alpha-hydroxy: on thin-layer chroma 
Yamaguchi Y. Clin Chem 1980 Mar:26(3):491-3 

Effect of cholesterol concentration on organization of viral 
and vesicle membranes. Probed by accessibility to 
cholesterol oxidase. Pal R, et al. J Biol Chem 1980 Jun 
25;255(12):5802-6 
Enzymatic color development of 3 alpha-hydroxysteroids 

on thin-layer rer for determination of 

excretion pattern of 3 alpha-hydroxysteroids in 

with some adrenogenital s 

J 


increased 


yndrome. Yamaguchi 
Jun 13;182(3-4):430-4 

Evaluation of the 3 alpha-hydroxysteroid dehydrogenase 
assay for ursodeoxycholic acid, and 7 oxo- and 12 oxo- 
bile acids. Haeffner LJ, et al. J Lipid Res 1980 May; 
21(4):477-80 

3 alpha-, 7 alpha-, and 12 alpha~-OH group —_— —— 
analysis of biliary bile acids: comparison liq 
chromatograpy. Macdonald IA, et al. J eral 3 Lipid hea 1980 1980 
Mar;21(3):381-5 


ANALYSIS 


An improved method for the determination of cytoplasmic 
3 alpha- and 17 beta- and microsomal 3 
alpha-hydroxysteroid dehydrogenase activities in rat liver. 
Lax ER, et al. Hoppe Seylers Z Physiol Chem 1979 Jul; 
360(7):897-904 


ANTAGONISTS & INHIBITORS 


a inhibition of cholesterol oxidase. Miner-Williams 
Clin Acta 1980 Feb 14;101(1):77-84 
Placental origin of the suppression of 3 beta-hydroxysteroid 
dehydrogenase in the fetal zone cells of human fetal 
adrenals. Voutilainen R, et al. J Steroid Biochem 1980 Jan; 
13(1):39-43 


BIOSYNTHESIS 


New markers for Eubacterium lentum. Bokkenheuser VD, 
et al. viron Microbiol 1979 May;37(5):1001-6 

Bile salt 3 alpha- and 12 alpha-hydroxysteroid 
dehydrogenases from Eubacterium lentum and related 
organisms. MacDonald IA, et al. 
Appl Environ Microbiol 1979 “ May.37(5): 992-1000 

Action of oestrogens and antioestrogens on 
oestrogen-inducible cytoplasmic and androgen-inducible 
microsomal activity of 3 alpha-hydroxysteroid 
dehydrogenase in male rat kidney. Ghraf R, et al. 
J Endocrinol 1979 Nov;83(2):157-63 


DEFICIENCY 


3 beta-hydroxysteroid dehydrogenase deficiency. Follow-up 
study in a girl with pubertal bone age. Zachmann M, et 
al. Horm Res 1979;11(6):292-302 

Pubertal presentation of congenital delta 5-3 
beta-hydroxysteroid dehydrogenase deficiency. Rosenfield 
RL, et al. J Clin Endocrinol Metab 1980 Aug;51(2):345-53 
Plasma and urinary androgens and oestrogens in a pubertal 
boy with 3 beta-hydroxysteroid yy wey deficiency. 
Martin F, et al. J Steroid Biochem 1980 Feb;13(2):197-201 

3 beta~Hydroxysteroid dehydrogenase-isomerase activity in 
placentae from pregnancies A> wee by steroid 
——- deficiency. Marton I, et al. 

iochem 1980 May; 15 475-9 

[Congenital adrenal hyperplasia due to blockade of 
3-beta-hydroxysteroid dehydrogenase] Gendrel D, et al. 
Arch Fr Pediatr 1979 Jul-Aug;36(7):647-55 (Eng. Abstr.) 

(Fre) 


DIAGNOSTIC USE 


[Spectrophotofluorimetric enzymatic determination of total 
serum bile acids] Annoni G, et al. Minerva Med 1980 Feb 
25;71(6):401-4 (Eng. Abstr.) (Ita) 


ISOLATION & PURIFICATION 


Preparation of highly purified 3 alpha- and 3 
beta-hydroxysteroid dehydrogenases from Pseudomonas 
sp. Shikita M, et al. Anal Biochem 1979 May;95(1):286-92 

Isolation of a NAD:3 beta(alpha)-hydroxy-5 beta-androstane 
dehydrogenase from rat liver microsomes. Golf SW, et al. 
J Steroid Biochem 1979 Feb;10(2):201-5 

[Application of the ultrafiltration method to the isolation of 
cholesterol oxidase of microbial origin] Petrova LIa, et al. 
Prikl Biokhim Mikrobiol 1979 Nov-Dec; 15(6):878-82 os, 
Abstr.) us) 
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METABOLISM 
Seciagis ol Benes see < Oe wea 
of a fresh water Channa gachua (Hamilton). 
Shanbhag AB, et al. ia Anz 1979; 146(4): 381-9 
The effect of mammalian ae . Pmoceae 
gonadotropins on activity of ta 
pees saat Care 
hypop! tomized 
et al Basie Appl Histochem 1979;23(1):45-51 
Subcellular distribution of delta 5-3 
in the granulosa cells of the domestic fow’ 
icus). Armstrong DG. Biochem J 1979 Sep 


omen De Martinez 
197 seg not 
function in treated with monosodium 
po Rng Lamperti A, et al. Biol Reprod 1979 Nov; 
21(4):923-8 
Delta 5,3 beta Hydroxysteroid dehydrogenase activity in cat 
placental labyrinth: evolution during pregnancy, 
Gubedieler distribution. Malassiné A, et al. Biol Reprod 
1979 Nov;21(4):965-71 
Effects of unilateral orchidectomy on rat epididymal delta 
alpha-reductase and 3  alpha-hydroxysteroid 
nase. Robaire B. Can J Physiol Pharmacol 1979 
Sep.57(9 998-1003 
Estimation of cholesterol in bile: assessment of an enzymatic 
method. Bolton CH, et al. Clin Chim Acta 1980 Aug 4; 
105(2):225-30 
Ovarian steroidogenesis in rats following inhibition of DNA 
synthesis after administration of mitomycin C. Deb C, et 
al. Endokrinologie 1979 Apr;74(1):27-32 
Action of mitomycin C on testicular steroidogenesis in 
immature rats. Deb C, et al. Endokrinologie 1980; 
75(2):154-8 
Effect of gna acetate on the testis and epididymis 
izard, Psammophilus dorsalis (gray). Shivakumar 
1980 May 15;36(5):616-8 
Reactivity of the epithelial cells of the bovine oviduct in 
vitro on the exogenic gonadotropic and steroid hormones. 
Part I: The effect of gonadotropic and steroid hormones 
on the amount of lipids and activity of dehydrogenases. 
ae Folia Histochem Cytochem (Krakow) 1979; 
17(3):225- 
Steroid-synthesizing cells in the embryonic and adult — 
of the domestic pigeon, Columba livia (Gmelin). Bhujle 
BV, et al. Gen Endocrinol 1979 Jun;38(2):153-61 
The effect of cyproterone acetate on the activity of delta 
5-3 beta-hydroxysteroid dehydrogenase in tadpole sex 
transformation. Hsii CY, et al. Gen Comp Endocrinol 1979 
Nov;39(3):404-10 
Steroidogenesis in axolotl testis. Histochemistry of two major 
enzymes related to cell type, spermatogenesis, and 
substrate. Lazard L. Gen Comp Endocrinol 1979 Nov; 
39(3):381-7 
A quantitative cytochemical study of glucose-6-phosphate 
dehydrogenase and delta 5-3 beta-hydroxysteroid 
dehydrogenase activity in the membrana granulosa of the 
ovulable type of follicle of the rat. Zoller LC, et al. 
Histochemistry 1979 Aug;62(2):125-35 
Time-studies of the changes in the sex-dependent activities 
of enzymes of hepatic steroid metabolism in the rat during 
oestrogen administration. Lax ER, et 
Hoppe Seylers Z Physiol Chem 1979 Dec;360(12):1807-17 
Time-studies of the changes in the sex-dependent activities 
of enzymes of hepatic steroid metabolism in the rat 
filowins Bi ang poe Lax ER, et 
Hoppe Seylers Z Physiol Chem 1979 Y Dec: ;360(12):1799-805 
A histochemical approach to evaluate testicular 
steroidogenesis in mitomycin C treated rats. Banik S, et 
al. Indian J Exp Biol 1979 Jul;17(7):679-81 
Testicular steroidogenesis in rats following ochratoxin A 
treatment. Paul B, et al. Indian J Exp Biol 1979 Feb; 
17(2):121-3 
Prostaglandin E2 & testicular delta 5-3 beta-hydroxysteroid 
dehydrogenase activity in presence & in absence of 
clomiphene : an approach towards mode of prostaglandin 
action. Sanyal S, et al. Indian J Exp Biol 1979 Jun; 
17(6):588-90 
3 beta-Hydroxysteroid dehydrogenase activity of placentae 
a deficient sulphatase activity [proceedings] Marton I, 
J Endocrinol 1979 Oct; "8i(1) 44P-45P 
Effects of oestradiol on steroid dehydrogenase activities in 
rat corpora lutea. Rodway RG, et al. J Endocrinol 1980 
Mar;84(3):391-5 
In-vitro measurement of the 3 beta-ol dehydrogenase 
isomerase complex in hyperprolactinaemic male rats 
[proceedings] Rubens R, et al. J Endocrinol 1979 Oct; 
83(1):34P-35P 
Human placental delta 5-3 beta-hydroxysteroid 
dehydrogenase, delta 4,5 isomerase: in vitro effect of 
dehyd and allyestrenol. Scirpa P, et al. 
J Endocrinol Invest 1979 Jan-Mar;2(1):83-5 
Activity of ovarian delta 5-3 beta-hydroxysteroid 
dehydrogenase in the domestic fowl (Gallus domesticus) 
with respect to age. Davidson MF, et al. 
J Reprod Fertil 1979 Sep;57(1):61-4 
Plasma testosterone levels and delta 5-3 beta-hydroxysteroid 
dehydrogenase activity in the testis of the rat following 
prolonged exposure to stress. Pollard I, et al. 
J Reprod Fertil 1980 May;591):101-6 
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The action of estrogens the androgen-dependent 
microsomal magiy Bf of 4, al; on grr 


dehyd . Ghraf R, et al. 
J Steroid Biochem "979 "Sep 1259-64 


Ped saranda of the hyperinductive estrogen effect on 
the cytoplasmic activity of 3 alpha-hydroxysteroid 
deh nase in rat kidney. Ghraf R, et al. 

J Biochem 1979 Sep: 11(3): reagan 

Effects of s-triazine herbicides 
complex formation, 5 al, ibe-eotuotane and 3 
alpha-hydroxysteroid wiped at 
wae ituitary level. Kn J, et 

Biochem 1979 Juki 11(1C): 833-8 

Subcellular location of hy progesterone 
metabolizing enzymes and aa distinct NADH- 
and NADPH-linked 3 alpha-hydroxysteroid 
oxidoreductase activities. Krause JE, et al. 

J Steroid Biochem 1980 Mar;13(3):271-80 

Molecular = of 7a Ro 


etal J sterol 1979 Octs1 1.13599. 

et al. J Steroid  Blockess 1979 Oct;11(4): "1353-9 
3-beta-hydroxysteroid dehydrogenase activity and the 

morphological structure of Leydig’s cells white rat testicles 

under conditions of g alcohol intoxication. 

Semczuk M. Mater Med Pol 1979 Apr-Jun;11(2):132-8 
beg mls 3 alpha-hydroxysteroid oxidoreductase ogg -5 

oping male rat. Peng WW, et al. Steroids | 
ul erity 101-10 


Purification and characterization of a 3,17 
beta-hydroxysteroid dehydrogenase from Streptomyces 
hydrogenans. Duchmann H, et al. Z Naturforsch [C] 1979 
Aug;34(7-8): 533-40 

[Influence of idylcholi 
in liposomes « on cholesterol reactivity with 
cholesterol:oxygen oxidoreductase] Peynet J, et al. 
Biochimie 1979;61(4):487-94 (Eng. Abstr.) (Fre) 

[Comparative study of the 3 beta-hydroxy-delta 5-steroid 
dehydrogenase activity of the mitochondrial and 
microsomal fractions of human and cat placentas] Malassine 
A, et al. C R Acad Sci [D] (Paris) 1980 Jan 21;290(3):231-4 
(Eng. Abstr.) (Fre) 

[Androgen metabolism in prostate cancer: 3-hydroxysteroid 
dehydro in relation to the le of tumor 
differentiation (author’s transl)] Jacobi GH, et al. 

Urol Int 1980;35(3):194-205 (Eng. Abstr.) (Ger) 


17-HYDROXYSTEROID 
DEHYDROGENASES 


Enzymatic microassay of serum bile acids: increased 
sensitivity with an enzyme amplification technique. Nicolas 
JC, et al. Anal Biochem 1980 Mar 15;103(1):170-5 


ANALYSIS 


Sex steroid levels in serum, myometrium, and fibromyomata 
in correlation with cytoplasmic receptors and 17 beta-HSD 
activity in different gy = and phases of the menstrual 
cycle. Eiletz J, et al. Arch when 1980 Jan;229(1):13-28 

Histochemical study of 17 beta-hydroxysteroid 
dehydrogenase activity in the rat ovary. Iannetta O, et al. 
Cell Mol Biol 1979;24(3):181-6 

An improved method for the determination of cytoplasmic 
3 alpha- and 17 beta- and microsomal 3 
alpha-hydroxysteroid dehydrogenase activities in rat liver. 
Lax ER, et al. Hoppe Seylers Z Physiol Chem 1979 Jul; 
360(7):897-904 

Relationship between estrogen receptors, 17 
beta-hydroxysteroid dehydrogenase and estrogen content 
in human breast cancer. Abul-Hajj YJ. Steroids 1979 Aug; 
34(2):217-25 


ANTAGONISTS & INHIBITORS 


Some kinetic properties of human placental estradiol-17 beta 
dehydrogenase: tterns of inhibition by adenine 
oo Engel LL, et al. Adv Enzyme Regul 1978; 
17:363-71 
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BIOSYNTHESIS 


Induction of rat endometrial estradiol-17 beta dehydrogenase 
activity by estradiol and progesterone. Amr §S, et al. 
Biol Reprod 1980 Mar;22(2):159-63 
Induction of steroid glucuronyltransferase and repression of 
hydroxysteroid oxidoreductase: recent findings. Breuer H, 
et al. J Steroid Biochem 1979 Jul;11(1A):201-7 


DEFICIENCY 


[Study of a new case of male pseudohermaphroditism due 
to 17-ketosteroid reductase deficiency (author’s transl)] 
Berthezéne F, et al. Ann Endocrinol (Paris) 1979; 
40(6):549-50 (Eng. Abstr.) (Fre) 

{In vitro studies of testicular biosynthesis in 4 cases of male 
aren sees. gre eng (MPH) due to testicular 17 

ee defect (author’s transl)] de Peretti E, et al. 
1 (Paris) 1979;40(6):547-8 (Eng. Abstr.) 
(Fre) 

[Familial case of male pseudohermaphroditism due to 
17-ketoreductase defect: late diagnosis in the ‘aunt’ of a 
ae with the same defect (author’s transl)] Forest MG, 
et al. Ann Endocrinol (Paris) 1979;40(6):545-6 (Eng. Abstr.) 

(Fre) 


17-HYDROXYSTEROID 


IMMUNOLOGY 


Amino acid com ticular 17 and immunoc 
porcine testic' 17 TT bet-hydroxyerod 
Inano H, et al. J Steroid Biochem 1980 MantoG). 


ISOLATION & PURIFICATION 


Purification of rat testicular microsomal 17-ketosteroid 
reductase. Evidence that 17-ketosteroid reductase and 17 
beta-hydroxysteroid dehydrogenase are distinct enzymes. 
Bogovich K, et al. J Biol Chem 1980 Jun 25;255(12):5552-9 


METABOLISM 


Regulation of ovarian 17 beta-hydroxysteroid dehydrogenase 
activity by gonadotropin. Ec! B, et 
Biochim Biophys Acta 1980 Jan 17; ;627(2): 165-71 

Measurement of estradiol-17 beta dehydrogenase activity in 
rat endometrium during the estrous cycle and the first half 
of pregnancy. Kreitmann O, et al. Biol Reprod 1980 Mar; 
22(2):155-8 

In vitro steroidogenesis in testes of three infants, two with 
ambiguous external genitalia and one with true precocious 
puberty: Evidence for the presence of active 17 
beta-hydroxysteroid oxidoreductase in immature human 
testes. Oshima H, et al. Jpn 1980 Feb; 
27(1):59-64 

A further study of 17 beta-hydroxysteroid oxidoreductase 
in the human testis: mechanism of in vitro activation. 


87-95 


Oshima H, et al. Endocrinol Jpn 1980 1 Feb;27(1):107-15 
Alkylation of estradiol 17 beta-dehydrogenase from human 
placenta with 3-chloroacetylpyrid 
dinucleotide p! . Bi 
Eur J 


ine--adenine 
iellmann JF, et al. 
1 Aug 15;99(1):81-4 
a acetate on aya the testis and 
of the lizard, Psammophilus dorsalis 
GR, et al. Experientia 1980 oe 15;36(5):616-8 
Steroidogenesis in axolotl testis. Histochemistry of two major 
ee VP ae Oe ae ee 
substrate. Lazard L. Gen Comp Endocrinol 1979 Nov; 
39(3):381-7 
Time-studies of the changes in the sex-dependent activities 
cen Se ae ee oe 
oestrogen administration. Lax ER, et 
Hoppe — Z Physiol Chem 1979 ee ;360(12):1807-17 
Time-studies of the changes in sex-dependent activities 
6 Oe ee ae metabolism in the rat 
rec gonadectomy. Lax ER, et al. 
Hoppe Seylers Z Physiol Chem 1979 Dec; os gard nde 
“onto JS. Van-tademghinde aaatomeaee rogenase 
identi wi 17_ beta-hydrox dro; 
isozymes. Sawada H, et al. J Biochem (Tokyo) 19 
86(4):883-92 
Synthesis of 2-br« id me methyl ether and 
study of the steroid-bi site of human placental 
— 17 beta-dehydrogenase. Chin CC, et 
J Biol Chem 1980 fae 25: 5255(8):3660-4 
Protection of substrate against yes eon a Ae action by binding 
to proteins. Dependence upon enzyme and binding protein. 
de Lauzon §, et al. J Biol Chem 1980 Jul 25; 7255(14):6975-9 
Photoaffinity _labelin - €. rw ayia placental estradiol 
dehydrogenase sa lazido-beta: estrone. 
Inano H, et al. J Biol aan 1980 A= 25;255(16):7694-9 
Increased 17 beta-hydroxysteroid dehydrogenase activity in 
a masculinizing adrenal adenoma in a patient with isolated 
testosterone overproduction. Spaulding SW, et al. 
J Clin Metab 1980 M Mar;50(3):537-40 
Absence of oestradiol-17 beta —_ from the 
progesterone-dominated mo BF. 
J 1980 Apr;85(1): 158-9 
Hormonal regulation of activities of 17 
beta-ol-dehydrogenases, aromatase and 4-ene-5 
alpha-reductase in immature rat ovaries. Fukuda S, et al. 
J Steroid Biochem 1979 Oct;11(4):1421-7 
Hormonal regulation of activities of 4-ene-5 alpha-reductase 
and 17 beta-ol-dehydrogenase in adult androgen-sterilized 
rat ovaries. Kondo K, et al. J Steroid Biochem 1980 Jun; 
13(6):703-5 
17 beta-hydroxysteroid Pema activity in the 
pituitary gland and neural tissue of Rhesus monkeys. Resko 
JA, et al. J Steroid Biochem 1979 Oct;11(4):1429-34 
Multiple forms of 17 beta-hydroxysteroid dehyd: in 
the soluble fraction of the pig liver kidney. 
Nishita T, et al. Nippon Juigaku Zasshi 1980 Feb;42(1):93-7 
Some characteristics of 17 beta-estradiol dehydrogenase from 
bovine placenta. Bitar KG, et al. Steroids 1979 Aug; 
34(2):189-98 
17 beta-hydroxysteroid dehydrogenase in monkey 
endometrium: characterization of enzyme activity, on 
effects of estradiol alone or in combination with 
progesterone. Kreitmann O, et al. Steroids 1979;34(6 Spec 
no):693-703 
Estrogen metabolism in neural tissues of rabbits: 17 beta - 
hydroxysteroid oxidoreductase activity. Reddy VV. 
Steroids 1979 Aug;34(2):207-15 
Purification and properties of the soluble 17 
beta- a dehydrogenase of rabbit uterus. 
Pollow K, et al. Z Naturforsch [C] 1979 Sep-Oct; 
34(9-10):726-37 
[Effect of various toxohormone preparations on the dey 
of aminopropanol age and monoamine o: 
Wyrebowska J, Patol Pol 1980;31(1):41-8 “Eng 
Abstr.) 
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20-HYDROXYSTEROID 


20-HYDROXYSTEROID 
DEHYDROGENASES 


Stabilization of 20 beta-hydroxysteroid dehydrogenase by 
ycerol. Tanimoto T, et al. Chem Pharm Bull (Tokyo) 1980 
an;28(1):314-8 


BIOSYNTHESIS 


Diurnal variation in the inducibility of luteal 20 
alpha-hydroxysteroid —_ enase in it rats. 
Hickman-Smith D ey Endocrine! 1980 Apr; 
85(1):145-9 


ISOLATION & PURIFICATION 
Purification of rat ower 20 alpha-hydroxysteroid 


dehydro by affinity chromatography. Mori M, et al. 
J Steroid Biochem Bioches 1979 Oct: 11(4):1443-9 


METABOLISM 


Bifunctional enzyme activity at the same active site: study 
of 3 alpha and 20 beta activity by affinity alkylation of 
3 alpha, 20 beta-hydroxysteroid dehydrogenase with 
17~-(bromoacetoxy)steroids. Sweet F, et al. Biochemistry 
1980 Mar 4;19(5):978-86 

Structural requirements in 20-oxo-steroids for interaction 
with the catalytic site of . beta-hydroxysteroid 
dehydrogenase. Hayakawa T, et al 
Chem Pharm Bull (Tokyo) 1980 Mar: ;28(3):730-6 

Steroid-protein interaction: substrate specificity of 20 
beta-hydroxysteroid dehydrogenase. Kawamura J, et al. 
Chem Pharm Bull (Tokyo) 1980 Feb;28(2):437-46 

Effects of oestradiol on steroid dehydrogenase activities in 
rat corpora lutea. Rodway RG, et al. J Endocrinol 1980 
Mar;84(3):391-5 

20 alpha-Hydroxysteroid dehydrogenase activity and the 
X-zone of the he female mouse adrenal. Ungar F, et al. 

J Steroid Biochem 1980 Jan;13(1):23-8 

Bifunctional enzyme activity at the same active site: 
competitive inhibition kinetics with 3 alpha/20 
beta-hydroxysteroid dehydrogenase. Sweet F, et al. 
Steroids 1980 Jan;35(1):111-8 


HYDROXYSTEROIDS 
see related 
HYDROXYCORTICOSTEROIDS 


ANALYSIS 


Influence of the 6-trimethylsilyl group on the fragmentation 
of the trimethylsilyl derivatives of some 6-hydroxy- and 
rye ay and related compounds. Harvey 
DJ, et al. Biomed Mass Spectrom 1979 Apr;6(4):135-43 

Enzymic determination of 3 alpha-, 7 alpha and 12 
alpha-hydroxy] ys of fecal bile ‘ad Crowell MJ, et 
al. Clin Chem 1980 Aug;26(9):1298-300 


BIOSYNTHESIS 


Microbial introduction of a 16 alpha-hydroxy] function into 
the steroid nucleus. lida M, et al. Z Allg Mikrobiol 1979; 
19(8):557-61 

Microbiological Fo yore of radioisotopically labelled 16 
alpha-hydroxylated steroids in trace quantities. lida M, et 
al. Z Allg Mikrobiol 1979;19(8):553-6 


METABOLISM 


Glucuronidation of 3 alpha-hydroxysteroids in vitro. Carlson 
GL, et al. J Steroid Biochem 1979 Feb;10(2):161-5 

Adrenal steroids and the development of osteoporosis in 
oophorectomised women. Manolagas SC, et al. Lancet 1979 
Sep 22;2(8143):597-600 


URINE 


Enzymic color development of urinary 3 
alpha-hydroxysteroids on thin-layer chromatograms. 
Yamaguchi Y. Clin Chem 1980 Mar;26(3):491-3 

Excretion pattern of 3 beta-hydroxysteroids in patients with 
adrenal tumor, Cushing’s disease and 21-hydroxylase 
deficiency, and in pregnancy, usin thin-layer 
chromatography and color development of 3 
beta-hydroxysteroids with 3 beta~hydroxysteroid oxidase. 
Yamaguchi Y. J Chromatogr 1979 Jul 21;163(3):253-8 

Enzymatic color development of 3 alpha-hydroxysteroids 
on thin-layer chromatograms for determination of 
excretion pattern of 3 alpha-hydroxysteroids in patients 
with some adrenogenital syndrome. Yamaguchi Y, et al. 
J Chromatogr 1980 Jun 13;182(3-4):430-4 


HYDROXYTESTOSTERONES see under 
TESTOSTERO 


HYDROXYTETRACYCLINE see OXYTETRACYCLINE 
HYDROXYTRYPTAMINE see SEROTONIN 
HYDROXYTRYPTOPHAN 


ANALOGS & DERIVATIVES 
Analgesic effects of N-acetyl-SHTP-SHTP amide are not 
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directly related to brain serotonin levels. Tamir H, et al. 
Life Sei 1979 Aug 20;25(8):655-63 


ANTAGONISTS & INHIBITORS 
Metoclopramide antagonism of 
5-hyd: lhan-induced ‘wet-dog’ shake behaviour 


in the rat. Fozard JR, et al. 
Naunyn Schmiedebergs Arch Pharmacol 1979 Jun 18; 
307(2):135-42 


CHEMICAL SYNTHESIS 


Oxidation of tryptophan to oxindolylalanine by dimethyl 
sulfoxide-hydrochloric acid. Selective ane of 


Protein, ie 1980 M 1980 Mar; a 285" 285-97, 


METABOLISM 


Circadian rhythm of tryptophan in normal volunteers. 
Steardo L, et al. Acta Neurol (Napoli) 1980 Apr;35(2):86-93 
Bioavailability and related in man of orally 
administered SE ee in steady state. 
ussen I, et al. Acta Pharmacol Toxicol (Copenh) 1980 
P 46(4):257-62 
A comparative study on the uptake and subsequent 
ee a of monoamine precursors in cerebral 
microvessels. Hardebo JE, et al. Acta Physiol Scand 1979 
Oct; 107(2): 161-7 
NADPH-dependent melanin pigment formation from 
5-hydroxy-indolealkylamines by hepatic and cerebral 
microsomes. Uemura T, et al. 
Biochem Biophys Res Commun 1980 Apr 29;93(4):1074-81 
Effects of acute lithium —— on conditioned 
avoidance behavior and monoamine synthesis in rats. 
Berggren U, et al. J Neural Transm 1980.47(1):1- 10 
Amines and the rat exocrine pancreas: (2) Effects of receptor 
blockers on turnover of L-SHTP. Mori J, et al. 
J _Pharmacol 1979 Dec;29(6):913-21 
d pituitary-adrenocortical suppression 
and brain S-eiivonnieneaetinn in the rat. Balfour DJ, et 
al. Psychoneuroendocrinology 1979 Jan;4(1):83-6 


PHARMACODYNAMICS 


Schistosoma mansoni: ultrasonically detectable motor 
activity responses to S-hydroxytryptamine in vitro. 
Chavasse CJ, et al. Ann Trop Med Parasitol 1979 Aug; 
73(4):363-7 

Effect of S-hydroxytryptophan on muricide response induced 
by thiamine deficiency. Onodera K, et al. 

Ther 1979 pe) 240(2):220-7 

Sensitivity of the behavioural assay for measuring the action 
of drugs on feeding: effects of tryptophan and 
5-hydroxy-tryptophan a aE Blundell JE, et al. 
Br J Pharmacol 1979 Jul;66(3):482P 

Does the h 
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ypoglycaemic effect of 5-hydroxytryptophan 
involve insulin? [proceedings] Furman BL, et al. 
Br J Pharmacol 1979 Nov;67(3):488P-489P 


Failure of 5-hydroxytryptophan to increase lumbar MSR 


amplitude in rats paralyzed with experimental allergic 
encephalomyelitis. White SR. Brain Res 1979 Nov 9; 
177(1):157-63 

Responses of MSH and prolactin cells to 
St (S-HTP) in amphibians and teleosts. 
Olivereau M, et al. Cell Tissue Res 1980;207(3):377-85 

Relaxation of Mytilus smooth muscle by 
5- ee and dopa. Muneoka Y, et al. 
Hiroshima J Med Sci 1979 Sep;28(3):123-32 

Microspectrograpic analysis of formaldehyde-induced 
fluorescence in the quail been: Sy after injection 
of L-dopa and 5-hydroxytryptophan. Harrison F, et al. 
Histochemistry 1980;67(2):191-8 

Mianserin, danitracen and amitriptyline withdrawal increases 
the behavioural responses of rats to L-S-HTP. Mogilnicka 
E, et al. J Pharm Pharmacol 1979 Oct;31(10):704-5 

Effects of L-dopa and L-5-hydroxytryptophan on 
locomotor activity of the rat after selective or combined 
destruction of central catecholamine and serotonin neurons. 
Schlosberg AJ, et al. J Exp Ther 1979 Nov; 
211(2):296-304 

—_ rtensive effects of fluoxetine and 

ydroxytryptophan in rats. Fuller RW, et al. 

lite Sei 1979 Oct 1;25(14):1237-42 

Pharmacological profile of a model for central serotonin 
receptor activation. Matthews WD, et al. Life Sci 1980 
Apr 28;26(17):1397-403 

The effects of 5-HT uptake- and MAO-inhibitors on 
L-5-HTP-induced excitation in rats. Ortmann R, et al. 
Naunyn Schmi Arch Pharmacol 1980 Mar; 
311(2):185-92 

Pharmacological evidence that stimulation of central 
serotonergic pathways increases renin secretion. 
Zimmermann H, et al. Neuroendocrinology 
30(2):101-7, 109 

Dopaminergic antagonism of 
L-S-hydroxytryptophan-induced eres 
behavior. Weiner WJ, et al. Neurology (Ny) 
29(12):1622-5 

Serotonergic influences on food intake: effect of 
5-hydroxytryptophan on parameters of feeding behaviour 
in deprived and free-feeding rats. Blundell JE, et al. 

Biochem Behav 1979 Oct;11(4):431-7 


1980; 


F 4 
9 Dec; 


1980 


Effects of 5-hydroxytryptamine on defecation in open-field 
behavior in rats. Kameyama T, et al. 
Pharmacol Biochem Behav 1980 aya 875-82 

Effect of the serotonergic system on the caudate nucleus. 
Yamamoto M, et al. 1980;20(6):310-5 

The effect of LDOPA and L-S-hydroxytryptophan on the 
pentetrazole seizures in rats after lesions of the median 
raphe nucleus and substantia Lazarova M, et al. 
Pol J Pharmacol Pharm 1979 


280): 343-9 

[Action of 5-hydroxytryptophan on serum thyreostimulin 
and prolactin in —- hypothyroidism (author’ s transl)] 
Heim M, et al. Ann Endocrinol (Paris) 1979;40(6):531-7 
(Eng. Abstr.) — 

[Effect of the time of administration of 5-hydroxytryp' 
onthe reoraton of eadan ximolaion of ACTH 
secretion in rats treated with henylalanine] 
peo hy A, et al. C R Soc Biol *) 1980;174(2): “ae 

ig. Abstr 

[The effect of thiamine deficiency on the actions of dru 
affecting > ——- nervous system in rats — 's of 
Onodera K. al. Nippon Yakurigaku 

76(2): 109-15 (Eng. Abstr.) 


THERAPEUTIC USE 


Treatment of depression with an mao inhibitor followed by 
5-HTP--an unfinished research project. Kline N, et al. 
— Psychiatr Scand [Suppl] 1 1980;61(Suppl 280): 233-41 (27 


ref.) 

L-5-hydroxytryptophan therapy in myoclonus: discussion. 
Adv Neurol 1979;26:117-22 

L-5-hydrox: han therapy in myoclonus. Van Woert 
MH, et al. Neurol 1979;26:107-15 

From the NIH: New treatment for myoclonus patients. 
JAMA 1980 May 2;243(17):1705-6 

1-5-Hydroxytryptophan in depression: the first substitution 
therapy in psychiatry? The treatment of 99 out-patients 
with *therapy-resistant’ depressions. van Hiele LJ. 
Neuropsychobiology 1980;6(4):230-40 


TOXICITY 


Biochemical studies on the mechanism of difference in the 
renal toxicity of 5-hydroxy-L-tryptophan between 
Sprague Dawley and Wistar rats. Hirai M, et al. 

J Biochem (Tokyo) 1979 Oct;86(4):907-13 


HYDROXYTRYPTOPHOL see under INDOLES 
HYDROXYTYRAMINE see DOPAMINE 


HYDROXYUREA 


ADMINISTRATION & DOSAGE 


Studies of hydroxyurea administered by continuous infusion: 
toxicity, pharmacokinetics, and cell synchronization. Belt 
RJ, et al. Cancer 1980 Aug 1;46(3):455-62 

Radiation soe: adjuvant CCNU 
(1-[2-chloroethy!]-3-cyclohexyl-1-nitrosourea) vs 
a hpydroxyurea and vincristine in the treatment of 

-_ it glimoa. Costanza M, et al. 
Radiat Oncol Biol Phys 1979 Sep;5(9):1589-92 

Preliminary results of a phase III comparison study of BCNU, 
hydroxyurea and radiation to BCNU and radiation. Levin 
VA, et al. Int J Radiat Oncol Biol Phys 1979 Sep; 
5(9):1573-6 

Phase I study using combination of hydroxyurea and 
5-azacytidine (NSC-102816). Lomen PL, et al. 
Neoplasma 1980;27(1):101-6 

The combined effects of hydroxyurea and X irradiation on 
murine duodenal mucosa and host survival. Dethlefsen LA, 
et al. Radiat Res 1980 Jun;82(3):518-25 


ADVERSE EFFECTS 


Hydroxyurea induced hepatitis. Heddle R, et al. 
Med J Aust 1980 Feb 9;1(3):121 
Cell cycle phase specificity of hydroxyurea and its effects 
on the cell kinetics in embryonic spinal cord. Herken R. 
Teratology 1980 Feb;21(1):9-14 


PHARMACODYNAMICS 


The effect of hydroxyurea on synchronized Chinese hamster 
ovary cells irradiated by ultraviolet light. Burg K, et al. 
Acta Biol Med Ger 1979;38(9):1271-5 

Comparison of effects of hydroxyurea on DNA synthesis 
and dihydrofolate reductase activity in the mouse spleen 
and the myelopoietic tissue. Bitny-Szlachto S, et al. 
Acta Pol Pharm 1979;36(1):111-5 

Radiation sensitivity change of hemopoietic cells induced by 
hydroxyurea. Maruyama Y, et al. 

Acta Oncol Radiat Phys Biol 1979;18(2):136-44 

Differential cell-cycle-dependent inhibition of DNA 
synthesis by hydroxyurea and cytosine arabinoside in 
cultured L5178Y mouse lymphoma cells. Malec J, et al. 

Immunol Ther Exp (Warsz) 1979;27(4):539-45 

Effects of antimetabolites on the production of tubular 
structures in Vero cells infected with herpes simplex virus 
type 2. Oda H, et al. Arch Virol 1979;62(3):175-87 
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The suicide technique in vitro for 

cells (CFC) by aoe of todeeene @ ly 
concentrations of human bone marrow cells. Movardet N. N, 
et al. Biomedicine ] 1979 Feb;31(1):4-5 

In vitro estimation of the proliferative state of murine bone 
marrow ‘colony forming units in culture’ (CFUc) with 
hydroxyurea re Ujj G, et al. Biomedicine [Express] 1979 
Jun;31(3):61-2 

The effect of methotrexate and hydroxyurea on neut 
chemotaxis. Cream JJ, et al. Br J Dermatol 1980 
102(5):557-63 

The effect of ‘ee = Bs mcm and genetic 
recombination in the fungus ee 
M, et al. Con J Genet Cytol 198022): 

In vivo cell cycle synchronization of Dai te sarcoma 
180 tumor following alternatin = of eg ery 
blockade and release. Tomita al. Cancer Res 1 
Nov;39(11):4407-11 

Synchronization of L1210 leukemia with hydroxyurea 
infusion and the effect of subsequent pulse dose 
chemotherapy. Moran RE, et al. Cancer Treat Rep 1980 
Jan;64(1):81-6 

Differential lethal effects of both cytosine arabinoside and 
hydroxyurea on jejunal crypt wp and 
testosterone-stimulated accessory sex glands. Alison MR, 
et al. Cell Tissue Kinet 1979 Sep; 12555 477-91 

Analysis of the interphase accumulation induced by 
hydroxyurea on proliferating plant cells. Navarrete MH, 
et al. Exp Cell Res 1979 Nov;124(1):151-7 

Hydroxyurea suicide study of the kinetic hetero —_ eity x 
colony forming cells in human bone marrow. 
et al. Exp Hematol 1979 Aug;7(7):337-44 

Erythroid stem cell regeneration in normal and plethoric 
mice treated with hydroxyurea. Seidel HJ, et al. 

Exp Hematol 1979 Nov;7(10):500-8 

Scanning electron microscopy of cells from 
hydroxyurea-arrested blastulae of Xenopus laevis. Kurais 
AR, et al. Experientia 1980 Apr 15;36(4):454-6 

Aeration sensitizes Streptococcus faecalis to hydroxyurea. 
Lahti R, et al. Folia Microbiol (Praha) 1979;24(6):445-8 

Estimation of the pluripotential stem cells in bone marrow 
after hydroxyurea. Neéas E, et al. 

Haematol Bluttransfus 1979;24:83-6 

Effect of some antimitotic agents on the pituitary response 
to gonadoliberin in castrated male rats. Khar A, et al 
Indian J Exp Biol 1979 Apr;17(4):414-6 

Time dependence of intestinal proliferative cell risk vs. stem 
cell risk to radiation or colcemid cytotoxicity following 
hydroxyurea. Hanson WR, et al. 

Int J Radiat Oncol Biol Phys 1979 Sep;5(9):1685-9 

Effect of mitomycin C and hydroxyurea on the expression 
of the Epstein-Barr virus cycle following P3HR-1 
superinfection. Moar MH, et al. Intervirology 1980; 
13(3):178-85 

Fate of newly synthesized histones shortly after interruption 
of DNA replication. Senshu T, et al. 

J Biochem (Tokyo) 1979 Nov; 86(5): 1259-67 

Cell cycle analysis of sodium butyrate and hydroxyurea, 
inducers of ectopic hormone production in HeLa cells. 
Fallon RJ, et al. J Cell Physiol 1979 Aug;100(2):251-62 

Production of nerveless Hydra attenuata by hydroxyurea 
treatments. Sacks PG, et al. J Cell Sci 1979 Jun;37:189-203 

Induction of endogenous murine type C virus by 
ultraviolet-irradiated herpes simplex virus: effect of 
metabolic inhibitors. Brewer PP, et al. J Gen Virol 1980 
Feb;46(2):267-75 

Hydroxyurea kills B cell precursors and markedly reduces 
functional B cell activity in mouse bone marrow. 
Rusthoven JJ, et al. J Immunol 1980 Feb;124(2):781-6 

Hydroxyurea: effect on growth, structure, and [3H]thymidine 
+ cag of Trypanosoma brucei procyclic culture forms. 
Brun R. J Protozool 1980 Feb;27(1):122-8 

Effects of Pig gwen on Crithidia fasciculata. Cosgrove 
WB, et al. J Protozool 1979 Nov;26(4):643-8 

Cell death and free radicals: a mechanism for hydroxyurea 
teratogenesis. DeSesso JM. Med Hypotheses 1979 Sep; 
5(9):937-51 

The effect of hydroxyurea and mitomycin C on sperm 
motility in mice. Ficsor G, et al. Mutat Res 1980 May; 
70(3):383-7 

Histone exchange in chromatin of hydroxyurea-blocked 
Ehrlich ascites tumour cells. Russev G, et al. Nature 1980 
Jun 19;285(5766):584-6 

Cell cycle synchronization of the mouse S-180 tumor 
following alternating period of hydroxyurea-blockade and 
release. Tomita K. Nippon Seikeigeka Gakkai Zasshi 1979 
Nov;53(11):1687-95 

UV-enhanced virus reactivation in mammalian cells: effects 
of metabolic inhibitors. Lytle CD, et al. 

Photochem Photobiol 1979 May;29(5):959-62 

Rauscher leukemia as a model for cancer therapy studies. 
II. Variation in response of splenic CFU-S between normal 
and Rauscher leukemic mice following exposure to 
hydroxyurea. Okunewick JP, et al. 

Proc Soc Exp Biol Med 1980 Jan;163(1):132-6 

Resistance to bromodeoxyuridine mutagenesis and toxicity 
in mammalian cells selected for resistance to hydroxyurea. 
Davidson RL, et al. Somatic Cell Genet 1979 Nov; 
5(6):873-85 

[Hematopoietic stem cell kinetics and the survivability of 
mice protected with hydroxyurea and subjected to 
prolonged irradiation] Chertkov KS, et al. 
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Radiobiologiia 1979 Nov-Dec;19(6):863-7 (Eng. _, 


THERAPEUTIC USE 


Combination chemotherapy for terminal-phase chronic 
granulocytic leukemia: cancer and leukemia group B 
studies. Coleman M, et al. Blood 1980 Jan;55(1):29-36 

Therapy of solid Walker carcinosarcoma 256 with bleomycin 
after synchronization with hydroxyurea. Volm M, et al. 
Cancer Chemother Pharmacol 1980 May;4(2):89-93 

Cell prolifcation in EMT6 tumours treated with single doses 
of X-rays or hydroxyurea. II. Computer simulations. 
Demeestere M, et al. Cell Tissue Kinet 1980 May; 
13(3):309-17 

Synthesis of histone Hl degrees is not inhibited in 
hydroxyurea-treated Friend cells. Zlatanova JS. 

FEBS Lett 1980 Apr 7;112(2):199-202 

Adriamycin and hydroxyurea as radiopotentiators in the 
treatment of squamous cell a of the cervix 
implanted in nude mice: a pre! “a Ay eae Xynos FP, 
et al. Gynecol Oncol 1980 ADEs) 17 

A phase III a of BCNU, hydroxyurea, and 
radiation to BCNU and radiation therapy for 
treatment of oraéry malignant gliomas. Levin VA, et al. 
J Neurosurg 1979 Oct;51(4):526-32 

[Severe psoriasis treated with hydroxyurea (author's transl)] 
Novotny F. Cesk Dermatol i980 Jun:3s ;55(3):186-90 ~~ 
Abstr.) 

[Influence of hydroxyurea on DNA synthesis of —- ~ 
marrow in vivo (author’s transl)] , et al. 


Hartenstein 
Klin Wochenschr 1979 Nov 2;57(21):1191-3 (Ext. ae 
( 


[Irradiation of solid Walker carcino-sarcomas after 
synchronisation with hydroxyurea (author’s transl)] Wayss 
K, et al. Strahlentherapie 1980 Jan; 156(1):41-5 (Eng. Abstr.) 

(Ger) 


TOXICITY 


A teratogenicity study on hydroxyurea and 
ee in cats. Khera KS. Teratology 1979 Dec; 
20(3):447-52 

A developmental test battery for neurobehavioral toxicity 
in rats: a preliminary analysis using monosodium glutamate 
calcium carrageenan, and hydroxyurea. Vorhees CV, et 
al. Toxicol Appl Pharmacol 1979 Sep 15;50(2):267-82 


HYDROXYVITAMINS D see 
HYDROXYCHOLECALCIFEROLS 


HYDROXYZINE 


Nitrosamine formation from interaction of isosorbide 
dinitrate and hydroxyzine HCl, a tertiary amine. Raisfeld 
IH, et al. Biochem Pharmacol 1979 Dec 1;28(23):3451-5 


ADMINISTRATION & DOSAGE 


Administration of hydroxyzine injection [letter] Baumgartner 
TG. Am J Hosp Pharm 1979 Dec;36(12):1660 

A comparison of the antipruritic efficacy of hydroxyzine and 
cyproheptadine in children with atopic dermatitis. Klein 
GL, et al. Ann Allergy 1980 Mar;44(3):142-5 


BLOOD 


Sensitive assay for determination of hydroxyzine in plasma 
and its human pharmacokinetics. Fouda HG, et al. 
J Pharm Sci 1979 Nov;68(11):1456-8 


PHARMACODYNAMICS 


Hydroxyzine analgesia—fact or fantasy? Schad RF. 
Am J Hosp Pharm 1979 Oct;36(10):1317 

Facilitation of delayed alternation performance in adult rats 
following chronic hydroxyzine treatment in infancy. 
Isseroff A. Behay Neural Biol 1979 Aug;26(4):379-83 

A study of the influence of hydroxyzine and diazepam on 
morphine antinociceptoion in the rat. Morichi R, et al. 
Pain 1979 Oct;7(2):173-80 


THERAPEUTIC USE 


Pirbuterol vs. hydroxyzine vs. theophylline vs. placebo in 
the treatment of bronchial asthma. Brandon ML 
Ann Allergy 1980 Jul;45(1):8-12 

Objective and subjective assessment of ephedrine 
combinations in asthmatic outpatients. Muittari A, et al. 
Ann Clin Res 1979 Jun;11(3):87-9 

Comparison of pirbuterol and pirbuterol and hydroxyzine 
in patients with reversible airway obstruction. Poppius H, 
et al. Eur J Clin Pharmacol 1979 Jul;15(6):389--93 

Suppression of histamine-induced pruritus by hydroxyzine 
and various neuroleptics. Arnold AJ, et al. 
J Am Acad Dermatol 1979 Dec;1(6):509-12 

Atarax (hydroxyzine) for itching. Med Lett Drugs Ther 1980 
Jan 11;22(1):4 


HYGIENE 


Hygiene of disposal of animal wastes including re-use as feed 
components. Bégel K, et al. Ann Ist Super Sanita 1978; 
14(2):207-12 

Some hygienic problems in the production of meat and bone 
meal from slaughterhouse offal and animal carcasses. 


HYGIENE 


Ann Ist Super Sanita 1978; 142): 213-9 
[letter] Swinscow TD. Br Med J 1979 Oct 


Airport hygiene 

20;2(6196 

Benjatsin Tum oh revolutionary war hygiene. Carlson ET. 
Bull NY Acad Med 1979 Jul-Aug;55(7):614-35 

Washing our hands of antibiotics [editorial] Holloway WJ. 
Del Med J 1979 Nov;51(11):648-9 

A bacteriologi survey of ay dressings, and 
development of an effective means for their disposal. Lucas 
CM, et al. J Hyg (Lond) 1980 Feb;84(1):41-6 

Head lice and hygiene [letter] Nitzkin JL. Lancet 1979 Oct 
27;2(8148):910 

Toileting self-care a for bilateral — — — 
amputees. Friedmann L. Prosthet Orthot pe 
4(1):29-36 

Romanian hygiene and public health schools. Barhad B, et 
al. Sante Publique (Bucar) 1979; 223): 255-61 

Air pollution, hygiene and health of Danish schoolchildren. 
Holma B, et al. Sci Total Environ 1979 oa 12(3):251-86 

Leo Liebermann (1852-1926): chemist, social hygienist and 
immunologist. Kenéz J. Ther Hung 1979;27(3):141-3 

[The nny nr Rnd of hy for solution of present health 
problems] Andersen , et al. Ugeskr Laeger 1979 Aug 
13;141(33):2285-9 (Dan) 

(Hygienic aspects in the production of >" as deboned 
= (author’s transl)] Bijker PG, et 

Diergeneeskd 1980 Jun ‘: 105(11):433-9 (Fag. 
aioe ) 

[Congress of the French Society for ~«¥ Knecn 
Medicine and Sanitary - ee Paris, 19 and 20 
October 1978] Arch Belg Med Soc 1978 Oct;36(8):491- re) 

) 

[An experience of gel health care education in 
Mauritania] Resnikoff S. Med Trop (Mars) 1979 oe 
395): ses (Eng. Abstr.) (Fre) 

[Hygiene of the prepuce e three-year-old boys (author's 
transl)] Pfefferkorn A. Aerztl Jugendkd 1980 Apr; 
71(2):110-5 (Eng. Abstr.) (Ger) 


[Hygienico-bacteriological examination of critical units of 
Hamburg state hospitals (author’s transl)] Fromm G. 
Oeff Gesundheitswes 1979 Jul;41(7):419-25 (Eng. os 

( 


[Definition of the tasks of a public health medical officer 
regarding his etn ag in the eens e* itals with 
particular reference to problems of 
(author's transl)] Sonntag HG. — 

Sep;41(9):594-600 (Eng. Abstr. 

[The Institute for Hygiene and ee Physiology of 
the ETH-Zurich] Scnuen E. Soz Praeventivmed 1979 
Aug;24(4):279-80 (Ger) 

{Early historical aspects of the development of veterinary 
nutritional hygiene from the professional view] Senczek 
D. Z 1980 1 ar;19(1):40-6 (Ger) 

[Some aspects of industrial hygiene involved in industrial 
poultry farming] Schunk W, et al. Z Gesamte Hyg 1979; 
25(11):803-5 ig. Abstr.) 

[Body hygiene and personality (author’s transl)] Ber, 

Zentralbl Bakteriol [B] 1979 Mar;168(2): ete CEng 
Abstr.) 


[Physicochemical fundamentals on the — of ‘oa 
surfaces (author’s transl)] Schwuger MJ, 
Zentralbl Bakteriol [B] 1979 Mar; 168(2): s$-72 Eng. —_ 


[The importance of bacteriological hygiene tests for 
determining the ‘hygiene status’ in hospitals (author's 
transl)] Werner HP. Zentralbl Bakteriol [B] 1979 Mar; 
168(2):37-44 (Eng. Abstr.) (Ger) 

{7th workshop of the German Society for Hygiene and 
Microbiology, October 2 and 3, 1978 in Mainz (author’s 
trans!)] Zentralbl Bakteriol [Orig A] 1979 erie sa = 

) 


( 
[History of medical and hygienic legislation in Piedmont from 
Amadeo VIII to the unification of Italy. IT] Caffaratto A. 
Minerva Med 1979 Nov 17;70(51):3511-23 contd (95 ref.) 
a 


ta) 

[History of medical and hygienic legislation in Piedmont from 

Amedeo VIII to the unification of Italy. III] Caffaratto 
A. Minerva Med 1979 Dec 1;70(54):3729-43 (166 ref.) 


ta) 
[Ways to improve the state examinations on hygiene subjects] 
Chernenko VD, et al. Gig Sanit 1980 Mar;(3):38-9 


[Pressing problems of hygiene commercial animal 
husbandry] Ivanov AN. cig Sa Sanit 1980 Mar;(3):68-70 
(Rus) 


[Experience in using logical structure di 
teaching of hygiene] Lastkov OA, et al. 
Mar;(3):36-8 

[Evaluation of haere methods using information theory 
Navakatikian MA. Gig Sanit 1980 Apr;(4):44-8 (Rus) 

[Fundamental research in hygiene] Sidorenko GI. 

Gig Sanit 1979 Sep:(9):3- -8 (Rus) 

{Hygienic problems of organizing the work training of the 
students of general schools] Sukharev AG, et al. 

Gig Sanit 1980 Mar;(3):66-8 
a therapy at a health-hygiene departmen 
Klin Med (Mosk) 1979 Apr;57(4):106-8 

[Principles of hygienic standards in the upbringing of 
preschool children] Grombakh SM. 

Vestn Akad Med Nauk SSSR 1979;(10):49-53 (Rus) 

[Hygienic uirements in the construction of children’s 
institutions] Luchina KI. Vestn Akad Med Nauk SSSR 1979; 


(Rus) 


rams in the 
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(10):53-7 (Rus) 
Current problems of Coane >| preschool children in the 
Ley Serdiukovskaia G 
estn Akad Med Nauk Sosa 1979,(10): 11-5 (Eng. A) 
[History of the Ist 1-7 giene departments in Russia] Korol’kov 
AA. Zdravookhr Fed 1980;(5):19-22 (Eng. oe 


Sexual hygiene and vention of venereal diseases] 
' Gonzalez Galvan A. -. Feues Med Mex 1978 Nov-Dec; 
43(11-12):297-301 (Spa) 


[Norway will have a basic course for hygiene nurses] 
Nord Vet Med 1980 Feb;95(2):52-3 

[Hospital hy working groups against hospital infection] 
Nord Vet Rica i980 Feb;95(2):46-7 (Swe! 


STANDARDS 


[Pointers on health education. Hygienic requirements for 
growing girls) Esser J. Fortschr Med 1980 Mar 13; 
18( 10):349-S0 (Ger) 


HYGROMYCIN B see under ANTIBIOTICS 
HYMECROMONE see under UMBELLIFERONES 
HYMEN 


ABNORMALITIES 
[Imperforate hymen. Diagnostic 
examples from the literature] 

Dec 31;142(1):25 (Eng. Abstr.) 


SURGERY 


A simple operation for postcoital urethrotrigonitis in women. 
Blackledge D. Aust NZ J Obstet Gynaecol 1979 May; 
19(2):123-5 


HYMENOLEPIASI{S 


BLOOD 


[Blood group affiliation of persons infected with the dwarf 
tapeworm] Zotochkina EG, et al. Med Parazitol (Mosk) 
1980 May-Jun;49(3):83-5 (Eng. Abstr.) (Rus) 


COMPLICATIONS 
Phliyctenular eye disease in association with Hymenolepis 
nana in Egypt. Al-Hussaini MK, et al. 
Br J Ophthalmol 1979 Sep;63(9):627-31 


DRUG THERAPY 


ep uantel in the treatment of Hymenolepis nana infections 

in children. Schenone H. Am J Trop Med Hyg 1980 Mar; 
29(2):320-1 

[Pharmacological study of tenicidal properties of two 
anthelmintic benzimidazole derivatives: mebendazole and 
flubendazole (author’s transl)] Cavier R, et al. 
Ann Pharm Fr 1979;37(1-2):33-6 (Eng. Abstr.) 


ENZYMOLOGY 
iets from mice infected 


Phospholi: = B levels in fecal 
with hinella spiralis, ymenolepis nana, and 
Schistosoma mansoni. ae A, et al. 
Am J Trop Med Hyg 1980 May;29(3):393-400 

IMMUNOLOGY 

Hymenolepis nana: survival in the immunized mouse. Ito A. 
Exp Parasitol 1980 Apr;49(2):248-57 

Hymenolepis nana: transfer of acquired immunity in mice 
through sensitized peritoneal exudate cells. Gupta RK, et 
al. Experientia 1980 Jan 15;36(1):128-9 


METABOLISM 


Vitamin absorption in the in vivo intestine of normal and 
infected (Hymenolepis diminuta: Cestoda) rats. Mettrick 
DF, et al. J Helminthol 1979 Sep;53(3):213-22 


OCCURRENCE 
[Newly detected case of human parasitosis in Spain caused 
by Hymenolepis diminuta (Rudolphy, 1819)] Vasallo 
Matilla F, et al. Rev Clin Esp 1979 May 31;153(4):321-2 
(Spa) 


roblems in a patient and 
P. Ugeskr Laeger 1979 
(Dan) 


(Fre) 


PARASITOLOGY 


Aberrant form of Hymenolepis nana: possible opportunistic 
infection in immunosuppressed patients [letter] Lucas SB, 
at al. Lancet 1979 Dee P2- 29;2(8156-8157):1372-3 

The effect of the expulsion phase of Trichinella spiralis on 
Hymenolepis diminuta infection in rats. Christie PR, et al. 
Parasitology 1979 Jun;78(3):323-30 

Hymenolepis diminuta: the role of the tail in determining 
the position of the worm in the intestine of the rat. Hopkins 
CA, et al. Parasitology 1979 Dec;79(3):401-9 

The growth of Hymenolepis microstoma in intact and 
toss. mice. Novak M, et al. Z Parasitenkd 1980; 
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PHYSIOPATHOLOGY 
[Functional activity of the gastrointestinal tract and the 
intensity of hrocyte lipid xidation in 
hymenolepiasis] Kartasheva 


LD, et al. 
= — (Mosk) 1980 May-Jun;49(3): 32-7 Eng. 
r. 


THERAPY 
oo of compulsory 
in Poland in 1976] Zembrzuski K. 
1979 Aug 20;34(34):1355-6 (Eng. rm 


taeniasis and 
Pa Tyg 


VETERINARY 
Observations on the host i 
straminea (Goeze). Walkey M, et al. 
66(3):420-3 


of Hymenolepis 
Parasitol 1980 Jun; 


HYMENOLEPIS 


ANALYSIS 


The preparation of a renee with tubulin-like —— 
from the rat H 
[proceedings] Watts “Biochem Soc Trans 1980 F Feb, 
8(1):71-2 


ANATOMY & HISTOLOGY 


Morphology of the cysticercoid of Hymenolepis erinacei 
(Gmelin, 1789). Valkounova J, et al. 
Folia Parasitol (Praha) oer gape 53-7 
A unicellular endocrine gland in cestodes. Specian RD, et 
al. J Parasitol 1979 Aug;65(4):569-78 


DRUG EFFECTS 


Recovery of larval ae diminuta and H. nana from 
the retardation rs exposure to 
mebendazole in wreden 5 4 owe, J Parasitol 1980 
Apr;66(2):258-62 

The effect of ore on Hymenolepis diminuta in vitro. 
Andrews Bet al. Tropenmed Parasitol 1979 Sep; 
30(3):39 1-400 

Scanning and transmission electron microscope studies on 
the efficacy of prazi Kd omg .¥ uantel on ——_ nana 1 a a 
in vitro. et al. Parasitenkd 1980 Jan; 
61(2):121-33 


ENZYMOLOGY 


Solubilization of membrane-bound ribonuclease (RNAse) 
and alkaline phosphatase from the isolated brush border 
of Hymenolepis diminuta (Cestoda). Gamble HR, et al. 
J Parasitol 1980 Jun;66(3):434-8 

Trypsin adsorption by Hymenolepis diminuta (Cestoda). 
Schroeder LL, et al. J Parasitol 1980 Feb;66(1):49-52 


GROWTH & DEVELOPMENT 


Observations on the host specificity of Hymenolepis 
straminea (Goeze). Walkey M, et al. J Parasitol 1980 Jun; 
66(3):420-3 

The effect of the expulsion phase of Trichinella spiralis on 
Hymenolepis diminuta infection in rats. Christie PR, et al. 
Parasitology 1979 Jun;78(3):323-30 

The dynamics of infection of Tribolium confusum by 
Hymenolepis diminuta: the influence of infective-stage 
density and spatial distribution. Keymer AE, et al 
Paroi Arterielle 1979 Oct;79(2):195-207 

The growth of Hymenolepis microstoma in intact and 
tooo? mice. Novak M, et al. Z Parasitenkd 1980; 


IMMUNOLOGY 
Hymenolepis nana: survival in the immunized mouse. Ito A 
Exp Parasitol 1980 Apr;49(2):248-57 
Hymenolepis nana: transfer of acquired immunity in mice 
through sensitized peritoneal exudate cells. Gupta RK, et 
al. Experientia 1980 Jan 15;36(1):128-9 


ISOLATION & PURIFICATION 


[Newly detected case of human parasitosis in Spain caused 
by Hymenolepis diminuta (Rudolphy, 1819)] Vasallo 
Matilla F, et al. Rev Clin Esp 1979 May 31;153(4):321-2 

(Spa) 


METABOLISM 


Cellular Na+ and ATP effects on galactose influx by tissue 
slices of Hymenolepis diminuta. Podesta RB. 
J Parasitol 1979 Aug;65(4):669-71 


PHYSIOLOGY 


Hymenolepis diminuta: the role of the tail in determining 
the position of the worm in the intestine of the rat. Hopkins 
CA, et al. Parasitology 1979 Dec;79(3):401-9 


ULTRASTRUCTURE 


Ultrastructure of the cyst of Hymenolepis diminuta larvae. 
Krasnoshchekov GP, et al. Folia Parasitol (Praha) 1979; 
26(3):245-51 


1980 


Isolation and partial biochemical characterization of the 
brush border membrane from the 


plasma cestode, 
ae. inuta. Knowles WJ, et al. J Parasitol 1979 
Oct;65(5):715-31 


HYMENOPTERA 


of Hymenoptera venom immunotherapy. Golden 
B, et al. Ann Intern Med 1980 May;92(5):620-4 

IgE antibodies to bee venom, phospholipase A, melittin and 

venom. Jarisch R, et al. Clin Allergy 1979 Sep; 


sting. Mader CL. 
;100(3):386-7 
complexes: — of the 
yssa. Blackwell! J, 
‘eb 15; a a 
and > og ylactic — to 
ymenoptera stings in Children ae BE, et 
J Pediatr 1980 A ea 397(2):177-84 
Hemolytic anemia f¢ g a wasp sting. Monzon C, et al. 
J — Loy Fag 1039-40 


Pence HL. Primary Care 1979 Sep; 
« 1987-96 ( (20 if 


[Hypersensitivity reactions caused by insect stings] van der 
Zwan JC, et al. Ned Tijdschr Geneeskd 1980 May 24; 
124(21):833-7 (Dut) 

[Management of coagulation disorders due to w 
Bertault R, et al. Anesth Analg (Paris) 1979 
36(1-2):67-9 
yposensitization in allergy to insect stings: whole body 
extracts or venom? (author's Nome Miiller U, et al. 
Arb Paul Ehrlich Inst Ferdinand Blum 
Inst 1978;73:72-81 ear psy (Ger) 

[Allergy to insect ~— diagnosis and therapy (author’s 
transl)} Urbanek R. Monatsschr Kinderheilkd 1980 Jan; 
128(1):16-20 (Eng. Abstr.) (Ger) 


ANALYSIS 


An insect glycoprotein: a study of the particles responsible 
for the resistance of a parasitoid’s egg to the defence 
reactions of its insect host. Bedwin O. 

Proc R Soc Lond [Biol] 1979 p ony 1;205(1159):271-86 


DRUG EFFECTS 


Effects of caffeine and various xanthines on hornets and bees. 
Ishay JS, et al. Psychopharmacology (Berlin) 1979 Nov; 
65(3):299-309 

The effect of hornet venom on the photoelectric properties 
of hornet cuticle. Ishay JS, et al. Toxicon 1979; 17(4):407-11 


GROWTH & DEVELOPMENT 


Larval competition between Telenomus  costalimai 
(Hymenoptera: Scelionidae) and Ooencyrtus trinidadensis 
venatorius (Hymenoptera: Encyrtidae) after simultaneous 
oviposition in Rhodnius prolixus eggs (Hemiptera: 
Reduviidae). Conde JE, et al. J Med Entomol 1979 Nov 
23;16(5):428-31 


IMMUNOLOGY 


Immunochemical studies of hymenoptera venom allergens. 
King TP. Allergy 1980 Apr;35(3):200-2 

Hymenoptera venom immunotherapy [letter] Bhat BR. 
Ann 1980 Jan;44(1):44-5 

Diagnosis and treatment of insect hypersensitivity with 
specific venoms. Valentine MD. 
Arb Paul Ehrlich Inst Georg Speyer Haus Ferdinand Blum 
Inst 1978;73:65-71 

Comparison of venom and whole-body rast and intradermal 
testing in vespid-sensitive patients. Meriney D, et al. 
Int Arch Allergy App! Immunol 1980;62(4):442-52 


PHYSIOLOGY 


Interrelationship between two species of muscoid flies and 
the pupal parasite Spalangia endius (Hymenoptera: 
Pteromalidae). Morgan PB, et al. J Med Entomol 1979 Nov 
7;16(4):331-4 

Evolutionarily stable oe strategy in a digger wasp. 
Brockmann HJ, et ”'S Theor Biol 1979 Apr 21; 
71(4):473-96 

Hymenopteran parasitoids for the control of synanthropic 
flies. Rongsiryam Y, et al. 

SE — Asian J Trop Med Public Health 1980 Mar; 
11(1):1 


Presynaptic effects of midgut extract from larvae of the 
Oriental hornet (Vespa orientalis). Dascal N, et al 
Toxicon 1980;18(3):339-42 

Phospholipase A and B activities of reptile and hymenoptera 
venoms. Fletcher JE, et al. Toxicon 1979;17(6):591-9 

[Comparative analysis of thermoregulation in the nests of 
certain species of social insects] Es’kov EK, et al. 

Zh Evol Biokhim Fiziol 1979 Sep-Oct;15(5):500-7 (Eng. 
Abstr.) (Rus) 


stings] 
an-Feb; 
(Fre) 


RADIATION EFFECTS 


The influence of X-rays on reproduction in Pseudeucoila 
bochei (Hymeno; ~~ Cynipidae), a parasite of Drosophila 
melanogaster. Veerkamp FA. Mutat Res 1980 Mar; 
70(1):49-59 
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ULTRASTRUCTURE 


Se cee ee eS ae “aa ae ee 

vulgaris L.). Kral K. Cell Tissue 1979 

203¢1). 1 161-71 

Tito St Se eee Sa ee OP 
reactions of its insect host. Bed 

Proc R Soc Lond [Biol] 1979 Aug 1;205(1159):267-70 


HYOID BONE 


[Radiologic features of ossified st 
of three cases (author’s transl) 
J Radiol 1980 Jan;61(1):51-5 


lohyoid weak aa Report 
ig. Abstr.) (Fre) 
ANATOMY & HISTOLOGY 


erg a of the adult human hyoid bone] Koebke J, et 
Z Rechtsmed 1979;84(1):7-18 (Eng. Abstr.) (Ger) 


INJURIES 


Hyoid bone fracture with pharyngeal lacerations. Eliachar 

I, et al. J Laryngol Otol 1980 Mar;94(3):331-5 
[Injury pattern of the hyoid bone] Saternus KS, et al. 
Z, Rechtsmed 1979; "84(1): 19-35 ig. Abstr.) (Ger) 


RADIOGRAPHY 


Mineralization of the stylohyoid-stylomandibular ligament 
- lex. A radio; ic incidence study. Correll RW, et 
Surg 1979 ;48(4):286-91 
identinaeatie burnout of the hyoid bone. Thunthy KH. 
Oral Surg 1980 Apr;49(4):373-5 


SURGERY 


Hyoid arch transposition. Alonso WA. 
Otolaryngol Clin North Am 1979 Nov;12(4):903-8 
[Functional results after total laryngectomy with 
hyoidectomy] Fajstavr J, et al. Cesk Otolaryngol 1980 Feb; 
29(2):90-4 (Eng. Abstr.) (Cze) 


HYOSCINE see SCOPOLAMINE 
HYOSCYAMINE see ATROPINE 
HYPERACTIVITY, MOTOR see HYPERKINESIS 


HYPERALDOSTERONISM 


Bartter’s syndrome. Gill JR Jr. Annu Rev Med 1980; 
31:405-19 (99 ref.) 


BLOOD 


Localization of aldosterone-produc: pane tumours in primary 
aldosteronism by adrenal and vein catheterization. 
Lund JO, et al. Acta Med Scand 1980;207(5):345-51 

Is the platelet defect in Bartter’s syndrome — with 
a plasma a = MacIntyre DE, et al 
Adv Thromboxane Res 1980;7: 1199-202 

A ged 2 — + awer in Bartter’s syndrome. Stoff 

ied 1980 Feb;68(2):171-80 

Prolactin ‘a aahies aldosteronism. Diising R, et al. 

Clin Sci 1979 Apr;56(4):381-3 

Night-day variations of enin-activity in primary 
aldosteronism. Siebenschein R, et al. Horm Metab Res 1979 
Oct;11(10):570-3 

Plasma aldosterone res; to ACTH in primary 
aldosteronism and in patients with low renin hypertension. 
Kem DC, et al. J Clin Endocrinol Metab 1978 Apr; 
46(4):552-60 

High plasma renin activities in primary aldosteronism with 
malignant hypertension. A case report. Iwaoka T, et al. 
Jpn Heart J 1980 May;21(3):423-8 

A circulating inhibitor of platelet a; 
syndrome. O’Reagan SO, et al. 
64(6):939-41 

Platelet hyporesponsiveness to epinephrine in carriers of 
Bartter’s syndrome. O’Regan S, et 
Prostaglandins Med 1979 May; (5): 321-4 

Preoperative diagnosis and localization of aldosteronomas by 
measurement of corticosteroids in adrenal venous blood. 
Dunnick NR, et al. Radiology 1979 Nov;133(2):331-3 

Primary aldosteronism. II. Biochemical features. Hsieh BS, 
et al. Taiwan I Hsueh Hui Tsa Chih 1979 Sep;78(9): spo? 

[Plasma aldosterone and electrolytes in primary 
secondard aldosteronism (author's transl)}] Albert JP, et = 
Med Klin 1979 Sep 14;74(37):1315-9 (Eng. Abstr.) (Ger) 

[Aldosterone in the blood of _ adrenal vein in primary 
aldosteronism] Vetter H, et al 
Schweiz Med Wochenschr 1979 Dec 8; ;109(47):1890-3 

( 


regation in Bartter’s 
ediatrics 1979 Dec; 


[Corticoid secretion in primary aldosteronism. II. The renin 
releasing test and the angiotensin II analog infusion test 
(author’s transl)] Nigawara K, et al. 

Nippon Naibunpi Gakkai Zasshi 1980 Jan 20;56(1):47-56 
(Eng. Abstr.) (Jpn) 

[Corticoids secretion in primary aldosteronism. I. Diurnal 
variation and the effect of dexamethasone (author’s — 
Terayama Y, et al. Nippon Naibunpi Gakkai Zasshi 19: 

Jan 20;56(1):37-46 (Eng. Abstr.) Gps) 

[Normokalemic primary adenomatous aldosteronism] Micié 
ys _ Srp Arh Celok Lek 1979 Sep;107(9):459-68 (Eng. 

r (Sec) 


CHEMICALLY INDUCED 


Prolonged pseudoaldosteronism induced b ycyrrhizin. 
Takeda R, et al. Endocrinol Jpn 1979 5):541-7 
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Acta Med Scand 1979; -206(1- -2):37-44 

The hyper IgE syndrome: clinical and therapeutic aspects. 
Businco L, et al. Immunopathol (Madr) 1979 
Nov-Dec;7(6):445-50 

Serum immunoglobulin levels in patients with non-Hodgkin's 
lymphoma. Lichtenstein A, et al. Am J Clin Pathol 1980 
Jul;74(1):12-7 

Partial en reconstitution and 
hyper in nec 





liy-acquired 





1980 


graft-versus-host disease. Church JA, et al. 
Ann Allergy 1980 A ag) xorg 
ey of line deposits [letter] Callihan TR, et 
al. Arch Ophthalmol 1980 Feb; 56(2): 386 
IgG1 


pypers evidence that “a res 





parasitic 
infections in mice: — 
chronicity of _ exposure. Chapman CB, e! 
Aust J Exp Biol Med Sci 1979 Aug;57(4):389-400 
Be A oper disease with monoclonal IgM lambda 
gami and cold agglutinin [letter] Lee CH, et al. 
et Ne 3% Med 1979 Oct;9(5):602-3 
Red blood cell associated IgG in normal and pathologic 
states. Szymanski IO, et al. Blood 1980 se 1):48-54 
Typical hairy-cell leukaemia with IgGk paraproteinaemia. 
Cawley JC, et al. Br J Haematol 1979 Oct m43(2):215-21 
Correlation between serum IgG, platelet membrane IgG, and 
latelet function in h lobulinaemic _ states 
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A case of histiocytosis X associated with | golagr peers 
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gammapathies. Analysis of a sample of 583 individuals 
(author’s transl)] Hrnéif Z, et al. Cas Lek Cesk 1979 Aug 
31;118(35):1088-92 (Eng. Abstr.) (Cze) 
[Immunological disturbances in juvenile chronic myelocytic 
leukemia] Shlesinger M, et al. Harefuah 1979 Sep; 
97(5-6):113-4 (Eng. Abstr.) (Heb) 
[Atopy and neoplasms] Socha B. Pol Tyg Lek 1980 Jan 21; 
35(3):107-9 (32 ref.) (Pol) 
[Monoclonal gammopathy in rheumatoid arthritis] 
Herrero-Beaumont G, et al. Rev Clin Esp 1980 Apr 30; 
157(2):99-102 (Eng. Abstr.) 
[Etiopathogenic mechanisms of hypergammaglobulinemia in 
hepatic cirrhosis] Maortua M, et al. Rev Clin Esp 1979 Nov 
(Spa) 





Adena 


15;155(3):161-4 


PATHOLOGY 


Proteinaceous lymphadenopathy with 
hypergammaglobulinemia. Osborne BM, et al. 
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Rouer E, et al. Biochem Pharmacol 1980 Jul 1 1;29(3): 1959-62 





ETIOLOGY 


Sympathectomy and prostaglandin deficiency do not prevent 
gastrogenic _ hyper; ——- and h 
Schusdziarra V, et al. Acta Endocrinol (Copenh) 1979 Dec; 
92(4):680-6 

Hyperglycemia and sepsis in a newborn [letter] James T 3d. 
Am J Dis Child 1980 Apr;134(4):427 

ECT in a dep pel greg with adult onset diabetes mellitus. 
Yudofsky 8 SC, et al. Am J Psychiatry 1980 Jan;137(1): oped 

Quantitative aspects of hyperglycemia in the diabetic 
theoretical approach. Halperin M, et al. 
Clin Invest Med 1979;2(4):127-30 

Induction of hyperglycemia with insulin antibodies to 
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Ph y 1980 Feb;66(2):43-4 

The technique of treating hyperhidrosis by iontophoresis. 
Morgan K. Ph y 1980 Feb;66(2):45 


HYPERINSULINISM 


BLOOD 


Glycemic response to og during fasting hypoglycemia: 
an aid in the diagnosis of hyperinsulinism. Finegold DN, 
et al. J Pediatr 1980 Feb;96(2):257-9 


CHEMICALLY INDUCED 


Hyperinsulinemia in fructose-induced hypertriglyceridemia 
in the rat. Sleder J, et al. Metabolism 1980 Apr;29(4):303-5 
[Hyperinsulinism induced with glucocorticoid—a study on 
using a — system of isolated islets in rats (author’s 
transl)] Ueki A. Nippon Naibunpi Gakkai Zasshi 1980 Jan 
20;56(1):15-26 (Eng. Abstr.) (Jpn) 


COMPLICATIONS 


A_case of leprechaunism with severe hyperinsulinemia. 
Rosenberg AM, et al. Am J Dis Child 1980 Feb; 
134(2):170-5 

Nesidioblastosis in children. Knight J, et al. Arch Surg 1980 


1980 


Jul;115(7):880-2 
Hyperinsulinism complicating control of diabetes mellitus by 
an artificial beta-cell. Horwitz DL, et al. Diabetes Care 
1980 Mar-Apr;3(2):274-7 

[Obesity and chemical diabetes in children] Della Porta G, 
et al. Minerva Pediatr 1979 Dec 31;31(24):1759-64 (Eng. 
Abstr.) (Ita) 


DIAGNOSIS 
Hyperinsulinaemia [letter] Duncan WE. Lancet 1980 Jun 7; 
1(8180):1246 


difficulties and differential — of islet cell 
tumor] Brzezifiska B, et al. Wiad 1980 Jan 15; 
33(2):125-8 (Eng. Abstr.) (Pol) 


DRUG THERAPY 


[Treatment of gl h 
Kolesér P. Vnitr Lek 19 
Abstr.) 


ETIOLOGY 
Sympathectomy ane te no ag por as od do not prevent 
= yperinsulinaemia 
Rw wie v aa gs Se Eedbortant F Lisainy 1979 Dec; 


Mechanisms of acute ~~. 8 after Kupffer cell 
ytosis. Cornell Am J Physiol 1980 Mar; 

3 3): 2276-83 
Hyperinsulinemic hypoglycemia of the neonate associated 
with persistent fetal histology and function of the pancreas. 
Shermeta DW, et al. Ann Surg 1980 Feb;191(2):182-6 


METABOLISM 


Regulation of rat liver plasma membrane and intracellular 
insulin binding sites during diabetes, liver regeneration, and 
hyperinsulinism: radiolabeled hormone binding and 
electron microscopic autoradiograph studies. Vigneri R, 
et al. Adv Biochem Psychopharmacol 1980;21 oat 

Nitrogen handling in adult thalamic obese 
Karakash C, et al. Am J Ph 1980 Jan;238(1): 32-7, 

The effects of chronic hyperinsulinaemia on insulin binding 
and glucose metabolism in rat adipocytes. Whittaker J, et 
al. Biochem Soc Trans 1979 Oct;7(5):1055-6 

Triglyceride turnover in health and disease. Steiner G. 
Can Med Assoc J 1979 Oct 20;121(8):1072-3 

Perfused liver carnitine palmitoyl-transferase activity and 
ketogenesis in streptozotocin treated and_ genetic 
hyperinsulinemic rats. Effect of glucagon. Nosadini R, et 
al. Horm Metab Res 1979 Dec;11(12):661-4 

Insulin secretion and peripheral insulin sensitivity in obese 
children. Evidence of deficient glucose-stimulated early 
insulin release despite hyperinsulinemia. Hager A, et al. 
Int J Obes 1979;3(4):349-57 

Primary defect of insulin r tors in skin fibroblasts cultured 
from an infant with Reppeninanioen and insulin resistance. 
Schilling EE, et al. Proc Natl Acad Sci USA 1979 Nov; 
76(11):5877-81 

{Insulin receptors and carbohydrate metabolism disorders] 
Fossati P, et al. Lille Med 1979 May;24(5):380-7 (Fre) 


PATHOLOGY 


Electron-microscopic investigations of isolated islets of 
Langerhans in hyperinsulinemic rats by means of 
transmission and freeze-etching techniques. Dorn A, et al. 
Acta Med Pol 1979;20(4):483-4 

Pancreatic pathology in hyperinsulinemic hypoglycemia of 
infancy. Jaffe R, et al. Lab Invest 1980 Mar;42(3):356-65 


PHYSIOPATHOLOGY 
[Determination of plasmatic oe and its clinical uses] 
Cautela G, et al. Ann Vittoria Torino 1978 
Jul-Dec;21(7-12):203-37 (Eng. Abstr.) (Ita) 
PREVENTION & CONTROL 


Hyperinsulinism in infants of diabetic mothers: sospeunies 
by somatostatin infusion [letter] Mallet E, et al. Lancet 1 
Apr 5;1(8171):776-7 


RADIOGRAPHY 
[Angio phic studies in organic hyperinsulinism (author's 
ransi)) ‘Stdsslein F, et al. Radiol Diagn (Berl) 1979; 
20(5): 682-95 (Eng. Abstr.) (Ger) 


SURGERY 
Neonatal hyperinsulinism—-surgical and pathologic 
considerations. Schiller M, et al. J Pediatr Surg 1980 Feb; 
15(1):16-20 
THERAPY 


Effects of truncal vagotomy on body weight 
hyperinsulinemia in morbid obesity. Kral JG 
Am J Clin Nutr 1980 Feb;33(2 Suppl): 416-9 


VETERINARY 


yy ne ey if a dog. Feldman EC. Mod Vet Pract 1979 
Dec;60(12):99 


ulinism with diazoxide] 
Nov;25(11):1099-102 ng. 


and 





1980 
HYPERKALEMIA 


BLOOD 


Regulation of plasma potassium in hyperkalemic rte 
erie Jeser} Peters BH. Neurology (Ny) 1979 Dec; 
9(12):1635. 


CHEMICALLY INDUCED 


Succinylcholine-induced hyperkalemia in a patient with 
Parkinson’s disease. Gravlee GP. Anesth Analg (Cleve) 1980 
Jun;59(6):444-6 ‘ 

Succinylcholine-induced hyperkalemia in patients with 
ruptured cerebral aneurysms. Iwatsuki N, et al. 

1980 Jul;53(1):64-7 
Ss hypophosphatemia and hyperkaliemia in 
Massara F, et al. Diabete Metab 1979 Dec; 
5(4):297-300 

Glucose-induced paradoxical hyperkalemia in patients with 
suppression of the renin-aldosterone system: prevention by 
sodium depletion. Rad6é JP. J Endocrinol Invest 1979 

Oct-Dec;2(4):401-6 
topril: reversible renal failure with severe hyperkalaemia 
etter) nome pes A, et al. Lancet 1980 Mar 29;1(8170):712 
rkalaemia and UNICEF type rehydration solutions 
oo Kahn A, et al. Lancet 1980 May 17;1(8177):1082 

Heparin--induced hyperkalemia: report of a case. Phelps KR, 
et al. Nephron 1980;25(5):254-8 


COMPLICATIONS 


Pseudomyocardial infarction associated with acute 
bifascicular block due to hyperkalemia. Burris AC, et al. 
Cardiology 1980;65(2):115-20 

Bifascicular block produced by hyperkalemia. Shapiro JB. 

1979;64(5):303-5 

Comparison of the effects of regional ischemia, hypoxia, 
hyperkalemia, and acidosis on _ intracellular and 
extracellular potentials and metabolism in the isolated 
porcine heart. Moréna H, et al. Cire Res 1980 May; 
46(5):634-46 

Hyperkalaemic paralysis resembling Guillain-Barré 
syndrome [letter] Livingstone IR, et al. Lancet 1979 Nov 
3;2(8149):963-4 
Hypertension and hyperkalaemia responding to 
bendrofluazide. Lee MR, et al. Q J Med 1979 Apr; 
48(190):245-58 

[Pseudo-hyperkalaemia in  myeloproliferative 
(author’s transl)] Fink M, et al. Dtsch Med 
1979 Nov 16;104(46):1639-41 (Eng. Abstr.) 


DIAGNOSIS 


Progressive supranuclear palsy and hyperkalemic periodic 
paralysis. Foster NL. Arch Neurol 1980 Jul;37(7):461-2 
A case of hypokalaemia simulating hyperkalaemia. Talwalkar 

NC, et al. J Postgrad Med 1979 Jul;25(3):174-6 


DRUG THERAPY 


Familial hyperkalaemia responsive to benzothiadiazine 
diuretic [letter] Lee MR, et al. Lancet 1980 Apr 19; 
1(8173):879 

Exogenous mineralocorticoid hormone improves predialysis 
hyperkalemia in anephric man. Whalen JE, et al 


Proc Clin Dial Transplant Forum 1978 Nov 18-20;8:1-4 
ETIOLOGY 


Acute tumor lysis syndrome. A review of 37 patients with 
Burkitt’s lymphoma. Cohen LF, et al. Am J Med 1980 Apr; 
68(4):486-91 

Hypercapnia and hyperkalaemia. Hassan H, et al. 
Anaesthesia 1979 Oct;34(9):897-9 

Hypertension, hyperkalaemia and abnormalities of the 
renin-angiotensin system in diabetes mellitus. Ferriss JB, 
et al. Ir J Med Sci 1979;148(2):17-27 

Metabolic complications of acute arterial occlusions. 
Haimovici H. J Cardiovasc Surg (Torino) 1979 Jul-Aug; 
20(4):349-57 

‘Outpatient hyperkalemia’ syndrome in renal and 
hypertensive patients with suppressed aldosterone 
production. Rado JP, et al. J Med 1979;10(3):145-57 

Hyperkalemia following exchange transfusion. Scanion Jw, 
et al. J Pediatr 1980 Jan;96(1):108-10 

Case report. Resistant hyperkalemia in cor pulmonale. Perry 
FA Jr, et al. J Tenn Med Assoc 1979 Dec;72(12):895-6 

Oral therapy with glucose electrolyte solution [letter] Cutting 

WA. Lancet 1980 Jul 5;2(8184):34-5 

Hyperkalemia in chronic stable renal disease. Kahn T, et al. 
Mt Sinai J Med (NY) 1979 Sep-Oct;46(5):509-11 

Etiological considerations in Gordon’s syndrome: possible 
role of prostaglandins. Tormey WP, et al. 

Prostaglandins Med 1980 Feb;4(2):107-12 


FAMILIAL & GENETIC 
Familial pseudohyperkalaemia [letter] Luciani JC, et al. 
Lancet 1980 Mar 1;1(8166):491 
METABOLISM 


Biphasic periodic paralysis. Chesson AL Jr, et al. 
Arch Neurol 1979 Nov;36(11):700-4 
Mineralocorticoid unresponsiveness with severe neonatal 


diseases 
Wochenschr 
(Ger) 


CUMULATED INDEX MEDICUS 


7 tain, Endocrinol hyperkalemia. Rosenberg S, et al. 

J Endocrinol —_ 1980 Feb;50(2): 401-4 

H and reninemic hypoaldosteronism 
ie > ronzo RA. Kidney Int 1980 Jan; 
17(1):11 

Prevalence, pathogenesis, and functional significance of 
aldosterone deficiency in hyperkalemic patients with 
chronic renal insufficiency. Schambelan M, et al. 
Kidney Int 1980 Jan;17(1)4 89-101 

Influence of lood flow on transmembrane K 
transfer in hyperkalemic dogs. Hiatt N, et al. 
Proc Soc Exp Biol Med 1980 Mar;163(3):393-7 

Phenylephrine-induced hyperkalemia: role of the liver. 
Jauchem JR, et al. Proc Soc Exp Biol Med 1980 Apr; 
163(4):478-81 


OCCURRENCE 


Risk of hyperkalemia in recipients of kidneys preserved with 
an intracellular electrolyte solution. Hirshman CA, et al. 
Anesth Analg (Cleve) 1980 Apr;59(4):283-6 


PATHOLOGY 


Response of the collecting duct to disturbances of acid-base 
and potassium balance. famsen OP. et al. Kidney Int 1980 
Mar;17(3):326-37 


PHYSIOPATHOLOGY 


Electromyographic study on >" re hyperkalaemia. 
III) Motor deficits. Troni W, 

Acta Neurol (Napoli) 1978 Oct; 3305): 399-407 
Electromyographic study on experimental hyperkalaemia. II. 
Effects on neuromuscular transmission. Troni W, et al. 

Acta Neurol (Napoli) 1978 Oct;33(5):390-8 

Electromyographic study on experimental hyperkalaemia. 1) 
Electrophysiological alterations. Troni W, et al. 
Acta Neurol (Napoli) 1978 Oct;33(5):381-9 

Attenuation by magnesium of the electrophysiologic effects 
of hyperkalemia on human and canine heart cells. Kraft 
LF, et al. Am J Cardiol 1980 Jun;45(6): nef 

The electrocardiogram and vectorcardiogram 
hyperkalemia. Johnson CD. Bol Asoc Med PR 1979 Jun; 
71(6):200-9 

Different electrophysiological responses of canine 
endocardium and epicardium to combined hyperkalemia, 
hypoxia, and acidosis. Gilmour RF Jr, et al. Cire Res 1980 
Jun;46(6):8 14-25 

Hyperkalemia: pathophysiology and management. Falls WF 
Jr. Va Med 1980 Mar;107(3):184-90 

[Effect of Repro ae imbalance and drugs on the function 
of ’ rtificial pacemakers] Dwornikiewicz W. Wiad Lek 1979 
Dec 15;32(24):1751-4 (Eng. Abstr.) (Pol) 


PREVENTION & CONTROL 


A possible role for insulin in the prevention of 
glucose-induced paradoxical hyperkalemia during sodium 
depletion. Radé JP. Horm Metab Res 1980 Jul;12(7):338-9 


HYPERKINESIS 


Hyperactivity: a current assessment. Swidler HJ, et al. 
J Fam Pract 1979 Oct;9(4):601-8 (44 ref.) 

Hyperactivity in children: viewed within the framework of 
synergistic man. Blair C. Nurs Forum 1979;18(3):293-303 

Back to blaming parents? [letter] Bennett FC. Pediatrics 1980 
Feb;65(2):372-4 

[The restless child] Martinius J. Med Klin 1980 Feb a 
75(4):149-52 ( 


CHEMICALLY INDUCED 


Lead intoxication as an etiologic factor in h 
behavior in children: a negative report. Hole 
Acta Paediatr Scand 1979 Sep;68(5):759-60 

More on food additives and hyperkinesis [letter] Crook WG. 

J Dis Child 1979 Oct;133(10):1080-1 

Chronic agonist-induced hypersensitivity and on-off 
hyperkinesis. Goetz CG, et al. Ann Neurol 1979 Sep; 
6(3):277-8 

Food additives, allergy and hyperkinesis. Taylor E. 

J Child Psychol Psychiatry 1979 Oct;20(4):357-63 

Clinical and experimental studies of phenytoin-induced 
hyperkinesias. Nausieda PA, et al. J Neural Transm 1979; 
45(4):291-305 

Hyperkinetic dysarthria as an early indicator of impending 
tardive dyskinesia. Portnoy RA. J Speech Hear Disord 1979 
May;44(2):214-9 

Hyperactivity induced by injection of dopamine into the 
accumbens nucleus: actions and interactions of neuroleptic, 
tenes eased and cholinolytic agents. Costall B, et al. 

1979 Aug-Sep;18(8-9):661-5 

[Phosphate hypersensitivity? (letter)] Gladtke E. 

Dtsch Med Wochenschr 1979 Nov 2;104(44):1554 


rkinetic 
» et al. 


(Ger) 
CLASSIFICATION 


Classification of hyperactive children. Prior MR, et al. 
Med J Aust 1980 Apr 19;1(8):375-6 


COMPLICATIONS 


Alcoholism and hyperactivity revisited: a preliminary report. 
Stewart MA, et al. Curr Alcohol 1978 May 1-3;5:349-57 


HYPERKINESIS 


The prevalence of learning disabilities in a sam; 
considered Bate Lambert NM, et 
J Abnorm Psychol 1980 Mar;8(1): 33-50 
DIAGNOSIS 


— is my child hyperactive?’ Zelman JB, et al. 
Am Fam Physician 1980 May;21(5):105-11 
A computerized ostic evaluation of a psychiatric 
problem. Roberts B. Am J Psychiatry 1980 Jan;137(1):12-5 
= of data as a factor in may, ¥ symptoms of 
hyperkinesis. DeFilippis NA. J Consult Psychol 1979 
Dec;47(6):115-6 
The ement of the hyperactive child: an overview. 
Greene CA, et al. Paediatrician 1979;8(3):140-4 
Pipes syndrome in childhood] Harbauer H. 
Dtsch Med Wochenschr 1980 Mar 14;105(11):355-7 (Ger) 


DIET THERAPY 
Feingold diet [letter] Feingold BE. Aust Fam Physician 1980 


Jan;9(1):60-1 

More on eon ey is [letter] Crook WG. 
Hosp Pract 1979 Jul;14(7):16, 17 

Effect of Feingold’s K-P diet on a residential mentally 
my y population. Harner IC, et al. 

Assoc 1980 Jun; ;76(6):575-8 

Effects of the Feingold diet on seizures and hi tivity: 
a single-subject analysis. Haavik S, et al. J vy Med 
1979 Dec;2(4):365-74 

Feingold’s regimen for hyperkinesis [editorial] Lancet 1979 
Sep 22;2(8143):617-8 

[Remarks concerning the treatment of hyperkinetic children 
with the so-called ‘diet poor in phosphate (author's trans!)] 
Stolley H, et al. Monatsschr Kinderheilkd 1979 Jul; 
127(7): 450-3 (Eng. Abstr.) (Ger) 


DRUG THERAPY 


Clonazepam and dithiaden in hyperkinetic children. 
Vyborova L, et al. Act Nerv Super (Praha) 1979: ;21(3):155-6 

Hyperactivity and medication [letter] Smith RD. 
Am J Dis Child 1979 Dec: 133(12):1287-8 

Dextroamphetamine. Its cognitive and behavioral effects in 
normal and Mapesectice boys and normal men. Ls Be 
JL, et al. Arch Gen Psychiatry 1980 Aug;37(8):93 

Multimodality treatment. A By? evaluation of 61 
pac nag boys. Satterfield J t al. 
Arch Gen Psychiatry 1980 Aug; cry 915-9 

A preliminary study of the effect of pyridoxine administration 
in a subgroup of h children: a double-blind 
crossover comparison with methylphenidate. Coleman M, 
et al. Biol Psychiatry 1979 Oct;14(5):741-51 

Amphetamines in the management of children’s hyperkinesis. 
Singh V, et al. Bull Nare 1979 Jul-Dec;31(3-4):87-94 

Some thoughts on the social ecology of present day 
psychopharmacology. Minde KK. Can J Psychiatry 1980 
Apr;25(3):201-12 

Peer interaction in a structured communication task: 

comparisons of normal and hyperactive boys and of 
ae (Ritalin) and placebo effects. Whalen CK, 
Child Dev 1979 Jun; 500): 388-401 

pasate effects of drugs used for hyperactivity on patients 

with Gilles de la Tourette syndrome. Sleator EK. 
Pediatr (Phila) 1980 Jul;19(7):453-4 

Long-term use and discontinuation of methylphenidate with 
hyperactive children. Charles L, et 
Dev Med Child Neurol 1979 Dec2(6): 758-64 

A pilot study of the effects of methylphenidate on the 
vigilance-related EEG in hyperactivity. Craggs MD, et 
al. Clin Neurophysiol 1980 Jan; 
48(1):34-42 


Effects of oS (Ritalin) on selective attention 

in hyperactive children. Thurston CM, et al. 
Abnorm Child Psychol 1979 Dec;7(4):471-81 

Cognitive processes in normal and hyperactive children and 
their response to amphetamine treatment. Weingartner H, 
et al. J Abnorm Psychol 1980 Feb; rea): 25-37 

Behavior and motor activity response in hyperactive children 
and plasma amphetamine levels — a sustained 
release p tion. Brown GL, et al 
J Am Acad Child Psychiatry 1980 S sring; 19(2):225-39 

Behavioral and stimulant treatment of hyperactive children: 
a therapy study with methylphenidate probes in a 
within-subject design. Pelham WE, et al. 
J Appl Behav Anal 1980 Summer;13(2):221-36 

Imipramine and methylphenidate in hyperactive children. 
bes By et al. J Child Psychol Psychiatry 1980 Jan; 
21(1):27- 

A comparison of analysis of covariance and the theta 
technique rads to illustrative psychopharmacological 
data. Ross et al. J Psychiatr Res 1979;15(2):67-75 

‘Paradoxical’ effects of psychomotor stimulant drugs in 

hyperactive children from the standpoint of behavioural 
pharmacology. Robbins TW, et al. Neuropharmacology 
1979 Dec; 18(12):931- 50 (114 ef) 

The use of drugs i in hyperkinetic states: clinical issues. Taylor 
E. Neuropharmacology 1979 Dec; 18(12):951-8 

Methylphenidate in hyperkinetic children: differences in dose 
effects on impulsive behavior. Brown RT, et al. 
Pediatrics 1979 Oct;64(4):408-11 

Growth disturbances in hyperkinetic children [letter] 
Greenhill LL, et al. Pediatrics 1980 Jul;66(1):152-4 

Effects of clinical dosage levels of methylphenidate on 
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HYPERKINESIS 


two-flash thresholds and perceptual motor performance 
in hyperactive children. Gordon NG, et 
Percept Mot Skills 1979 a Pt 7 721-2 


A pilot trial of amantadine 
J. Psychopharmacol Bull 1980 Jul. :16(3):67-9 


re factors of methylphenidate metabolism in 
behavi y disordered children. Winsberg BG, et al. 
Bull 1980 Jul;16(3):69-71 
Paradoxical to amphetamine in a hyperkinetic adult. 
DeVeau; J, et “a Psychosomatics 1980 Mar; 
21(3):247, 251-2 


Methylphenidate and hyperactivity [editorial] Anderson J. 
S Afr Med J 1980 Feb ie 3 181-2 
Methylphenidate for hyperactivity [letter] Klopper JN, et 
al. S Afr Med J 1980 Jun 14; 59(24):979-80 
Notification of tuberculosis Robertson EJ. 
S Afr Med J 1980 Jun 14;57(24):979 
Methylphenidate and hyperactivity: effects on teacher 
behaviors. Whalen CK, et al. Science 1980 Jun 13; 
208(4449):1280-2 
[Nitoman treatment of hyperkinesis] es H. 
Ugeskr Laeger 1980 Feb 11;142(7):466 
[Analysis of results with Depamide in children with 
ychomotor instability (h (author’s transl)] 
Mairlot F. Acta Psychiatr Belg 1979 Mar-Apr;79(2):210-24 
(Eng. Abstr.) (Fre) 
[Rapid control of the Fa patient 
administration] Oldham AJ 
Acta Psiqui 





Mattes 


by haloperidol 


iatr Psicol Am Lat 1979 Sep;25(3):229-32 
(Spa) 


ETIOLOGY 


Hemiballismus complicating stereotactic thalamotomy. 
Modesti LM, et al. Appl Neurophysiol 1979;42(5):267-83 
Diet and hyperactivity. Dickerson JW, et al. 
J Hum Nutr 1980 Jun;34(3):167-74 (31 ref.) 
[Hyperkinesis in acute renal failure 
(cli ee studies)] Bogolepov NK, et al. 
Zh Nevropatol 1979;79(11):1475-81 (Eng. a 
us) 


FAMILIAL & GENETIC 


Genetic etiology in the hyperactive child syndrome: a critical 
review. McMahon RC. Am J Orthopsychiatry 1980 Jan; 
50(1):145-50 


METABOLISM 


Pharmacokinetics of methylphenidate in 
children. Hungund BL, et al. Br J Clin 
Dec;8(6):571-6 


hyperkinetic 
Pharmacol 1979 


OCCURRENCE 


How common is hyperkinesis? [letter] Glow RA. Lancet 1980 
Jan 12;1(8159):89 


PHYSIOPATHOLOGY 


Acute hyperkinesia after hypothalamic lesions: a comparison 
of the time course, level, and type of hyperkinesia induced 
by ventromedial and lateral hypothalamic lesions in rats. 
Wiener NI, et al. Exp Neurol 1980 Feb;67(2):346-42 

Pharmacological and biochemical aspects of hyperkinetic 
disorders. Leonard BE. N Dec; 
18(12):923-9 (91 ref.) 

Evoked potential and behavioral signs of attentive 
dysfunctions in hyperactive boys. Loiselle DL, et al. 
Psychophysiology 1980 Mar;17(2):193-201 

Food dyes impair performance of hyperactive children on 
a laboratory learning test. Swanson JM, et al. Science 1980 
Mar 28;207(4438):1485-7 


PREVENTION & CONTROL 


Droperidol in the management of hyperactivity, 
self-mutilation and aggression in mentally handicapped 
patients. Burns ME. J Int Med Res 1980;8(1):31-3 


PSYCHOLOGY 


Hyperactivity. Symptom complex or complex symptom? 
Levine MD, et al. Am J Dis Child 1980 Apr;134(4):409-14 

Hyperkinesis comes of age: what do we know and where 
should we go? Loney J. Am J Orthopsychiatry 1980 Jan; 
50(1):28-42 

Adult psychiatric disorders in parents of hyperactive 
children. Morrison Am J Psychiatry 1980 Jul; 
137(7):825-7 

Living and coping with a hyperactive child. 
Aust Fam Physician 1980 Apr;9(4):285-6 

Hyperkinetic impulse disorder: a developmental defect of 
motivation. Glow PH, et al. Genet Psychol Monogr 1979 
Nov;100(Second Half):159-231 

Lateral asymmetry in perceptual judgments of reading 
disebled, hyperactive and control children. Naylor H, et 
al. Int J Neurosci 1980;10(2-3):135-43 

An analysis of the hyperactive syndrome: a comparison of 
hyperactive, behavior problem, asthmatic, and normal 
children. Firestone P, et al. J Abnorm Child Psychol 1979 
Sep;7(3):261-73 

assessment of impulsivity and mediating behaviors in 

hyperactive and nonhyperactive boys. Gordon M. 
J Abnorm Child Psychol 1979 Sep;7(3):317-26 
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— boys in their oe aaa cathe teacher 


behaviors, Kier aR. et al. Ay Abaore Ceild Peychel 1979 
Dec;7(4):425-42 AER “ : 
Social perspective- teac ratings of # en 
interaction in Seesastive boys. Paulauskas S SL, et 
J Abnorm Child Psychol 1979 Dec;7(4):483-93 
Behavioral comparisons of hyperactive and normally active 
children in natural settings. Zentall SS. 
J Abnorm Child Psychol 1980 Mar;8(1):93-109 
Childhood hyperactivity in an adult Chi Papehiats Saieny tte Fan: 
social factors. Morrison JR. J Clin 1980 Feb; 
41(2):40-3 
Delinquency and hyperactivity. Offord DR, et al. 
J Nerv Ment Dis 1979 Dec;167(12):734-41 
School dysfunction in the adolescent. Cannon IP, et al. 
Bo Clin North Am 1986 Feb;27(1):79-96 (128 ref.) 
attention to attention deficit disorder. Schowalter JE. 
Pedlutrics 1979 Oct;64(4):546-7 
Effects of feedback on the vigilance task performance of 
hyperactive and hypoactive children. Ozolins DA, et al. 
Percept Mot Skills 1980 Apr;50(2):415-24 
Association of weight and overactivity in —e 
mentally retarded adults. Roszkowski MJ, . 
Percept Mot Skills 1979 Aug;49(1):241-2 
Time estimation and hyperactivity, replication. Senior N, et 
al. Percept Mot Skills 1979 Aug;49(1):289-90 
Dextroamphetamine: cognitive and behavioral effects in 
normal and hyperactive boys and normal adult males. 
Rapoport JL, et al. Psychopharmacol Bull 1980 Jan; 
16(1):21-3 


REHABILITATION 


The effects of EMG-assisted relaxation training with 
h kinetic children: a behavioral alternative. Hampstead 
WJ. Biofeedback Self Regul 1979 Jun;4(2):113-25 

The effects of biofeedback-induced relaxation training in 
hyperactive adolescent boys. Omizo MM. J Psychol 1980 
May;105(First Half):131-8 

parison of vestibular stimulation effects on classroom 
behavior of two hyperactive children with different 
hyperactive characteristics. Kantner R, et al. 
Percept Mot Skills 1980 Jun;50(3 Pt 1):766 


THERAPY 


Nonstandard therapies in the developmental disabilities. 
Golden GS. Am J Dis Child 1980 May: 134(5):487-91 
Hyperactive children. McLennand W. Am Psychol 1980 Apr; 

35(4):392-3 
The effect of frontal EMG biofeedback training on the 
behavior of children with activity-level problems. Hughes 
H, et al. Biofeedback Self Regul 1980 Jun;5(2):207-19 
Operant conditioning of EEG rhythms and ritalin in the 
treatment of hyperkinesis. Shouse MN, et al. 
feedback Self Regul 1979 Dec;4(4):299-312 
Home visits in child psychiatry. Tobias CR. 
Child Psychiatry Hum Dev 1979 Winter;10(2):77-84 
Relaxation training as an adjunct to treatment in a 
hyperactive boy. McMahon RJ, et al. 
Clin Pediatr (Phila) 1980 Jul;19(7):497-8 
The Churchill School: an — to drug treatment for 
hyperactive children. Krippner 
J Am Psychosom Dent Med ‘1979; ;26(3):87-92 
Effects of self-instructional training on second- and 
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j Inherited Metab Dis 1978;1(1):37-9 
[Hypophosphatasia in an adult) Lindh J, et al. 
Lakartidningen 1980 Jan 16;77(3):131-2 (Eng. Abstr.) 
(Swe) 


hosphatasia with oral manifestations. 
R, et al. J Oral Med 1979 Jan-Mar; 


DRUG THERAPY 


Hyperparathyroidism and infantile hypophosphatasia: effect 
ry rednisone and vitamin K therapy. Wolfish NM, et al. 
ediatr 1979 Dec;95(6):1079-81 


FAMILIAL & GENETIC 


tee showhe (adult form): quantitation of serum 
hatase isoenzyme activity in a ow kindred. 
Millan J a al. Clin Chem 1980 Jun;26(7):840- 
Hypophosphatasia: a case report and aren review. 
angney NJ. Ir Med J 1979 Dec;72(12):530-1 (14 ref.) 
Adult hypophosphatasia. Clinical, laboratory, and genetic 
investigation of a large kindred with review of the 
literature. Whyte MP, et al. Medicine (Baltimore) 1979 Sep; 
$8(5):329-47 
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RADIONUCLIDE IMAGING 
Skull scinti y in infantile h 
al. J Ni 


Sty JR, et 
Med 1979 Apr;20(4): 


HYPOPHOSPHATEMIA, FAMILIAL 
DRUG THERAPY 
treatment of genetically hypophosphatemic mice 
by 1 ce Shen Ag D3 but not 


1,25-dihydroxyvitamin D3. Beamer WG, et al. 
Endocrinology 1980 Jun; 106(6):1949-55 


ENZYMOLOGY 


yg a wi spohosphatemi cyclase along the nephron of 
temic mice. Brunette MG, et al. 
1 Frees Apr;15(4):357-69 
ETIOLOGY 


H temia in the alcoholic. Knochel JP. 
Intern Med 1980 May;140(5):613-5 


METABOLISM 


Renal adaptation to phosphate deprivation in the H 
with X-linked hypophosphatemia, temia. Tenenhouse HS, 
Can J Biochem | Jun;57(6):938-44 

Renal brush border membrane ada 
deprivation in the mils mouse. 
Nature 1979 Sep 20;281(5728):225-7 

[Familial hypophosphoremic rickets: pathogenic 
considerations based on two cases (author’s transl)] Rico 
Lenza H, et al. Med Clin (Barc) 1980 Apr 10;74(7):271-4 
(Eng. Abstr.) (Spa) 


PATHOLOGY 
[Hereditary tise Balsan S. Minerva Med ba 
) 


to phosphorus 
enenhouse HS, et al. 


Oct 13;70(44):3055-63 
HYPOPHYSECTOMY 


see related 
PITUITARY IRRADIATION 
Pituitary control of hepatic steroid metabolism. Gustafsson 
JA, et al. Acta Biol Med Ger 1979;38(2-3):307-20 
Adrenocortical function in hypophysectomized dogs with 
eve 5 ee in +a — with the basal 
meee 


us. Alvarez-Buylla R, 
(Copenh) 1979 Bee.92(4):710-9 

Effect of testosterone on fracture healing in 
hypophysectomized rats. Tarsoly E, et al. 
Acta Histochem (Jena) 1979:65(1):23-33 

Effect of hypophysectomy upon renal kallikrein-kinin system 
in rats. Croxatto HR, et al. Adv Exp Med Biol 1979; 
120B:437-45 

Luteinizing hormone and follicle-stimulating hormone 
production in the pars tuberalis of hypophysectomized rats. 
Gross DS, et al. Am J Anat 1979 Oct;156(2):285-91 

Increased fetal breathing activity after fetal hypophysectomy. 
Robinson JS, et al. Am J Obstet Gynecol 1980 Jul 15; 
137(6):729-34 

The effect of mammalian gonadotropins and homologous 
gonadotropins on the activity of delta 5-3 
beta-hydroxy-steroid-dehydrogenase (HSD) in 
hypophysectomized Rana esculenta. Bellini-Cardellini L, 
et al. Basic Appl Histochem 1979;23(1):45-51 

Are steroid and drug metabolic routes in the liver under 
similar hormonal control? [proceedings] Skett P, et al. 
Biochem Soc Trans 1980 Jun;8(3):342-3 

Interstitium: site of steroid synthesis in the ovary of the long 
term hypophysectomized hamster. Taya K, et al 
Biol Reprod 1980 Mar;22(2):307-18 

Comparison of tamoxifen and hypophysectomy in breast 
cancer treatment. Kiang DT, et al. Cancer 1980 Mar 15; 
45(6):1322-5 

Gap junctions in the myometrium of hypophysectomized 
estrogen-treated rats. Merk FB, et al. Cell Biol Int Rep 
1980 Mar;4(3):287-94 

Evaluation of resection of pituitary microadenoma for the 
treatment of Cushing’s disease in patients with 
radiologically normal sella turcica. Wajchenberg BL, et 
al. Clin Endocrinol (Oxf) 1979 Sep;11(3):323-31 

Relation between endocrine function and survival of patients 
with breast cancer after eo Wang DY, et 
al. Clin Oncol 1979 Dec;5(4):311 

The effect of hypophysectomy nig 
hypophysis-transplantation on the secretion of gut 
glucagon immunoreactivity and gut glucagon-like 
immunoreactivity in depancreatized dogs. Yoshida T, et 
al. Jpn 1980 Feb;27(1):77-81 

Selective deiodination of the oldest iodinated molecules in 
the hypophysectomized rat. Bastiani P, et al. 
Endocrinology 1980 Mar;106(3):883-6 

Role of the pituitary in modulating hepatic monoamine 
oxidase activity. Illsley NP, et al. Endocrinology 1980 Mar; 
106(3):798-804 

Radiochromium distribution in hypophysectomized and 
adrenalectomized rats. Jain R, et al. Endocrinology 1979 
Nov;105(5):1226-9 

Hormone responsiveness of a transplantable rat 
chondrosarcoma. II. Evidence for in vivo hormone 


1980 


dependence. McCumbee WD, et al. Endocrinology 1980 
Jun; 106(6): 1930-40 
Effects of insulin on 
transport in fat cells o! 
hypophysectomized rats: evidence that ae hormone 
restricts glucose transport. Schoenle E, et 
Endocrinology 1979 Nov;105(5):1237-42 
"yresipesonad mney Taek cae 
hypophysectomized hamster. Taya et al. 
Endocrinology 1980 Apr;106(4):1093-8 
water excretion after i 


ucose metabolism and glucose 
hormone-treated 


Circadian re) 
(cyclic AMP and cyclic GMP) in h ysectomi 
Guillemant J, et al. Experientia 1980 15; ry 367-8 
H hysectomy exerts a radioprotective effect on frog lens. 
yden JH, et al. Experientia 1980 Jan 15;36(1):116-8 
Effects of hypophysectomy and triiodothyronine on de novo 
biosynthesis, catalytic activity, and estrogen induction of 
rat liver histidase. Armstrong EG, et al. J Biol Chem 1980 
Tae teen 10;255(15):7199-203 


of growth and thyroxine on the amount 
of L-arginine:glycine amidinotransferase in kidneys of 
hypophysectomized rats. Purification and some properties 
of rat kidney transamidinase. McGuire DM, et al. 
J Biol Chem 1980 Feb 10;255(3): 1152-9 
lence of testicular germ cells on hormones: a 
quantitative study in h ysectomized 
testosterone-treated rats. wdhury AK. J Endocrinol 
1979 Sep;82(3):331-40 
tomedin-like activity in plasma after foetal 
hypophysectomy or nephrectomy and in experimental 
=e growth retardation in . Falconer J, et 
3 Endocrinol. 1979 Oct;83(1):119-27 
Checking of hypophysectomy in the rat using longitudinal 
bone “<6 determined with tetracycline. Thorngren KG, 
et al. J Endocrinol 1980 Feb;84(2):199-204 
Polyamine synthesis in the brain and liver of the rat wagtie 4 
Tn of the pituitary, adrenal or thyroid glands. Hari 
J Neurochem 1979 Nov;33(5):1131-3 
Evidence of facilitory effect of growth hormone on tissue 
vitamin A uptake in rats. Ahluwalia GS, et al. J Nutr 1980 
Jun; 110(6):1185-93 
Short- and long-term effects of hypophysectomy and 
unilateral ovariectomy on ovarian follicular populations in 
sheep. Dufour J, et al. J Reprod Fertil 1979 Nov; 
$7(2):301-9 
The direct effect of 17 beta-estradiol on LH-stimulated 
testosterone production in hypoph tomized rats. Melner 
MH, et al. iteroid Biochem 1980 Feb; 13(2):203-10 
Sex differences in estrogen binding by cytosolic and nuclear 
components of rat liver. Powell-Jones W, et al 
J Stereid Biochem 1980 Feb;13(2):219-29 
Suppression by naloxone of water intake induced by 
deprivation and hypertonic saline in intact and 
hypophysectomized rats. Brown DR, et al. Life Sci 1980 
May 5;26(18):1535-42 
The effects of hypophysectomy and continuous food 
restriction, begun at ages 70 and 400 days, on collagen 
aging, proteinuria, incidence of pathology and longevity 
in the male rat. Everitt AV, et al. Mech Ageing Dev 1980 
Feb;12(2):161-72 
Age-related changes in immune function of rats and the effect 
of long-term hypophysectomy. Scott M, et al. 
ech Ageing Dev 1979 Sep;11(2):127-36 
Effect of prostacyclin (PGI2) on renal function and renin 
secretion in hypophysectomized dogs. Giillner HG, et al. 
Nephron 1980;25(6):283-7 
Less severe ovarian atrophy in hypophysectomized 
hemiovariectomized rats than in hypophysectomized 
— with two ovaries. Gerendai I. 
1979;29(5):346-9 
Effect of ar on alpha-melanotropin in discrete 
regions of the rat brain. O’Donohue TL, et al. 
Neurosci Lett 1979 Oct;14(2-3):271-4 
Differential effects of hypophysectomy upon analgesia 
induced by two glucoprivic stressors and morphine. Bodnar 
RJ, et al. Biochem Behav 1979 a 11(3):303-8 
Facilitation of copulatory performance in male rats by 
naloxone: effects of hypophysectomy, 17 alpha-estradiol, 
and luteinizing hormone releasing hormone. Myers BM, 
et al. Pharmacol Biochem Behav 1980 Mar;12(3):365-70 
Histological changes in the testis of the domestic fowl after 
adenohypophysectomy. Tanaka §, et al. Poult Sci 1980 Jul; 
59(7):1538-45 
Effects of hypophysectomy and TSH on thyroidal fucokinase 
in rats. Richards WL, et al. Proc Soc Exp Biol Med 1979 
Nov;162(2):291-4 
The effects of h ypophysectomy on the retinomotor responses 
of the killifish, Fundulus heteroclitus. Ali MA, et al. 
Rev Can Biol 1979 Sep;38(3):139-44 
Differentiation of the parathyroid of hypophysectomized 
chick embryos. Manelli H, et al. Riv Biol 1978 Jan-Dec; 
71(1-4):117-39 (Eng, Ita) 
Somatomedin C: restoration in vivo of cycle traverse in 
G0/G1 blocked cells of hypophysectomized animals. 
Rothstein H, et al. Science 1980 Apr 25;208(4442):410-2 
Effect of hypophysectomy on normal postvagotomy increase 
in serum and antral gastrin. Teichmann RK, et al. 
Surg Forum 1979;30:379-80 
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[Determination of hemoglobin A! in patients 
hypophysectomized ft opens aidieil rotnepail y Gone) 
Passa P, et al. Nouy Presse Med 1979 Aug 25- 
— —- 


as amy) Koei 
loneea 198) ih -23(1): 7-13 (Eng. — 


[Hypophysectomy in the advanced of pa bet 
prostate (author’s trans!)] Klosterbalfen H, et al. 
Urologe [A] 1980 Mar;19(2):85-8 (Eng. Abstr.) (Ger) 
[The effect of hypophysectomy on the epiphyseal pen 
late of the rat tibia and 
istochemistry of the por rena g proliferative zone 
(author's transl)] Kurita M. 
Zasshi 1979 Nov;53(11):1663-75 
(Ene Abstr.) (Jpn) 


[Case of successful hormone replacement therapy of a Pom 
patient who underwent hypophysectomy] Zhukovskii MA, 
et al. Pediatriia 1979 Aug;(8):68-9 (Rus) 


ADVERSE EFFECTS 


Fine structural effects of h Ihysectomy on the aging rat 
pineal gland. Johnson JE 3, Gerontology 1980; 1980;26(4):206-16 
False aneurysm of the cavernous carotid artery and 
rogressive external ophthalmoplegia after transsphenoidal 
h Ihysectomy. Case report. Paullus WS, et al 
3 nes BF 1979 Nov;51(5):707-9 


in Sale Ti eal carcinoma of the breast 





HISTORY 


The historical development of hypophysectomy. Ortiz 
Armenta LA. Ear Nose Throat J 1979 Oct;58(10):440-2 


METHODS 


Surgery of the pituitary gland. Weiss MH. 
Bull Los Angeles Neurol Soc 1977; F424) 190-200 

Transsphenoidal hypophysectomy in breast cancer: evidence 
for an individual role of pituitary and gonadal hormones 
in supporting tumor growth. Manni A, et al. Cancer 1979 
Dec;44(6):2330-7 

Transsphenoidal hypophysectomy. Gumprecht TF, et al. 
Ear Nose Throat J 1980 Jul;59(7):281-8 

Hypophysectomy of tilapia (Sarotherodon mossambicus) 
through the orbit. Nishioka RS. Gen Comp Endocrinol 1980 
Mar;40(3):377-8 

An overview of cyclotron treatment, Bragg peak proton 
hypophysectomy and Bra; peak radiosurgery for 
arteriovenous malformation of the brain. D’Agostino J, et 
al. J Neurosurg Nurs 1979 Dec;11(4):208-14 

Operative treatments for acromegaly: comparison of 
transsphenoidal cryogenic ‘@? microsurgical 
hypophysectomy. Kondo A, et al. 
Neurol Med Chir (Tokyo) 1979 Jul; 19(7):683-93 

Tension pneumocephalus of the cranial a ere [letter] 
Capanna AH. Neurosurgery 1980 Mar;6(3):3 

eo pour hypop hysectomy] Rizk M. 

Ugeskr Laeger 1980 ton 16;142(25):1615-7 (Eng. Abstr.) 
(Dan) 


[Transcranial surgery of chromophobic adenoma of the 
hypophysis}] Rizk M. Ugeskr Laeger 1979 Oct 8; 
141(41):2820-2 (Eng. Abstr.) (Dan) 

[The transseptal-transsphenoidal approach to the pituitary 
gland—a common problem of ae and 
neurosurgery —, transl)}] Ganzer U, 

Otol [Stuttgart] 1979 Oct; $8010): 795-800 
(Eng. Abstr.) Ger) 


( 
Peer of craniopharyngiomas in adults--with special 
reference to their operative indications from the viewpoint 
of follow-up results and microsurgical radical resection 
of the tumors preserving the pituitary stalk (author’s transl)] 
Aiba T, et al. Neurol Med Chir (Tokyo) 1980 May; 
20(5):439-51 (Eng. Abstr.) (Jpn) 
[Transsphenoidal adenomectomy in Cushing’s disease, with 
special emphasis on residual ee ge peme function 
(author’s a Kuwayama A, 
Neurol Chir (Tokyo) 1980 Bad 20(5):463-71 (Eng. 
Abstr.) J 


(Jpn 
[Transsphenoidal selective removal of the functioning 
pituitary microadenomas—-operative results (author’s 
transl)] Misumi S, et al. Neurol Med Chir (Tokyo) 1979 
Aug;19(8):817-26 (Eng. Abstr.) (Jpn) 
[Clinical effects of chemical hypophysectomy--instillation 
of ethanol into the pituitary on advanced prostatic 
carcinoma (author’s transl)] Takeuchi S, et al. 
Nippon Hinyokika Gakkai Zasshi 1980;71(3):248-56 ex. 
Abstr.) (Jpn) 
{Sublabial rhinoseptoplastic technique for transsphenoidal 
pituitary surgery (author’s transl)] Fukushima T, et al. 
No Shinkei Geka 1980 Mar;8(3):229-35 (Jpn) 
[Experiences on stereotaxic hypophysectomy for recurrent 
breast carcinoma; with particular reference to its pain relief 
(author’s transl)] Sugiura K, et al. No Shinkei Geka 1980 
Mar;8(3):241-6 (Eng. Abstr.) (Jpn) 
[Trans-sphenoidal hypophysectomy. og gm considerations 
regarding 5 operated cases] Gobbo JF. 
An Otorrinolaringol Ibero Am 1979, ;6(1):59-65 (Eng. Abstr.) 
(Spa) 


VETERINARY 
A technique for hypophysectomy of neonatal rats. Glasscock 
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GF. Life Sci 1980 Mar 24;26(12):971-7 
== ved transbuccal h for h 


approac’ Ihysectomy in 
fowl. Tanaka §S, et al. P 
58(2):460-4 
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HYPOPHYSIS see PITUITARY GLAND 


HYPOPITUITARISM 


[Anterior pituitary insufficiency] Schatz C, et al. 
Med Welt 1980 Jan 4;31(1):5-10 


BLOOD 


Insulin-like growth factor and its carrier protein in 
nny and hypothyroid children and adults. 
et al. Clin Endocrinol (Oxf) 1980 Feb; 
12(2): 137-43 
A case of histiocytosis X associated with ee 
and hyperimmunoglobulinemia G and E. Naruse M, et al 
Endocrinol Jpn 1979 Apr;26(2):291-6 
Induction of immunoreactive somatomedin C human serum 
by growth hormone: dose-response relationships and effect 
on chromatographic profiles. Copeland KC, et al. 
J Clin Endocrinol Metab 1980 Apr;50(4):690-7 
Decreased high density SS cholesterol in 
hypopituitarism. el J, et Clin Endocrinol Metab 
1979 Nov;49(5):753-6 
aldosterone and renin activity in hypopituitarism 
(author’s transl)] Lefebvre J, et al. 
Ann Endocrinol (Paris) 1979 Jul- -Aug;40(4):433-4 Eng, 
Abstr.) (Fre) 


[Intramuscular glucagon test of growth hormone reserve in 
children with growth retardation] Rosenberg T, et al. 
Harefuah 1980 Feb 15;98(4):154-6 (Eng. Abstr.) (Heb) 

[Pregnancy and childbirth in two partial hypopituitarism 
patients with Sheehan’s syndrome (author’s transl)] 
Tsutsumi H, et al. Horumon To Rinsho 1980 Jan;28(1):51-5 


(Jpn) 


(Ger) 


COMPLICATIONS 


Blindness and hypopituitarism thought to be due to 
sarcoidosis: a case report. Atwood KS, et al. 
Ala J Med Sci 1979 Jul;16(3):234-6 

Topically applied testosterone and phallic growth. Its effects 
in male children with hypopituitarism and microphallus. 
Ben-Galim E, et al. Am J Child 1980 Mar;134(3):296-8 

Optic nerve hypopiasia associated with absent septum 
pellucidum and hypopituitarism. Krause-Brucker W, et al. 

J Ophthalmol 1980 Jan;89(1):113-20 

[Endocrine insufficiency as a cause of bone marrow failure 
(author’s transl)] Ferrari E, et al. (Pavia) 
1979 Dec;64(6):812-25 (Eng. Abstr.) (Ita) 


DIAGNOSIS 


[Clinical variations of Sheehan’s syndrome] Celaya Juarez 
JA, et al. Ginecol Obstet Mex 1980 Apr;47(282):227-39 
(Eng. Abstr.) (Spa) 


DRUG THERAPY 


Hypopituitarism with water intoxication and coma: favorable 

—— following early treatment. Luboshitzky R, et al. 
J Endocrinol Invest 1979 Oct-Dec;2(4):423-6 

Low dose single weekly injections of growth hormone: 
response during first year of therapy of hypopituitarism. 
Rosenbloom AL, et al. Pediatrics 1980 Aug;66(2):272-6 

Sheehan's syndrome followed by successful pregnancy: A 

case report. Cohen BL, et al. S Afr Med J 1980 May 17; 

57(20):838-40 


ETIOLOGY 


Panhypopituitarism secondary to head trauma: evidence for 
a hypothalamic origin of the deficit. Jambart S, et al. 
Acta Endocrinol (Copenh) 1980 Mar;93(3):264-70 

Post-traumatic hypopituitarism due to a hypothalamic lesion. 
Valenta LJ, et al. Am J Med 1980 Apr;68(4):614-7 

Noonan’s syndrome and hypopituitarism. Ross JL, et al. 
Am J Med Sci 1980 Jan-Feb;279(1):47-52 

Postpartum hypopituitarism adn hyperprolactinemia. Vaughn 
TC, et al. Am J Obstet Gynecol 1980 Jul 15;137(6):749-51 

Chronic hypernatremia, hypovolemia and partial 
hypopituitarism in sarcoidosis: a case report. Luciani JC, 
et al. Clin Nephrol 1980 May;13(5):242-7 

Posttraumatic anterior pituitary insufficiency in childhood. 
Gnehm HE, et al. Helv Paediatr Acta 1979;34(6):529-35 

Panhypopituitarism and anemia secondary to traumatic 
fracture of the sella turcica. Kanade A, et al. 

J Endocrinol Invest 1978 Jul;1(3):263-8 

Bullet injury to the pituitary gland: a rare cause of 
panhypopituitarism. Salti IS, et al. 

J Neurol Neurosurg Psychiatry 1979 Oct;42(10):955-9 

Cushing’s disease with pituitary apoplexy leading to 
hypopituitarism, empty sella, and spontaneous fracture of 
the dorsum sellae. Case report. Gutin PH, et al. 

J Neurosurg 1979 Dec;51(6):866-9 

High incidence of perinatal insult in children with idiopathic 

em ie Craft WH, et al. J Pediatr 1980 Mar;96(3 
Pt 1):397-402 

Child abuse as a cause of post-traumatic hypopituitarism. 
Miller WL, et al. N Engl J Med 1980 Mar 27;302(13):724-8 

Symptomatic hypothalamic hypopituitarism following 


HYPOPROCONVERTINEMI 


radiotherapy. Frier BM, et al. Postgrad Med J 1979 Nov; 

55(649):812-3 ‘ aie 

Symptomatic hypothalamic ————, wing 
power A Frier BM, et al. Postgrad Med J 1979 Nov; 
55(649):81 

Hypopituitarism in diabetes mellitus. Eller J, et al. 
South Med J 1980 Jan;73(1):88-9 

Traumatic hypopituitarism: anterior hypophyseal 
insufficiency from indirect cranial trauma. Soules MR, et 
al. South Med J 1979 Dec;72(12):1592-6 

Hyperprolactinemia from radiation-induced hypothalamic 
hypopituitarism. Corkill G, et al. Surg Neurol 1980 Jan; 
13(1):47-8 

typo eee insufficiency, secondary to 
tuberculous meningitis] Ravussin JJ, et al. Pediatrie 1979 
Mar;34(2):155-66 . Abstr.) (Fre) 


IMMUNOLOGY 


[Pituitary insufficiency and auto-immunity (author’s transl)] 
Pouplard A, et al. Nouv Presse Med 1980 Jun 7; 
9(25):1757-60 (Eng. Abstr.) (Fre) 


METABOLISM 
Hypothalamic sarcoidosis and hypopituitarism. Jawadi MH, 
et al. Horm Res 1980;12(1):1-9 
[Leopard syndrome and pituitary insufficiency] Malpuech G, 


et al. Arch Fr Pediatr 1979 Apr;36(4):413-7 (Eng. Abstr.) 


(Fre) 
[Thyrotropic reserve in Sheehan’s syndrome. Study in 36 
patients (author's transl)] Boucekkine C, et al. 
Nouv Presse Med 1980 Feb 9;9(7):427-31 (Eng. Abstr.) 
(Fre) 


[Metoclopramide induced — oer in Sheehan’s 
syndrome (author's transl)] od M, et al. 
Rev Invest Clin 1979 Jul-Sep;31(3):211-5 (Eng. Abstr.) 
(Spa) 


PATHOLOGY 


Hyperprolactinaemia and hypopituitarism—-pituitary tumour 
or agi eis Jialal I, et al. S Afr Med J 1980 Aug 2; 
58(5):18 


PHYSIOPATHOLOGY 


Linear growth in hypopituitary a treated with hGH 
after age fifteen. Pertzelan 
Acta Paediatr Scand [Suppl] i979, (277): 69-74 

Effect of human wth rmone ener on head 
circumference in children with hypopituitarism. Laron Z, 
et al. Clin (Oxf) 1979 Apr;10(4):393-9 

Pituitary function tests in Sheehan’s syndome. Shah 
M, et al. Clin Endocrinol (Oxf) 1980 Mar;12(3):303-11 

Effect of triiodothyronine administration on the plasma TSH 
and prolactin responses to TRH in patients with 
hypothalamic-pituitary insufficiency. Blum I, et al. 
Horm Res 1979;11(5):218-26 

(Hypopituitarism and hyperlipidemia. Protective effect of 
growth hormone ence | against atherosclerosis 
(author’s transl)] de Gennes JL, et al. 
Ann Endocrinol (Paris) 1979;40(6):5 557-8 (Eng. ae 


[Case of Simmond’s disease in a girl] Kaiusheva 
Vopr Okhr Materin Det 1979 Sep:24(9): 66-9 


PSYCHOLOGY 


Personality adjustment of cre and adolescents with 
hypopituitarism. Drotar D, et al. 
Child Psychiatry Hum Dev 1980 Fall; 11(1):59-66 


HYPOPOTASSEMIA see HYPOKALEMIA 
HYPOPROCONVERTINEMIA 


Management of a patient with Factor VII deficiency. 
Perhavec JC, et al. Oral Surg 1980 Jul;50(1):17-20 


COMPLICATIONS 


Congenital combined factor VII and factor VIII deficiency. 
Machin SJ, et al. Acta | (Basel) 1980;63(3):167-9 

Hemophilia B with associated factor VII deficiency: a distinct 
variant of hemophilia B with low factor VII activity and 
normal factor VII antigen. Girolami A, et al. Blut 1980 
Apr;40(4):267-73 

Congenital factor VII deficiency presenting as 
deficiency anaemia-—-Case report. Zulkifli A. 

J Malaysia 1979 Jun;33(4):360-1 

Thromboembolism in patients with hereditary deficiency of 
coagulation factors. Solanki DL, et al. South Med J 1980 
Jul;73(7):944-6 

[Acute hemorrhagic syndrome due to acquired deficiency 
3 factors II, VII and X. (Considerations on a case)] Poppa 

C, et al. Rev Med Interna [Med Interna] 1979 Nov-Dec: 

31(6):569-72 (Eng. Abstr.) (Rum) 


CONGENITAL 


Congenital factor VII deficiency--safety of surgery without 
preoperative transfusion. Niedringhaus RD, et al. 
Minn Med 1979 Nov;62(11):791-2 

[Gingival hemorrhage in congenital hypoproconvertinemia 
in twins] Badurowa A, et al. Wiad Lek 1979 Jul 15; 


y: ee 
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32(14):1013-7 (Eng. Abstr.) 


FAMILIAL & GENETIC 


Cage deficiency of Factor VII. Case reports of 
identical twins’. Jain SC, et al. Indian Pediatr 1979 
Sep;16(9):809-13 


HYPOPROTEINEMIA 
see related 
PROTEIN-LOSING ENTEROPATHIES 


DIAGNOSIS 


Demonstration of increased amounts of apoli 
intestinal epithelium after fat feeding. 
37(10):321-2 — 

Clinicopatho Conference. Fifteen year old male and 
six month o! Prats A roteinemia and 
edema. Johnson KE, et al. SD J Med 1979 Dec;32(12):21-6 


ETIOLOGY 
[Anemia, hypoproteinemia, edema: atypical onset of cystic 
fibrosis. Description of a case in an infant] Marianelli L, 
et al. Minerva Pediatr 1979 Dec 31;31(24):1787-90 ne 
Abstr.) 


(Pol) 


rotein B in 
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METABOLISM 


Phenylbutazone _——— binding in — subjects and 
hypoproteinemic patients. Kshi , et al. 
Indian J J Med Res | 1979 Dec;70:1 


PHYSIOPATHOLOGY 


The pathophysiology of ay edema. Bradley 
SE. Contrib Nephrol | 1:75-80 

Clinicopathologic consideration of protein-losing 
enteropathy due to lymphangiectasia of the intestine. lida 
F, et al. Surg Gynecol Obstet 1980 Sep;151(3):391-5 


THERAPY 


[Parenteral protein substitution in tumor patients] Seifart W, 
et al. Z Exp Chir 1979 Aug;12(4):232-9 (Eng. 
(Ger) 


VETERINARY 


Anti-inflammatory agents and hypoproteinaemia [letter] 
Heywood R, et al. Vet Ree 1980 Mar 29;106(13):297-8 


HYPOPROTHROMBINEMIAS 


BLOOD 


Factor X assays using chromogenic substrate S-2222. 
Girolami A, et al. Am J Clin Pa 1980 Mar;73(3):400-2 

Deficiency of factor Xa-factor Va binding sites on the 
platelets of a patient with a bleeding disorder. Miletich 
JP, et al. Blood 1979 Nov;54(5):1015-22 

Mechanized amidolytic technique for determination of factor 
X and factor-X antigen, and its application to being 
treated with oral anticoagulants. van Wijk et al. 
Clin Chem 1980 Jun;26(7):885-90 

The pathogenesis of acquired prothrombin complex 
deficiency syndrome ° omen syndrome) in _ infants. 
Bhanchet-Isarangkura P 

Southeast Asian J Trop Med Public Health 1979 Sep; 
10(3):350-2 


COMPLICATIONS 


[Thymic cyst in a child with hypostuartemia] Rogalski E, 
et al. Pediatr Pol 1979 Nov;54(11):1329-33 (Pol) 

[Acute hemorrhagic syndrome due to acquired deficiency 
of factors II, VII ae X. (Considerations on a case)] Poppa 
C, et al. Rev Med Interna [Med Interna] 1979 Nov-Dec; 
31(6):569-72 (Eng. Abstr.) (Rum) 

DIAGNOSIS 

Chromogenic substrate (S-2238) prothrombin assay in 
prothrombin deficiencies and abnormalities. Lack of 
identity with clotting assays in congenital 
dysprothrombinemias. Girolami A, et al. 
Am J Clin Pathol 1980 Jul;74(1):83-7 

Factor X deficiency in fos mary amyloidosis [letter] Fogdall 
RP, et al. N Engl J Med 1980 Apr 17;302(16):923 


DRUG THERAPY 


Acquired factor X deficiency with associated defects in 
=> a ae. A response to corticosteroid therapy. 
gin RA, et al. Am J Med 1980 Jul;69(1):137-9 
ETIOLOGY 


Acquired, transient factor X (Stuart factor) deficiency in 
Fwre ad with ae pneumonial infection. Peuscher 
Haematol 1979 Oct;23(4):257-64 
FAMILIAL & GENETIC 


Partial 4q duplication due to inherited 
der(13),t(4;13)(q26;q34)mat in a girl with a deficiency of 
factor X. Stoll C, et al. Hum Genet 1980;53(3):303-4 


8492 


(Familial hemorrhagic diathesis caused by factor X 
deficiency] Prusek W, et al. Pol Tyg Lek 1979 Oct 22; 
34(43):1 70 (Eng. Abstr.) (Pol 
IMMUNOLOGY 
Combined functional and immunochemical analysis of normal 
and abnormal human factor X. Fair DS, et al 
J Clin Invest 1979 Oct;64(4):884-94 
METABOLISM 


rr es of vitamin K-dependent carboxylation. Dubin A, 
J Biol Chem 1980 Jan 25;255(2): 349-52 


THERAPY 
Factor X deficiency in amyloidosis: resolution after 
PR al} N 


splenectomy. Golap Engl J Med 1979 Nov 
8;301(19): 1050-1 


HYPOSALIVATION see XEROSTOMIA 


HYPOSENSITIZATION THERAPY see 
DESENSITIZATION, IMMUNOLOGIC 


HYPOSPADIAS 


BLOOD 


[Hypospadias: blood serum 
level before and after 
Endokrynol Pol 1980 


and testosterone 

y et al. 
-Apr;31(2):145-53 (Eng. Abstr.) 
(Pol) 


CHEMICALLY INDUCED 


[Megalourethra, hypospadias and imperforate anus in a 
newborn infant: possible role of maternal clomiphene 
ingestion] Halal F, et al. Can Med Assoc J 1980 May 24; 
122(10):1159-60 (Fre) 


COMPLICATIONS 


Utricular +r er} in h ias and intersex. Devine 
CJ Jr, et al. J Urol 1980’ Mari? 123(3):407-11 

Developmental anomalies associated with h 
Shima H, et al. J Urol 1979 Nov;122(5):619-21 

A case of anorexia nervosa with an associated urogenital 
malformation. Robertson MM, et al. Psychol Med 1979 
Nov;9(4):775-6 

Utricular configuration in hypospadias and intersex. Devine 
CJ Jr, et al. Trans Am Assoc Genitourin Surg 1979;71:154-8 


ENZYMOLOGY 


Further studies of testosterone 5 sy Ree ag \ eaereed 
. human fibroblasts [proceedings — 
J Endocrinol 1979 Oct;83(1):31P-32P 


ETIOLOGY 


[Contribution to the theory on the pathogenesis of 
hypospadias] Sztuba I, et al. Pediatr Pol 1980 Feb; 
55(2):189-95 (Eng. Abstr.) (Pol) 


FAMILIAL & GENETIC 


A gene for hypospadias in a = with presumed tetrasomy 
18p. Cété GB, et al. Am J Med Genet 1979;4(2):141-6 
Empiric recurrence risk factors in urinary tract 
malformations: hypospadias. Bauer SB, et al. 

Birth Defects 1979;15(5C): 171-80 

Pseudovaginal perineoscrotal be 
heterogeneity. Keenan BS. U: 
1(2):393-407 


enetic 
Am 1980 Jun; 


METABOLISM 


Reduction of androstenedione by skin in vitro and serum 
~—_ of gonadotrophins and androgens in men with 
wees 40 = Svensson J, et al. 3 Endocrinol 1979 Sep: 
82(3):39 


PHYSIOPATHOLOGY 
Micturition studies in hypospadiacs. Avellan L. 
Scand J Plast Reconstr Surg 1980;14(1):115-26 
PSYCHOLOGY 


= in relation to some clinical and psychosocial 
“prob wt in adulthood. Ki 


pikaia A, et al. 
Chir Plast (Prague) 1979;21(4):228-35 
SURGERY 


Reconstruction of the urethra and penis in Poe 
qccoumas to Horton-Devine. Brodsky MA. 
Ann Chir Gynaecol 1980;69(1):23-31 

H jas: a review. Wilkin P, et al. Can J Surg 1979 

}0V;22(6):532-7 (16 ref.) 

ypospadias. Duckett JW. Clin Plast Surg 1980 Apr; 
7(2):149-60 

= oo stage repair of hypospadias. Noonan JD, et al. 

Plast Surg 1980 Apr;7(2):161-8 

Clinical, hormonal and semiological data in adult men 
operated in childhood for hypospadias. Zubowska J, et al. 
Endokrynol Pol 1979 Nov-Dec;30(6):565-73 


1980 


“Novak ie oa Ear Url 19 1980; 2):126- 


onion surgery: X-shaped thats 

alkowski WS, et al. J Urol 1980 7 can ogee 

Treatment of h by a modified Cloutier two-stage 
ir. Davis al. Plast Reconstr Surg 1980 Aug: 


):271-8 
ias repair with subcutaneous suture and tissue 
adhesive for surface closure. Tsur H, et al. 
Plast Reconstr Surg 1979 Oct;64(4): 532-5 
Hypospadias repair with subcutaneous suture and tissue 
adhesive for surface closure [letter] van der Meulen JC. JC. 
Plast Reconstr Surg 1980 May;65(5):698 
Transverse preputial island technique for repair of severe 
h Duckett JW Jr. Urol Clin North Am 1980 
Panel ge the fh Iw J 
com; tions oO Nm 1980 1 repair. Duckett r, 
et al. Urol Clin North Am 1980 Jun;7(2):443-54 
Urethroplasty for h : long-term results. Glassman 
CN, et al. Urol Clin North ‘Am 1980 Jun;7(2):437-41 
Extended urethroplasty in h A description and 
evaluation of a tw tec! Se score RL os ak 
Urol Clin North Am 1980 Jun;7(2):431-6 
Observations upon techniques for reconstruction of the 
urethral meatus, the h ans deformity and the 
urethra. Turner-Warwick 
rol Clin North Am 1979 Oct;6(3): 643-55 
[Our experience in treating hypospadias] Iliev K, et al. 
(Sofiia) 1979;32(5):434-7 (Eng. Abstr.) (Bul) 
[Results of a follow-up study of corrected h jias] 
Bliimel J, et al. Med Welt 1980 Feb 1;31(5):185-6 (Ger) 
[Indications, technique and results in treatment of 
hypospadias (author’s transl)] Rall HE, et al. 
Urologe [A] 1979 Sep; 18(5):234-7 (Eng. Abstr.) (Ger) 
[Surgical treatment of hypospadias in children by a modified 
method] Makarov VI. Vestn Khir 1980 Feb; 12402): 132-5 
(Eng. Abstr.) (Rus) 
[Use er modified trocar epicystostomy in the surgical 
treatment of hypospadias in fh children] Makarov VI. 
Vestn Khir 1980 Apr;124(4):118-20 (Eng. Abstr.) (Rus) 
{Island flap: their application in the reparation of the operated 
h jas} Alberto L, et al. Actas Urol Esp 1980 
Mar-Apr;4(2):83-8 (Eng. Abstr.) (Spa) 


HYPOSTASIS, GENETIC see EPISTASIS, GENETIC 
HYPOTENSION 


Effect of hypotension on atherogenesis and aortic wall 
composition. Bomberger RA, et al. J Surg Res 1980 May; 
28(5):402-9 


BLOOD 


Effects of acute hypotension and hypertension on serum TSH 
concentrations in male rats. Mannisté PT, et al. 
Acta Physiol Scand 1979 Oct;107(2):105-7 

Endotoxin-induced hypotension and blood 
6-keto-prostaglandin F1 alpha. Bult H, et al. 
Adv Prostaglandin Res 1980;7:839-41 

Blood levels of 6-oxo-prostaglandin F 1 alpha durin 
endotoxin-induced hypotension in rabbits. Bult H, et 
Eur J Pharmacol 1980 Apr 11;63(1):47-56 

Increased levels of prostaglandin-like material in the canine 
blood during pled. x hypotension produced by hydralazine, 
dihydralazine and minoxidil. Haeusler G, et al. 
Naunyn Schmiedebergs Arch Pharmacol 1979 Dec; 
310(2):155-67 


The importance of serum osmotic changes in symptomatic 
ape eget during short hemodialysis. Shaldon S, et al. 
Proc Clin Dial Transplant Forum 1978 Nov 18-20;8:184-8 

[Kallikrein-kinin system indices (A = women with 
arterial hypotension] Emo EN. 

Vopr Okhr Materin Det 1979 Jul; SMC 49-51 (Eng. —) 
(Rus) 


, et 


levels of 


CEREBROSPINAL FLUID 


Effects of hypercapnia and arterial hypotension and 
hypertension on cerebrospinal fluid pulse pressure and 
intracranial volume-pressure relationships. Avezaat CJ, et 
al. J Neurol Neurosurg Psychiatry 1980 Mar;43(3):222-34 


CHEMICALLY INDUCED 


Profound hypotension following a ‘test dose’ of bretylium 
tosylate. Alfery DD, et al. Anesth Analg (Cleve) 1979 
Nov-Dec;58(6):516-8 

Hypotension with anesthesia in disulfiram-treated patients 

ter] Diaz JH, et al. Anesthesiology 1979 Oct;51(4):366-8 

Hazards of rapid administration of vancomycin. Newfield 
P, et al. Ann Intern Med 1979 Oct;91(4):581 

Isobutyl nitrite toxicity by ingestion. Wason S, et al. 

Ann Med 1980 May;92(5):637-8 

Modified Pe ee ee acid complex: 
induction of serum int , fever, and hypotension in 
rabbits. Gatmaitan BG, et al. 

Antimicrob Agents Chemother 1980 Jan;17(1):49-54 

Acute cardiovascular alterations induced by low doses of 
adriamycin, rubidazone, and daunorubicin in the 
anesthetized beagle dog. Herman EH, et al. 

Cancer Treat Rep 1979" ‘Nov-Dec; -63(11- 12):1771-9 

Nitroglycerin-induced bradycardia and hypotension in acute 
myocardial infarction. Ong EA, et al. Chest 1980 Feb; 





CUMULATED INDEX MEDICUS 


hypotension. Cottrell JE ct ak “<I Clia Pharmacol Ther 1980 
Jan;27(1):32-6 eae 

ge oy were migraine patients to ypotensive 
of bromocriptine. Fanciullacci M, et al. 


ypotension [letter] Kaplan RP. 
Acad Dermatol 1980 Apr;2(4):345 

Hypotensive stroke [letter] Vassilouthis J. Lancet 1980 Apr 
5;1(8171):767 

Severe hypotension during febrile episodes in = tients taking 

tihypertensives [letter] Page IH. N Engl J 1980 Apr 

10,302(15):865 

Tricyclic antidepressant overdose: clinical and cardiovascular 
features. Marshall JB, et al. Nebr Med J 1980 Apr; 
65(4):77-80 

Cardiovascular side effects of phenothiazines and | went 
antidepressants. A review with precautionary meas 
Lipscomb PA. Postgrad Med 1980 Mar;67(3):189-92, 195-6 

Immediate and delayed hypotensive effects of propranolol 
at rest and a Pickering TG, et al. 
Trans Assoc Am Physicians 1979;92: 277-85 

[Collapse during extracorporeal circulation. Role of ethylene 
oxide? (letter) Taboeuf R, R, et al. Anesth Analg (Paris) 1979 
May-Jun;36(5-6):261 (Fre) 

e-problems in controlled sodium nitroprusside 

hypotension in oto-rhino-laryngological ere ga gd s 
transl)] Csongrady a 4! al. Anaesthesist 9 Dec; 
28(12):564-71 (Eng. Al (Ger) 

[Circulatory dynamics wher | bhenltda of high doses of human 
hypotensive polypeptide fractions] Duck HJ, et al. 
Z Gesamte Inn Med 1979 Sep 15;34(18): 547.55 (Ger) 

[Evaluation of the risk of intravenous injection of histamine 
during intraoperative control of radical vagotomy] Dziki 
A, et al. Wiad Lek 1980 May 15;33(10):765-8 (Eng. > 


(Pol 

[Nature of the pronounced hypotensive effect of a peridural 

block in gallstones] Feofilov GL, et al. Vestn Khir 1979 
Sep;123(9):117-20 (Eng. Abstr.) 


COMPLICATIONS 


Hypovolemia and hypotension complicating management of 
acute cardiogenic pulmonary edema. Figueras J, et al. 
Am J Cardiol 1979 Dec;44(7):1349-55 

Perisulcal infarcts: lesions caused by hypotension during 
increased intracranial pressure. Janzer RC, et al. 

Ann Neurol 1979 Nov;6(5):399-404 

Effect of anesthetics on mortality and kidney lesions caused 
by hypotension. Peters JM, et al. 

Arch Int Pharmacodyn Ther 1979 Mar;238(1):134—-53 

Inhibition of platelet aggregation during hypovolemic 
hypotension by acetylsalicylic acid and artificial 
respiration. Welter HF, et al. Bibl Anat 1979;(18):104-7 

The hypotensive stroke. Mitchinson MJ. Lancet 1980 Feb 
2;1(8162):244-6 

Myocardial lesions in hemorrhagic hypotension. Varga T, 
et al. Z Rechtsmed 1980 Jan;84(2):99-112 

[Thrombosis of both carotid arteries, arterial h 
cancer of the pancreas] Jans B, et al. Brux 
59(10):440-66 

[Hypotension =. = ir 
age 's oy 
Wien Mi 


Abstr.) 


tension and 
led 1979 Oct; 


(Fre) 
delivery 





)] Grinberger W 
1980 Mar. 31; 130(6): 210-3 ens. 


DIAGNOSIS 


Pacemaker syndrome [letter] Erbel R. Am J Cardiol 1979 
Oct;44(4):771-2 


DIET THERAPY 


[A case of hypotension relieved by education of correct 
dietary habits (author’s transl)] Nakamura K, et al. 
Nippon Naika Gakkai Zasshi 1979 Nov;68(11):1449-55 

(Jpn) 
DRUG THERAPY 


Cardiovascular complications of sso ong en 
= [letter] Ahmad S. Ann Emerg M 80 May; 
9(5):28 

Renal effects of dopamine during prolonged b apes apes 
hypotension in the dog. Neilberger RE, et al 
Cire Shock 1980;7(2):129-38 

Clinical experience of a new inotropic > emanating 
hypotension and heart failure. Reiz S, e 
Clin Cardiol 1980 Apr;3(2):96-105 

Maternal hypotension: fetal outcome in treated and untreated 
Pre aaa W, et al. Gynecol Obstet Invest 1979; 

Multiple extremity amputations in hypotensive patients 
treated with dopamine. Golbranson FL, et al. JAMA 1980 
Mar 21;243(11):1145-6 

Vasodilator correction of hypotension in the postoperative 
period. Kim YD, et al. South Med J 1979 Nov; 
72(11):1501-2 

treatment of hypotension due to acute a 
spinal cord compression injury. Dolan EJ, et al 


Surg Neurol 1980 May;13(5):380-4 
it of autonomic disorders in amyloidosis] Suzuki 
T. Rinsho 1979 Sep 10;37(9): 3259-65 (33 ref.) 
(Jpn) 
ENZYMOLOGY 


Serum glutamic pyruvic transaminase elevation one 
severe hypotension — halothane anesthesia ii 
Eng DY, et al. Proc W ext Pharmacol Soc 1980;23.395¢7 
Some notes on the ad ne of the hypotensive activity of 


urokinase. Caprino L, et al. Thromb Haemost 1979 Aug 
31;42(2):820-1 


ETIOLOGY 


Bradykinin, plasma protein fraction, and hypotension. Ellison 
N, et al. Ann Thorac Surg 1980 Jan;2%1):15-9 
Carotid sinus syncope induced by malignant tumors in the 
neck. Emergence of vasodepressor manifestations following 
er therapy. Patel AK, et al. Arch Intern Med 1979 
jov;139(11):1281-4 
Effect of priming volume on serum catecholamines during 
cardiopulmonary bypass. Balasaraswathi K, et al. 
Can Anaesth Soc J 1980 Mar;27(2):135-9 
Role of peripheral vasodilation in the hypotensive response 
to left ventriculography in anesthetized dogs. Shaw DD, 
et al. Cire Res 1980 Feb;46(2):276-82 
chronic renal failure in a 
, et al. Clin Chem 1979 Nov; 


A fall of plasma osmolality created at dialyzer and its possible 
effect on circulating blood volume. Aizawa Y, et al. 
Clin Nephrol 1979 ;12(6):269-72 

Hemodialysis induced hypotension [letter] Hamp! H. 

Int J Artif ——_ 1979 Jan;2(1):43-4 
ee yy oy ypotension during hemodialysis. Henderson 
Kidney Int 1980 May; 1763): 571-6 (53 ref.) 

Cerebrospinal fluid hypotension secondary to traumatic 
rupture of lumbosacral meninges. Deans W, et al. 
Surg Neurol 1979 Sep;12(3):223-6 

Intradialytic hypotension - role of osmolar changes and 
acetate influx. Raja R, et al. 

Trans Am Soc Artif Intern Organs 1979;25:419-21 

[A clinical examination into the connection between neurotic 
decom tion and arterial hypotonia (author’s trans!)] 
Willi J, et al. Nervenarzt 1979 Jul;50(7):442-7 (Ger) 


[Normal ‘arterial hypotension during sleep] 
Schneider-Helmert D, et al. Schweiz Med Wochenschr 1980 
Apr 12;110(15):563-70 (Ger) 

[The significance of hypotension developing during effort 
test (author’s transl)} Griffo R, et al. G Ital Cardiol 1980; 
10(2):173-83 (Eng. Abstr.) (Ita) 

[Bulbar hypertension in eye surgery] Rossaro §, et al. 
Minerva Med 1979 Nov 10.70(49): 3369-74 Eas ory 


(Correlation between noise 
neurovascular diseases amon 
al. Gig Tr Prof Zabol 1979 


level, hearing loss, vr} 
workers] Suvorov GA, et 

ul;(7):18-22 (Eng. Abstr.) 
(Rus) 


FAMILIAL & GENETIC 


Analbuminemia (a quantitative albumin variant). Dammacco 
F, et al. Ric Clin Lab 1979 Jan-Mar;9(1):5-12 


METABOLISM 


Measurement of brain oxygen tension under conditions of 
fixed retraction and sodium nitroprusside induced 
hypotension using ‘ polarographic method. Lye RH, et 
al. Acta Neurochir Suppl] (Wien) 1979;28(2):561-4 

Redox transitions in Am ahs of cat cerebral cortex with 
seizures and hemorrhagic hypotension. Hempel FG, et al. 
Am J Physiol 1980 Feb;238(2):H249-56 

Effect of pentobarbital and urethane on the oxygen tension 
in the ny of hypotensive rats. Van der Meer C, et al. 
Arch Int Pharmacodyn Ther 1979 Mar;238(1):154-64 

The participation of high molecular weight kininogen in 
hypotensive shock and intravascular coagulation. Cochrane 
CG, et al. Immunol Imm 1980 Mar; 
15(3):367-74 

The kallikrein-kinin system and its role in the hypotensive 
shock syndrome of animals infected with the 
Lane oomygaa parasites Babesia Plasmodium and 

Trypanosoma. Wright IG. Pharmacol 1979; 
10(4):319-25 (55 ref.) 

Effects of hypoxia and hypotension on oxygen delivery in 
the brain. Proctor HJ, et al. J Trauma 1979 Sep;19(9):682-5 

Com nm of cerebral NADH and cytochrome aa3 redox 
shifts during anoxia or hemorrhagic hypotension. Hempel 
FG, et al. Life Sci 1979 Sep 24;25(13):1145-51 

Changes in brain metabolites during the first 60 seconds of 
ischemia: adenosine production during hypotension. Winn 
HR, et al. Trans Am Neurol Assoc 1978;103:59-61 

[Role of arachidonic acid binding to plasma proteins in = 
regulation of the synthesis of its derivatives] Deby C, e 
al. Bull Mem Acad R Med Belg 1979 Jul 14; 134(7):315- 9 
(Eng. Abstr.) (Fre) 

[The effect of sympathectomy on the cochlear oxygen 
eas Ag (pO2) under mana A ~~ 

meer (author's transl)] Maass 
1 Rhinol 


Otol (Stuttg) 1979 Avg'S8(8): 665-70 (Eng. 
Abstr.) (Ger) 


HYPOTENSION, 


{Influence of anesthetic agents on myocardial oxygen supply 
and demand during h (author's 
transl)} Kaneko T, et al. Masui 1 Mar;29(3):203-11 
(Eng. Abstr.) (Jpn) 


PATHOLOGY 


Hypotensive brain stem —_ or cardiac arrest 
encephalopathy? Janzer RC, et 
Acta Neuropathol (Berl) 19805 53-6 
[Functional morphology of the 
hypothalamo-neurohypoph system and 
juxtaglomerular apparatus in acute vascular insufficiency] 
Khmel'nitskii OK, et al. Biull Eksp Biol Med 1979 Oct; 
88(10):494-7 (Eng. Abstr.) 


PHYSIOPATHOLOGY 


Intramural blood flows and flow distribution in the feline 
small intestine during arterial hypotension. ito J, et 
al. Acta Physiol Scand 1979 Jul;106(3):335-42 

Postural hypotension in old age: is it a disorder of the nervous 
system or of blood vessels? MacLennan WJ, et al. 

Age Ageing 1980 Feb;9(1):25-32 

Reversal of exertional hypotension after coronary b 
grafting. Li WI, et al. Am J Cardiol 1979 Oct;44(4): 6Or-l1 11 

og oxygen tension and cerebral cortical blood 

iow during hemorr' and drug-induced hypotension 
in the cat. Maekawa T, et al. Anesthesiology 1979 Oct; 
51(4):313-20 

Effect of hemorrhagic hypotension and hypoventilation on 
lower esophageal sphincter pressure. LiCalzi LK, et al. 
Ann Surg 1980 ul 192(1):53-7 

Effect of haemorrhagic hypotension on the circulation of 
rats with Guérin carcinoma. Debreczeni LA, et al. 

Cire Shock 1979;6(4):375-84 

Evidence against a reflex vasodilation in hemorrhagic 
hypotension. Bond RF, et al. Experientia 1980 Jan 15; 
36(1):80-1 

Nature of the central serotonin receptors mediating 
hypotension. Nava-Félix P, et al. 

J Cardiovasc Pharmacol 1979 Jul-Aug;1(4):461-6 

Correlation between skeletal — free fatty acid extraction 
and vascular decompensai during hemorrhagic 

hypotension. Bond RF, et cal | Lipids 1979 Oct; 14(10):842-7 

[Role of platelets in arterial wagered Lemay A oy 


arachidonic acid and in 
rat] Damas J, et al. C R Soc Biol (Paris) 197 1979.17 34):843-8 
(Eng. Abstr.) (Fre) 
[So-called central hypotension a children. Results of the 
examination of monos' H-reflexes] Lehovsky M, et 
al. Paediatr Grenzgeb 1979;18(2):107-10 (Eng. wea 
) 


[Glucagon and renal function = arterial hypotension 
o—— study)] 


Gerardi AU, et al. 
Minerva Anestesiol 1979 SepntSeoy: 649.53 (Eng. me 


[Blood coagulation changes in hypo- and saiuhiies 
neurocirculatory dystonia under the influence of 
load] Pochechueva GA, et al. Kardiologiia 1980; 
(Eng. Abstr.) 


PREVENTION & CONTROL 


Hemodynamic and cardiometabolic effects of infrarenal 
aortic and common iliac artery declamping in man--an 
approach to optimal volume loading. Reiz S, et al. 

Acta Anaesthesiol Scand 1979 Dec:23(6): 579-86 

Ventriculocisternal administration of naloxone protects 
against severe hypotension during endotoxin shock. Janssen 
HF, et al. Brain Res 1980 Aug 4;194(2):608-12 

Inhibition of the hypotensive effect of plasma protein 
solutions by Cl esterase inhibitor. van der Starre P, et al. 
J Thorac Cardiovasc Surg 1980 May;79(5):738-40 

[Medical support in surgery for pheochromocytoma] 
Schmucki O. Helv Chir Acta 1979 Aug;46(3):287-90 ox 
Abstr.) 


[Psychological prevention of fatigue and functional aerneee 
of the cardiovascular system in — by means of autogenic 
training) Gurov AN. Kosm Aviakosm Med 1979 
Sep-Oct; 13(5):77-8 (Rus) 

THERAPY 

Technical and pharmacologic management 
hypotension during i 
Moreno NN, et al. J 
80(2):182-6 


VETERINARY 


Indirect measurement of mean blood pressure in the 
normotensive and hypotensive horse. Latshaw H, et al. 
Equine Vet J 1979 Jul;11(3):191-4 


HYPOTENSION, CONTROLLED 


Sodium nitroprusside as a hypotensive agent in intracranial 
aneurysm surgery. Rudehill A, et al. 
Acta Anaesthesiol Scand 1979 Oct;23(5):404-10 

Nitroprusside and the duration of tubocurarine and 
pancuronium. Graham CW, et al. Anaesthesis 1979 
Nov-Dec;34(10):1005-9 

Blood pressure, not cardiac output, determines blood loss 
during induced hypotension. Sivarajan M, et al. 


sical 
67-71 
(Rus) 


of distal 
of coarctation of the aorta. 
Cardiovasc Surg 1980 Aug; 


8493 





HYPOTENSION, 


Anesth Analg (Cleve) 1980 Mar;59(3):203-6 

Brain-surface oxygen tension and cerebral cortical blood 
flow during hemorr! and drug-induced hypotension 
in the cat. Maekawa T, et al. Anesthesiology 1979 Oct; 
51(4):313-20 

Controlled hy and moderate haemodilution in 
major 4 surgery. Eerola R, et al. Ann Chir Gynaecol 1979; 
68(3):109- 

Metabolic effects of induced hypotension with trimetaphan 
and sodium nitroprusside. Wildsmith JA, et al. 
Br J Anaesth 1979 Sep;51(9):875-9 

Use of labetalol during halothane anaesthesia. Cope DH. 
Br J Clin 1979;8(Suppl 2):223S-227S 

Use of labetalol during hypotensive anaesthesia and in the 
management of phaeochromocytoma. Kaufman L 
Br J Clin Pharmacol 1979;8(Supp! 2):229S-232S 

The combined effect of hyperventilation and hypotension 
on cerebral oxygenation in anaesthetized dogs. Levin RM, 
et al. Can Anaesth Soc J 1980 May;27(3):264-53 

Deliberate hypotension in ENT surgery. 
Clin Otolaryngol 1979 Aug;4(4):241-6 

Deliberate hypotension in head and neck surgery. Ward CF, 
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lateralis of the nucleus lateralis tuberis in Gambusia 
(Teleosta poeciliidae)] Kah O, et al. 
yh “i Sci [D] (Paris) 1979 a 19;289(13):951-3 _~ 
Abstr. 

[Ultrastructural studies on nerve terminals in aaN.. 
and lateral hypothalamic nuclei in cats (author’s transl)] 
Ikari K. Fukuoka Igaku Zasshi 1980 Apr;71(4):167-80 (Eng. 
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Diving and h ia [letter] Lloyd EL. Br Med J 1979 
Sep. 15;2(6191):668 

Neonatal hypothermia in a developing country. El-Radhi 
AS, et al. Clin Pediatr (Phila) 1980 Jun;19(6):401-4 

Induction of hypothermia in mice by semi-artificial cells 
containing indolyl- Sig 4 i sy re ger Schmer G, 

et al. Trans Am Soc Artif Intern Organs 1979;25:39-44 


METABOLISM 


Prematurity in the rat. Il. Effect of hypothermia. Cuezva 
JM, et al. Biol Neonate 1980;37(3-4):218-23 

Hypothermia induced in mice by enzyme-mediated depletion 
of serotonin. Roberts J, et al. Experientia 1980 Jul 15; 
36(7):854-6 

Accidental hypothermia: the body’s energy crisis. Besdine 
RW. Geriatrics 1979 Dec;34/12):51-9 

Histological and histochemical changes in the adrenal cortex 
of epiphysectomized rats due to d hypothermia. 
Deveéerski V. Prog Brain Res 1979;52:387-9 

[Acute experimental hypothermia and glycoregulation in the 
rat] Reach G, et al. Journ Annu Diabetol Hotel Dieu 1979; 
2175-82 (Fre) 

[Effect of hypothermia on the ammonia-gl i 1 
acid system in ground squirrels after hibernation} 
Emirbekov EZ, et al. Ukr Biokhim Zh 1979 Nov-Dec; 
51(6):684-6 (Eng. Abstr.) (Rus) 


MORTALITY 


Action needed to prevent deaths from hypothermia in the 
elderly [news] JAMA 1980 Feb 1;243(5):407-8 


PATHOLOGY 


‘Paradoxical undressing’ in fatal hypothermia. Wedin B, et 
al. J Forensic Sci 1979 Jul;24(3):543-53 

[Muscle hemorrhages in the body core: a sign of a vital 
reaction in death from hypothermia?] Dirnhofer R, et al. 
Beitr Gerichtl Med 1979;37:159-66 (Eng. Abstr.) (Ger) 

[Studies on medico-legal diagnosis in cold district. 3. 
Autopsy findings of the victims of cold exposure (author’s 
transl)}] Suzutani T, et al. Hokkaido Igaku Zasshi 1979 Jul; 
54(4):335-9 (Eng. Abstr.) (Jpn) 


PHYSIOPATHOLOGY 


Accidental hypothermia dangerous for elderly [news] 
Am Fam Physician 1980 Jan;21(1):208-10 

Hypothermia and unawareness of mental impairment [letter] 
Hamilton SJ. Br Med J 1980 Feb 23;280(6213):565 

Left atrial type B receptor response during hypothermia in 
dogs. Fahim M. Clin Exp Pharmacol Physiol 1979 
Nov-Dec;6(6):591-8 

Haloperidol produces hypothermic effects in rats. Lin MT, 
et al. Experientia 1979 Nov 15;35(11):1469-70 

Decreased adrenal responsiveness in hypothermic patients. 
Pee JV, et al. J Clin Endocrinol Metab 1980 Jan; 
50(1):93-7 

eae dissociation [letter] Welch B. JACEP 1979 
Jan;8(1):48 

Bombesin acts in preoptic area to produce hypothermia in 
rats. Pittman QJ, et al. Life Sci 1980 Mar 3;26(9):725-30 

[Accidental hypothermia (author’s transl)] Guérisse P, et al. 
Rev Med Brux 1980 Jan;1(1):17-22 (Eng. Abstr.) (Fre) 

[J-wave in a patient with subarachnoid hemorrhage and 
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25(2):188-9 

Harlequin foetus. Mufa MS, et al. Indian Pediatr 1979 Jun; 
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—. Rud syndrome?] Giovannini M, et al 

Minerva Pediatr 1979 Dec 31;31(24):1775-9 (Eng. art 
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35(7):681-2 

Education and fertility: implications for the roles women 
occupy. Rindfuss RR, et al. Am Sociol Rev 1980 Jun; 
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9(1):13-26 

Sex role identity and attitudes toward sexuality. Walfish S, 
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self-moni of play behavior. Rekers GA, et al. 
J Abnorm Psychol 1979 Dec;7(4): > ape 
The relationship between oe 
SS receptions of the allied healt y. 
h MC, et al. J Allied Health 1980 May.92): 102-11 
 * fan ychotherapists treat and boys differently? 
, et al. J Am Acad Psychiatry 1980 Spring; 
cae 270-80 
The identity of the psychoanalyst [editorial] Drellich MG. 
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in adult seronegative rheumatoid i 
et al. Ann Rheum Dis 1980 Feb;39(1):64-7 

HLA antigens and rheumatoid arthritis. Association between 
HLA-DRw4 itivity and IgM rheumatoid factor 
production. loug JH, et al. Arthritis Rheum 1980 Mar; 
23): 309-13 


A sensitive radioimmunoassay for quantitation of IgM 
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Jan;39(1):222-32 
MICC cytotoxic effector function of human T lymphocyte 
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J Cell Biol 1979 Nov;83(2 Pt 1):284-99 

Acquisition of cell surface IgD after in vitro culture of 
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children] Dick W, et al. ZFA (Stuttgart) 1979 Nov 30; 
55(33):1906-10 (23 ref.) (Ger) 
Tleocecocolic inflammatory tumors] Dolinescu C, et al. 
Rev Chir Soc Med Nat Iasi 1979 Oct-Dec; 
83(4):615-21 (Eng. Abstr.) (Rum) 

[Role of phonoenterography in the diagnosis of acute 
intestinal obstruction] Shekhvatov LD. 
Khirurgiia (Mosk) 1980 Jul;(7):37-41 (Eng. Abstr.) (Rus) 


DRUG THERAPY 


[Somatostatin in small intestine fistulas] Hild P, et al. 
Chirurg 1980 Mar;51(3):155-7 (Eng. Abstr.) 


ETIOLOGY 


Enterolithiasis associated with ileal perforation in Crohn's 
disease. Zeit RM. Am J Gastroenterol 1979 Dec;72(6):662-4 

Tleovaginal fistula following cryosurgery for vaginal 
dysplasia. Dini MM, et al. Am J Obstet Gynecol 1980 Mar 
1;136(5):692-3 

Peritoneal encapsulation in childhood. Case _ report, 
embryologic analysis, and review of literature. Sayfan J, 
et al. Am J Surg 1979 Nov;138(5):725-7 

Intussusception due to inflammatory fibroid polyps of the 
ileum: a report of 12 cases from Africa. Nkanza NK, et 
al. Br J Surg 1980 Apr;67(4):271-4 

Crohn’s disease with spontaneous 
cutaneous-urachovesicoenteric fistula. Davidson ED. 
Dig Dis Sci 1980 Jun;25(6):460-3 

Prolonged ileus following gastroscopy--a case report. 
Hillman LC, et al. Endoscopy 1980 Mar;12(2):94-6 

Intractable diarrhea of infancy due to intestinal coccidiosis. 
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carcinoma, and pheocromocytoma: cause of colon 
diverticula in children. Lucaya J, et al. AJR 1979 Dec; 
133(6):1186-7 

Endometriosis of Meckel’s diverticulum associated with 
—s obstruction--a case report. Honoré LH. 

Am J Proctol 1980 Feb;31(2):11-2 

Tumor-associated nephrogenic diabetes insipidus. Feibusch 
J, et al. Ann Intern Med 1980 Jun;92(6):797-8 

Bleeding carcinoid tumours. Jena GP, et al. 

Br J Clin Pract 1980 Jan;34(1):29 

Intussusception due to inflammatory fibroid polyps of e 
ileum: a report of 12 cases from Africa. Nkanza NK, 
al. Br J Surg 1980 —e 

Giant cell carcinoma of the liver: occurrence in a patient 
with ileal carcinoid, medullary breast carcinoma and 
Ru ulmonary ‘oshe Stolinsky DC, et al. CA 1979 

ov-Dec;29%(6): 

Mesenteric occlusive lesion and ileal carcinoids. Warner TF, 
et al. Cancer 1979 Aug;44(2):758-62 (28 ref.) 

Adenocarcinoma of an ileostomy in a patient with ulcerative 
colitis. Johnson WR, et al. Dis Colon 1980 Jul-Aug; 
23(5):351-2 

Neurogenic tumor of small intestine, report of a case with 
review of literature. Juan IK, et al. Gastroenterol Jpn 1980 
Apr;15(2):112-9 

Bleeding Meckel’s diverticulum with perforated pepticulcer 
in an infant--a case report with a brief review of literature 
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ted acute cholecystitis. Weissmann HS, et al. 
1980 May;135(2):449-54 
Evaluation of biliary tract disorders with 
technetium-99m-HIDA cholescintigraphy. Freeman LM, 
et al. Tex Med 1979 Dec;75(12):39-44 
[Animal experiments with 99mTc-diethyl-HIDA in acute 
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reactions in dogs. Korczynski R, et al. 
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treatment of depressive states. Elwan O. J Int Med Res 
1980;8(1):7-17 
Investigations on electrolyte and water contents in plasma 
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Immuno-enzymatic assay for the detection of Schistosoma 
mansoni antigens in serum of mice harbouring bisexual or 
unisexual light worm infections. Ferreira AW, et al. 
J Helminthol 1979 Sep;53(3):189-94 
The serodiagnosis of human hydatid a > 2. Additional 
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microscopy. Vandesande F. J Neurosci Methods 1979 Mar; 
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Indirect enzyme-linked immunosorbent assay for the 
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AM, et al. Lancet 1980 Feb 9;1(8163):319-20 

Distinction between endocervical and endometrial 
adenocarcinoma with immunoperoxidase staining of 
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phosphatase in prostate cancer (SPIF). Wajsman Z, et al. 
Surg Forum 1979;30:568-9 

Detection of the K99 antigen of Escherichia coli in calf faeces 
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Enzyme-linked immunosorbent assay for the diagnosis of 
African swine fever. Hamdy FM, et al. Vet Rec 1979 Nov 
10; 105(19):445-6 
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in the micro ELISA test for Babesia divergens. Young ER, 
et al. Vet Rec 1980 Jan 19;106(3):60-1 

Enzyme-linked immunosorbent assay (ELISA): a practical 
tool for rapid diagnosis of viruses and other infectious 
agents. Yolken RH. Yale J Biol Med 1980 Jan-Feb; 
53(1):85-92 
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[Enzyme-linked assay for detection of hepatitis B virus 
surface antigen (author’s transl)] Hu HT, et al. 
Chin 


J Microbiol 1979 Dec;12(4):162-3 (Chi) 


[Enzymoimmunological determination of thyroxine in blood 
serum (author’s transl)] Nedvidkova J, et al. 
Cas Lek Cesk 1980 Mar;119(12-13):373-5 (Eng. a 


(Cze) 
[ELISA] van Loon A, et al. Ned Tijdschr Geneeskd 1979 
Sep 15;123(37):1607-9 (Dut) 
[Principles and applications of the EMIT system (letter)] 
Dellamonica C. Ann Bio! Clin (Paris) 1979;37(4): eo ; 
{I flu 6 and soar gen am af 
Boorsma DM, et al. Ann Dermatol I Venereol 1979 Oct; 
106(10):817-8 ( 
[Micromethod for rabies antibody detection by 
immunoenzymatic assay with + Ihylococcus protein A 
(author’s transl)] Atanasiu P, e 
Ann Microbiol (Paris) 1979 FFeb-Mar. ;130(2):257-68 —~ 
Abstr.) 


[Comparative study of immunoenzyme technics, ELISA and 
on formed antigens, in the “meee ic diagnosis of 
African trypanosomiasis] Poupin F, e' 

Bull Soc Pathol Exot Filiales 1978 Nov-Dec; ;71(6):430-40 
(Eng. Abstr.) (Fre) 

[Comparative value of ELISA technique and 
immunofluorescence for the detection in 2 foci of human 
African trypanosomiasis] Mangenot M, et 
Med Trop (Mars) 1979 Sep-Oct: 39(5): S370 (Eng. dees: =} 


[Evaluation of two methods for nt HBS alten a 
serum (author’s transl)] Martine J 
Med Trop (Mars) 1979 Nov-Dec;39(6):657-8 (Eng. Aber.) 





[Immunoenzymatic diagnosis (ELISA) of human African 
trypanosomiasis. (A comparative study of several antigens) 
(author’s transl)] Roffi C, et al. Med Trop (Mars) 1979 
Nov-Dec;39(6):637-41 (Eng. Abstr.) (Fre) 
[The application of image analysis in immunoenzyme 

histology (author’s traneh Peschke P, et al. 
Microsc Acta [Suppl] 1980;Suppl 4:66-72 (Eng. gs 
(Ger) 


[The ELISA-test in the immunological diagnosis of deep 
mycoses (detection of antibodies and/or circulating 
antigens)] Desgeorges PT, et al. Mykosen 1980 Apr; 
23(4):188-200 (Eng. Abstr.) (Ger) 

[Purification of commercial horseradish peroxidase for the 
use in enzyme immunoassay] Porstmann B, et al. 

Z Med Lab Diagn 1979 Apr;20(2):87-95 (Eng. cg 
(Ger) 


[Rotavirus detection in the feces: experiences with the 
enzyme-linked immunosorbent assay (ELISA)] Bachmann 
PA. Zentralbl V: [B] 1979 Dec;26(10):835-42 
(Eng. Abstr.) (Ger) 

[Serological diagnosis of hydatid disease with indirect 
immunoperoxidase and immunofluorescence methods 
(author’s transl)] Vullo V, et al. Ann Sclavo 1979 Jan-Feb; 
21(1):83-7 (Eng. Abstr.) (Ita) 

[Comparison of the radioimmunological and 
immunoenzymatic methods in detection of HBsAg] Nocera 
A, et al. Boll Soc Ital Biol Sper 1979 Nov 30;55(22):2337-40 
(Eng. Abstr.) (Ita) 

[Immunoperoxidase and indirect immunofluorescence tests 
in the diagnosis of amebiasis] Vullo V, et al. 

Ric Clin Lab 1979;9(2 Suppl):81-4 (Ita) 

{Measurement of serum insulin by enzyme immunoassay. 
Effect of serum concentration on EIA (author’s transl)] 
Ozaki S, et al. Horumon To Rinsho 1979 Sep;27(9):1073-8 

(Jpn) 

[Lectin binding sites of the human pituitary adenoma cells 
as revealed by the (ferritin- and horseradish 
peroxidase-labeled techniques (author’s transl)] Hori T, et 

Neurol Med Chir (Tokyo) 1979 Dec;19(12):1183-95 
(Eng. Abstr.) (Jpn) 

[Immunohistochemical observations of the pituitary 
adenomas with the use of enzyme-labelled antibody 
method--on the residual pituitary gland and ‘capsule’ of 
the adenoma (author’s transl)] Teramoto A, et al. 

Neurol Med Chir (Tokyo) 1979 Sep;19(9):895-902 (Eng. 
Abstr.) (Jpn) 

[A study on an electron-immunoperoxidase method (author’s 
transl] Uraoka Y. Nippon Jinzo Gakkai Shi 1979 Nov; 
21(11):1219-30 (Eng. Abstr.) (Jpn) 

[Study on enzyme immunoassays for the measurement of 
thyroglobulin and anti-thyroglobulin autoantibody in 
human serum (author’s transl)] Ohtaki S, et al. 
Nippon Naibunpi Gakkai Zasshi 1979 
55(12):1558-69 (Eng. Abstr.) (Jpn) 

[EIA (enzyme immunoassay)] Mukojima T. 

Ni Rinsho 1979 Jun 29;Suppl:1480-3 (Jpn) 

[Methods for determination of anticonvulsants in serum. The 
comparison of enzyme-immunoassay with 
high-performance liquid chromatography (author’s transl)] 
Kanazawa T, et al. Rinsho Byori 1980;28(5):492-8 (Jpn) 

{Enzyme immunoassay] Miyai K. Rinsho Byori 1980 Jan; 
28(Spec No):21-30 (Jp n) 

[Evaluation of several EIA kits for clinical use oda 
transl)] —_—— T, et al. Rinsho Byori 1980 Apr; 
28(4):323-6 (Jpn) 

[Application of enzyme histochemistry and 
immunohistochemistry to cytologic diagnosis (author’s 
transl)]} Osamura RY, et al. Rinsho Byori 1980 Jan; 


Dec 20; 
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28(1):50-4 (Jpn) 
[Glomerular immunopathology: comparative study with 
immunofluorescence and vot fend tae (author’s 
transl)] Vieira LM, et al. Rev Bras ui Med Biol 1979 
Dec;12(6):377-81 (Eng. Abstr.) (Por) 
[ELISA, a new immunodiagnostic test] Luca 
Rev Med Chir Soc Med Nat Iasi 1979 Jan-Mar; ¥63(1): 147-8; 
152 (Eng. Abstr.) (Rum) 
[Indirect immunoelectron microscopic method of localization 
of albumin in mouse hepatocytes] Baranov VN, et al. 
Biull Eksp Biol Med 1979 Oct;88(10):482-5 (Eng. — 
us) 


[Enzyme-labeled antibody reaction for determining 
antibodies to the hepatitis B surface antigen] Burley VA, 
et al. Lab Delo 1980;(6):360-2 (Eng. Abstr.) (Rus) 

[Preparation of peroxidase-antiperoxidase complex for 
immunomorphological studies] Rukosuev VS. Lab Delo 
1979;(6):336-7 (Eng. Abstr.) (Rus) 

[Immunoenzymatic detection of Newcastle diseases virus 
antigen] Reutova EG, et al. Veterinariia 1979 a” 27-9 

(Rus) 

[Detection of tetanus antitoxin by using the enzyme-labeled 
antibody — Bocharova NG, et al. 

Zh Mikrobiol Epidemiol ata Te 1979 Aug;(8): os 50 
us) 


[Comparative study of modifications in the 
immunoperoxidase and immunofluorescent methods of 
detecting human tissue immunoglobulins] Zakharova NA, 
et al. Zh Mikrobiol Immunobiol 1979 Aug; 
(8):54-8 (Eng. Abstr.) (Rus) 


INSTRUMENTATION 


Some characteristics of a new multiple-channel photometer 
for through-the-plate reading of microplates to be used 
in enzyme-linked immunosorbent assay. Ruitenberg EJ, et 

. J Clin Microbiol 1980 Feb;11(2):132-4 

Automation of enzyme-linked immunosorbent assay 
(ELISA). Carlier Y, et al. J Immunol Methods 1979; 
31(3-4):237-46 

The construction of a closed-chambered incubator for use 
in such techniques as enzyme and immunoperoxidase 
histochemistry. Nusbickel ER. J Microsc 1980 Apr; 
118(4):447-51 

[Cost-effective ELISA reader combined with the TI59 
programmable calculator for Texas Instruments] Fey H, 
et al. Schweiz Arch Tierheilkd 1979 Aug;121(8):387-94 
(Eng. Abstr.) (Ger) 


METHODS 


Enzyme-linked immunosorbent assay for the 
anti-human globulin test. Osborne WR, et al 
Acta Haematol (Basel) 1980;63(3):124-7 

ELISA for herpes simplex virus (HSV) _ type-specific 
antibodies in human sera using HSV type 1 and type 2 
polyspecific antigens blocked with type-heterologous 
rabbit antibodies. Vestergaard BF, et al. 

Acta Pathol Microbiol Scand [B] 1979 Aug;87(4):261-3 

Rapid centrifugal analyzer enzyme immunoassays for 
—— phenobarbital, and primidone. Lacher DA, et 
al. J Clin Pathol 1980 Aug;74(2):205-8 

Applicability of different antigen preparations in the 
enzyme-linked immunosorbent assay for schistosomiasis 
mansoni. Deelder AM, et al. Am J Trop Med Hyg 1980 
May;29(3):401-10 

Enzyme-linked immunoassay (ELISA) for connective tissue 
components. Rennard SI, et al. Anal Biochem 1980 May 
1;104(1):205-14 

A method for controlled coupling of amino compounds to 
enzymes: a homogeneous enzyme immunoassay for 
gentamicin. Singh P, et al. Anal Biochem 1980 May 1; 
104(1):51-8 

Adaptation of the enzyme-multiplied immunoassay for 
methotrexate to the centrifugal analyzer. Finley PR, et al. 
Clin Chem 1980 Feb;26(2):341-3 

Enzyme-linked immunosorbent assay for group B 
streptococcal antibodies. Rote NS, et al. Infect Immun 1980 
Jan;27(1):118-23 

Detection of IgG antibodies specific for measles virus by 
enzyme-linked immunosorbent assay (ELISA). Kahane S, 
et al. Intervirology 1979;12(1):39-46 

Enzyme-linked immunosorbent assay for detection of 
antibodies to mumps virus. Engel S, et al. 

Isr J Med Sci 1980 Jun;16(6):461-4 

Indirect sandwich enzyme-linked immunosorbent assay for 
rapid detection of Haemophilus influenzae type b infection. 
Drow DL, et al. J Clin Microbiol 1979 Oct;10(4):442-50 

Factors involved in enzyme-linked immunoassay of viruses 
and evaluation of the method for identification of 
enteroviruses. Herrmann JE, et al. J Clin Microbiol 1979 
Aug; 10(2):210-7 

Enzyme-linked protein A: an enzyme-linked immunosorbent 
assay reagent for detection of human immunoglobulin G 
and virus-specific antibody. Madore HP, et al. 

J Clin Microbiol 1979 Oct;10(4):529-32 

Enzyme immunoassay for measuring lipoprotein lipase 
activator in milk. Anderson M. J Dairy Sci 1979 Sep; 
62(9):1380-3 

A solid-phase enzyme linked immunosorbent assay for the 
detection of African swine fever virus antigen and 
antibody. Wardley RC, et al. J Hyg (Lond) 1979 Oct; 
83(2):363-9 
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Quantitative determination of rheumatoid factor by an 
enzyme-labeled immunoassay. Karsh J, et al. 
J Immunol Methods 1980.32(2): 115-26 

An immunoenzyme assay for quantitation of human IgG 
antibodies to honeybee venom phospholipase A2. Tracy 
RP, et al. J Immunol Methods 1980;32(2):185-93 

Sensitivity and specificity of enzyme immunoassay for 
serodiagnosis of influenza A virus infections. Hammond 
GW, et al. J Infect Dis 1980 May;141(5):644-51 

Enzyme-linked immunosorbent assay of antibodies in human 
sera to streptococcal DNase B. Gerber MA, et al 
J Lab Clin Med 1980 Feb;95(2):258-65 

A new principle for the detection of specific IgM antibodies 
applied in an ELISA for hepatitis A. Duermeyer W, et 
al. J Med Virol 1979;4(1):25-32 

Enzyme linked immunosorbent assay (ELISA) for detection 
of Clostridium botulinum type B toxin. Kozaki S, et al. 
Jpn J Med Sci Biol 1979 Aug;32(4):199-205 

Enzyme immunoassay of pancreatic oncofetal antigen as - 
for pancreatic cancer [letter] Nishida K, et al. Lancet 1 
Feb 2;1(8162):262-3 

ELISA inhibition technique for the demonstration of 
sulphones in body fluids. I. Sulphones specific 
antibody-enzyme conjugate. Huikeshoven H, et al. 
Lepr Rev 1979 Dec;50(4):275-81 

An enzyme-immunoassay for myoglobin in human serum and 
urine. Method develo; it, normal values and application 
to acute myocardial infarction. Cloonan MJ, et al. 
Pathology 1979 Oct;11(4):689-99 

An enzyme-linked immunosorbent assay (ELISA) for 
antibodies to thyroglobulin. Voller A, et al. 
Proc Soc Exp Biol Med 1980 Mar;163(3):402-5 

Clinical applications of immunoperoxidase technique. Hsu 

I Med J 1979 Nov;62(11):447-52 

[Diagnosis of bovine leukosis: ELISA--a new procedure] 
Behrens F, et al. Berl Muench Tieraerztl Wochenschr 1979 
Nov 15;92(22):429-32 (Eng. Abstr.) (Ger) 

[Immunoperoxidase method using antiserum against 
astroprotein for the diagnosis of experimental brain tumors 
(author’s transl)] Yoshimine T, et al. No To Shinkei 1980 
Jan;32(1):107-13 (Eng. Abstr.) (Jpn) 


STANDARDS 


Emit assays for five major anticonvulsant drugs. An 
evaluation of adaptations to two discrete kinetic analyzers. 
Dietzler DN, et al. Am J Clin Pathol 1980 Jul;74(1): a. 50 

Use of the enzyme-linked immunosorbent assay technique 
(elisa) for the diagnosis of typhoid fever. I. Standardization 
of technique. Hernandez-Velarde R, et al. 

Arch Invest Med (Mex) 1980.11(1):137-45 (Eng, Spa) 

[Use of an enzymatic immune method (ELISA) for the 
serodiagnosis of amebiasis] Speiser F. 

Schweiz Med Wochenschr 1980 Mar 15;110(11):404-7 ond 
Abstr.) 


VETERINARY 


A simple washing unit for micro-ELISA. Henriksen SA. 
Acta Vet Scand 1979;20(4):598-600 


IMMUNOFLUORESCENCE TECHNIC see 
FLUORESCENT ANTIBODY TECHNIC 


IMMUNOGENETICS 


Immunogenetic and —— genetic analyses of Iberian 
cattle. Kidd KK, e' 
Anim Bloo¢ ody Biochem Genet 1980; 11(1):21-38 

Immunogenetics of atopic diseases. Blumenthal MN, et al. 
J Allergy Clin Immunol 1980 Jun;65(6):403-5 

The immunogenetics of sexual development. Wachtel SS, et 
al. Prog Med Genet 1979;3:109-42 (94 ref.) 


IMMUNOGLOBULIN ALLOTYPES 


Pronolagus : a Lagomorph with d-locus IgG + 
specificity [proceedings] Hamers-Casterman C, et al 
Arch Int Physiol Biochim 1979 Feb;87(1):181-3 

Phylogeny of the rabbit ——— allotypes of the 
a-locus. Evidence for polymorphic variable region genes 
in a Paleolagina Romerolagu: diazi [proceedings] van der 
Loo W, et al. Arch Int ~hysiol Biochim 1979 Feb; 
87(1):212-3 

Immunogenetic study on the polymorphism of serum alpha 
2-lipoprotein in mink. III. Ldl allotype of low-density 
lipoprotein. Baranov OK, et al. Biochem Genet 1979 Apr; 
17(3-4):343-50 

Precocious recovery from allotype 
chimeric rabbits. Adler LT, et al. 
51(2):319-30 

A reverse hemolytic plaque assay for the detection and the 
enumeration of immunoglobulin allotype-secreting cells. 
Truffa-Bachi P, et al. Cell Immunol 1980 Mar 15; 
50(2):261-70 

Production of antibodies to host IgG after transfer of 
histocompatible cells primed to host allotype. Grace SA, 
et al. Clin Exp Immunol 1980 Feb;39(2):449-54 

Interactive effect of Gm allotypes and HLA-B locus antigens 
on the human antibody response to a bacterial antigen. 
wie S, et al. Clin Exp Immunol 1980 Apr; 
40(1):8-15 

A mature T lymphocyte subpopulation marker closely linked 
to the Ig-1 allotype Ch locus. Owen FL, et al. 
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Eur J Immunol 1979 Dec;912):948-55 

Allotype suppression in the chicken. I. Generation of chronic 
suppression in heterozygous but not in wae 
chickens. Ratcliffe MJ, et al. Eur J Immunol 1979 
9(11):847-52 

Expression of b 4 and b 5 chi light chain allotypes by B 
and od ag cells in cdeaksba ht and neutralized b4b5 

Simons MA, et al. J Immunol 1979 Nov; 

xt) 1): "887-91 


Amino acid sequence analysis e allotype-related 
tides derived from ph IgG Teherani J, et al. 
J Immunol 1979 Sep;9(9): 

Immunogenetics of an antigen identified in both and 
cattle sera. De Benedictis G, et al. Genet Res 1979 Aug; 
34(1):41-6 

Association of glyoxalase I allotypes with Graves’ disease 
and diabetes mellitus. Moens H, et al. Hum Hered 1980; 
3Q(1):62-4 

Anti-immunoglobulin antibodies. I. Expression of 
cross-reactive idiotypes and Ir gene control of the response 
to IgG2a of the b allotype. Bona C, et al. J Exp Med 1980 
Jun 1;151(6):1334-48 

Quantitative studies of Gm allotypes. V. Simultaneous 
presence of latent Gm allotypes and deficient Gm eo 
in a family with hypog: — lier 
JP, et al. J Immunogenet 1980 Apr;7(2):123-35 

Immunoglobulin allotypes and response to tetanus toxoid in 
sy ua, New Guinea. Schanfield MS, et al. 

mmunogenet 1979 Oct;6(5):311-5 

Cuma of IgG1 and IgG2a + yg toes serum of nude 
and normal allotype-congenic mice ma GC, et al. 
J Immunol 1980 Feb; 1240): 879-84 

Identification of basophils as the cells bearing both allelic 
immunoglobulin ep gm among white blood cells from 
ry ripheral blood of heterozygous rabbits. Cabana VG, 

. J Immunol 1980 May;124(5):2268-80 

AY hac idiotypic specificity of rabbit antibodies to the 

= A sy f the immunoglobulin heavy chain variable 
(Ba Bo A, et al. J Immunol 1980 Jul; 
1231): 96-101 

Membrane orientation and location of multiple and distinct 
allotypic determinants of mouse lymphocyte IgD. Kessler 
SW, et al. J Immunol 1979 Dec; 12406 2772-8 

Binding, fractionation, and papain s 
d and e rabbit IgG allotypes. Tsay D 
J Immunol 1980 Jun;124(6):2669-74 

Allelic exclusion of IgD allotypes on murine B cells. Vitetta 
E, et al. J Immunol 1980 Jun;124(6):2988-90 

Evidence for linked expression of latent allotypes of the 
heavy chain constant and variable regions. Yarmush ML, 
et al. J Immunol 1980 Jun;124(6):2864-9 

Functional diploidy for the secretion of the a allotypes by 
the lymphoid cell of heterozygous rabbits. Abehsira O, et 
al. Mol Immunol 1979 Dec;16(12):1031-43 

An amino acid substitution in the gamma | chain of human 
immunoglobulin G associated with the Gm (2) allotype. 
Cook CE, et al. Mol Immunol 1979 Aug;16(8):555-8 

—— and allospecific — raised in allotype 

ppressed rabbits. Dubiski S, et al. Mol Immunol 1979 
pee 16(12):989-96 

The structural correlates of the rabbit light chain b allotypes: 
sequence studies of b5 and b6 chains. Emorine L, et al. 
Mol Immunol 1979 Dec;16(12):997-1004 

Suppression of the paternal IgA-f and IgA-~g allotypes in 
heterozygous rabbits suppressed for the paternal IgM 
allotype. Eskinazi DP, et al. Mol Immunol 1979 Dec; 
16(12):1019-23 

Expression of cross-reacting determinants of the 
immunoglobulin heavy chain variable region a3 allotype 
in Oryctolagus and Lepus. Horng WJ, et al. 

Mol Immunol 1980 Jan;17(1):111-7 

Quantitative studies of Gm allotypes—-IV. Quantitative 
variation of Gim(3) antigenicity in relation to light chain 
type and Vk sub-group. Salier JP, et al. Mol Immunol 1980 
Feb;17(2):229-35 

A study of possible reciprocal influences within the 
respective allotypy of the polypeptidic chains constituting 
the immunoglobulin molecule—-II. The rabbit b series 
pag oe specificities. Sommé G, et al. Mol Immunol 1980 
Jan; 17(1):103-9 

A study of possible reciprocal influences within the 
respective allotypy of the og chains consituting 
the immunoglobulin molecule--I. The rabbit a series 
allotypic specificities. Sommé G, et al. Mol Immunol 1980 
Jan;17(1):93-102 

Relationship of rat immunoglobulin allotypic differences and 
stimulation . the mixed lymphocyte reaction. Guttmann 
RD, et al. 1979 Aug;28(2):154-5 

Gn ——— in mother-father-cord trios. A selective transfer 
of autologous, fetal IgG to the mother. Williams RC, et 
al. Vox Sang 1979;37(2):96-102 

Population — studies in Aymara-speaking Le ye of 
Bolivia. Henke J, et al. Z Morphol Anthropol 1979; 
70(2):181-4 


ANALYSIS 


Lymphocyte membrane I and secreted IgG are 
structurally and allotypically distinct. Oi VT, et al. 
J Exp Med 1980 May 1;151(5):1260-74 
Allotypic and idiotypic specificities of rabbit antibodies 
Pony simple yee Bordenave GR, et al. 
Mol Immunol 1979 Apr;16(4):237-44 
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Allotypic variations in the amino acid sequence of rabbit IgG 
kappa light chains in the region of han 146. Chersi 
A, et al. Mol Immunol 1980 Jan;17(1 wor ng tl 

Localization of two chicken IgM allotypes H chains. 
Foppoli JM, et al. Mol Immunol 1980 Ap" prs] 1¢4):439-44 

Oo ene studies of Gm allotypes—-III. Some effects of 

tion in radioimmunoassays — human IgM 
Eo abi igo anti-Gm antibodies. Salier JP, et al. 
Mal Immune! nents a x 

Allotype ysis of histocom semiallogeneic 
cell chimeric chickens. Teenie al. Feasts 1980; 
29(1):25-9 

The distribution of human Gm-globulin and Inv-allotypes 

in populations of Egypt, Saudi-Arabia, Afghanistan and 
Séheder. Hirth L, et al. Z Morphol 
70(2):174-80 

[Time course change and cross reactivity to antilymphocyte 
antibody of antiplatelet alloantibody in cases given blood 
transfusion (author’s transl)] Oki H, et 
Rinsho Ketsueki 1979 Dec;20(12): 1602-9 (Eng. we 


[Determination of an aie Gm (1) in blood stains using ‘at 
immune sera] Kolokolova GP. Sud Med Ekspert 1980 
Jan-Mar;23(1):36-7 (Rus 


) 
Characteristics of the distribution of Gm(1), Gm(2) and 
Gm(10) factors in the blood —_ Lg pregnant and 
] Vasil’eva ZF, 

Vone Othe Materia Inet 1979 Dec24i12)-43-6 (Eng Abstr) 





BIOSYNTHESIS 


Subclass restriction of murine antibodies. III. Antigens that 
stimulate IgG3 in mice stimulate [gG2c in rats. Der Balian 
GP, et al. J Exp Med 1980 Jul 1;152(1):209-18 

A — for clonal dominance in the maintenance of —e 

pression? Yamada A, et al. J Exp Med 1979 Oct 1 
15044): 888-97 

Clonal heterogeneity and oiher p 
anti-allotype antibodies produced in allot uppressed 
rabbits. Lowe JA, et al. Mol Imm 1979 Dec; 
16(12):1025-30 

Isolation of variants of mouse myeloma X63 that express 
ey ote immunoglobulin class. Radbruch A, et al. 

Acad Sci USA 1980 May;77(5):2909-13 

(Transfer eR genetic information from T to B human 
lymphocytes during an immune response to herpes simplex 
virus] Anker P, et al. C R Acad Sci [D] (Paris) 1979 Jul 
9:289(2):217-20 (Eng. Abstr.) (Fre) 


GENETICS 


Genetic studies on Cochin Jews in Israel: 2. Gm and Inv 
data—polymorphism for Gm3 and for Gm1,17,21 without 
Gm(26). Steinberg AG, et al. Am J Med Genet 1980; 
6(1):75-81 

Genetic study of the Cuiva Indians of Venezuela. Tchen P, 
et al. Ann Hum Biol 1979 May-Jun;6(3):231-40 

Rabbit allotype a locus subspecificities of homogeneous 
anti-streptococcal antibodies. Rodkey LS, et al. 

Eur J Immunol 1979 May;9(5):379-84 

Syngeneic lines of chickens. VI. Immunoglobulin allotypes. 
Derka J, et al. Folia Biol (Praha) 1979;25(4):266-70 

Exclusion of the localization of the Gm, Pi, and C3 
on 6q25 to 6qter through blood group analysis of the 
patients of Schmid, D’Apuzzo and Rossi (Hum. Genet. 46, 
279-284, 1979 [letter] Bender K, et al. Hum Genet 1979; 
53(1):129-30 

Gm, Am and Km immunoglobulin allotypes of two 
populations in Tunisia. Lefranc G, et al. Hum Genet 1979; 
50(2):199-211 

Gm allotypes and racial admixture in two Brazilian 
populations. Schneider H, et al. Hum Genet 1979; 
53(1):101-5 

Frequencies of Gm and Km allotypes in the population of 
Singapore, Sri Lanka and Punjabis in North India. Daveau 
M, et al. Hum Hered 1980;30(4):237-44 

Familial lack of the IgG3 subclass: gene elimination or 
turning off expression and neutral evolution in the immune 
system. Lefranc G, et al. J Immunogenet 1979 Aug; 
6(4):215-21 

A search for association between IgD concentrations and 
immunoglobulin allotypes in 936 sera from a genetic isolate 
in Newfoundland. Salimonu LS, et al. J Immunogenet 1979 
Apr;6(2):141-4 

Allotypy of rabbit immunoglobulins: a fifth allele at the a 
locus. Brézin C, et al. J unol 1980 Jul;125(1):59-62 

Dominance of an immune response by secondary cells: 
quantitation by allotype analysis. Brown AR, et al. 

J Immunol 1980 Jan;124(1):250-4 

Nonallelic inheritance of VH region alpha group allotypes: 
cell surface and serum studies in double and triple 
expressing rabbits. Wolf B, et al. J Immunol 1979 Oct; 
123(4):1858-63 

Gm allotypes in myasthenia gravis. Nakao Y, et al. 
Lancet 1980 Mar 29;1(8170):677-80 

Rabbit immunoglobulin allotypy: a sixth allele at the b locus 
(b 95). Benammar A, et al. Mol Immunol 1979 Dec; 
16(12):983-7 

Partial sequence of the variable region of IgG light chains 
of b5S allotype from A B4B5 rabbit. Chersi A, et al. 
Mol Immunol 1979 Oct;16(10):833-6 

Allotype-linked genetic control of a polymorphic VH 
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between variable and constant region 
ar ot determinants of human imm ulin ney 
chains. Pandey JP, et al. Nature 1980 Jul 24; 
286(5771):406-7 
[Importance of nies ion of haplotypes of the Gm 
system in lico- expert opinions 
exclusion] Ducos J, et al. Auch Bole Med See 1579 Ape 
3704): 248-53 . Abstr.) (Fre) 
ry of MN: “Pr and Gm ar = ag ge “= 


the short portion chromosome 8 y sy 
J Genet Hum 1979 OeesIGy 253-8 Eg Abstr.) ro 


BEMUNOLOGY 


Imm in allotype suppression in rabbits [editorial] 
Dray S. Ann Mn (Paris) 1979 Jul-Aug; 130C(4):48 1-94 
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ribosomes. Tanaka T al. 5 Biol Chem 1980 May 10; 
255(9):3832-4 
Monovalent fragments (Fab) of monoclonal antibodies to a 
sporozoite surface antigen (Pb44) protect mice against 
malarial infection. Potocnjak P, et al. J Exp Med 1980 Jun 
1;151(6):1504-13 
Preparation and characterization of peroxidase: 
anti xidase-Fab complex. Slemmon JR, et al. 
3 Histochem istochem Cytochem 1980 Jan;28(1):10-5 
The activation of complement com: its by ee of 
antibodies and their fragments. ids AW, et 
Mol Immunol 1979 Dec; 16(12): 1059-62 
In vitro production of a biologically active Fab2-like 
fragment by digestion of human a rheumatoid factor 
with human polymorphonuclear leukocyte elastase. Prince 
HE, et al. Mol Immunol 1979 Nov;16(11):975-8 
Chemical characterisation of the Fab and Fc fi 
surface mrt Parkhouse RM, et al. 
Mar 20;284(5753):280-1 
Junctional modulation in mouse embryonal carcinoma cells 
by Fab fragments of rabbit anti-embryonal carcinoma cell 
serum. Dunia I, et al. Proc Natl Acad Sci USA 1979 Jul; 
76(7):3387-91 
Crystal structure of galactan-binding mouse immunoglobulin 
J539 Fab at 4.5-A resolution. Navia MA, et al. 
Proc Natl Acad Sci USA 1979 Aug;76(8):4071-4 
[Use of F (ab’)2 blocking test for anti + antibody 
detection in xenoantisera] Belvedere M, et al 
(Pavia) 1980 Apr;65(2):178-88 (Eng. > 
(Ita 


[Study of immunoglobulin G and its proteolytic oneal 
by the monomolecular layer method] Lavrent’ev VV, et 
al. Biofizika 1980 May-Jun;25(3):432-8 (Eng. Abstr.) 


ts from 
lature 1980 


ADMINISTRATION & DOSAGE 


Treatment of a case of lanatoside C intoxication with 
digoxin-specific F(ab’)2 antibody fragments. Hess T, et al. 
Am Heart J 1979 Dec;98(6):767-71 
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the gut of the young rat. Hunneyball IM, et al. 

In: Protein transmission 


through living membranes. 
Amsterdam: Elsevier/North-Holland, 1979. W3 BR31 2d 
1978p. pp.:131-42 
Fc specificity and properties of IgG — of foetal rabbit 
yolk-sac membranes. Schlamowitz M 
In: Protein through living membranes. 
Elsevier/North-Holland, 1979. W3 BR31 2d 
1978p. pp.:13-26 
~~ paraprotein inhibition of human neutrophil chemotaxis. 
educed activity following treatment with IgA-specific 
pcs ve from Neisseria gonorrhoeae. Van Epps DE, et 
al. Inflammation 1980 Jun;4(2):137-44 
Cytotoxicity against the K562 erythroleukemia cell line by 
human natural killer (NK) cells which do not bear free 
Fe receptors for IgG. Kay HD, et al. Int J Cancer 1979 
__ Aug;24(2):141-50 


Staph y 


in liganded 
ol Immunol 1979 





d human platelet injury mediated by 
hm ein A and immunoglobulin G Fc it receptor. 
wiger J, et al. J Clin Invest 1979 Oct;64(4):931-7 
Site of binding of mouse IgG2b to the Fc receptor on mouse 
macrophages. Diamond B, et al. J Exp Med 1979 Sep 19; 

150(3):721-6 

Cyclic adenosine monophosphate response to prostaglandin 
E2 on — wietons. te human lym; ytes. Goodwin 
JS, et al. J Exp Med 1979 Nov 1:1 X5):1260-4 

Effects of immobilized immune complexes on Fe- and 
complement-receptor function in resident and 
Mice 3 Exp mouse peritoneal macrophages. 
Michl J, et al. J Exp Med 1979 Sep 19;150(3):607-21 (48 


Ps of Fe fragment-induced murine spleen cell 
proliferation. Morgan EL, et al. J Exp Med 1980 Jan 1; 


1980 


151(1):1-11 
of an Fc gamma-bindin ‘ protein isolated from 
human leukemic B cells. Thoenes J, et al. J Exp Med 1979 
Nov 1;150(5):1049-66 
Polyclonal activation of murine B lymphocytes by Fc 
fragments. I. The uirement for two signals in the 
teenie of the polyclonal antibody response induced by 
c fi its. Morgan EL, et al. | Immunol 1980 Mar; 
124(3):1330- 1330-5 
. + by Fc fragments of the secretion of collagenase, 
PGE2, and lysozyme by mouse itoneal macrophages. 
Passwell JH, et al. J Immunol 1980 Aug;125(2):910-3 
Crystallographic studies of immunoglobulins: crystallization 
of the Fc fragment of rabbit IgG with and without cleavage 
of the iene ehabs disulphide bridge. Aschaffenburg R, et 
al. J Mol Biol 1979 Dec 25; -135(4): 1033-6 
a ymmetry in the Fe and pFc’ fragments as 
'y 1H NMR. Boyd J, et al. Mol Immunol 1979 
lov; 16(1D: 851-8 
— ‘dimensional structure of the pFc’ fragment of guinea 
pig IgG1. Phizackerley RP, et al. Mol Immunol 1979 Nov; 
16(11):841-50 
Monitoring the carbohydrate a of the Fc Aa cee 
. human na by 13C nuclear magnetic 
. Rosen P, et al. Mol Immunol 1979 Ju fon 
106): 435 
Chemical characterisation of the Fab and Fc fi 
surface immunoglobulin. Parkhouse RM, et al. 
Mar 20;284(5753):280-1 
—_ of een oneal <a and its proteolytic ~~ 
y the monomolecular la ] Lavrent’ev > et 
- 4 Biofizika 1980 May-Jun: 25(3): ‘32 8 (Eng. road 


ents from 
ature 1980 


(Rus) 
[Interrelationship between the structure of IGG and its 
FC-fragment and their ability to react with protein A of 
Staphylococcus aureus] Tarkhanova IA, et al. 
Eksp Biol Med 1980 Mar; “89(3): 318-20 (Eng. Abstr) 
(Rus) 


ANALYSIS 


Pronase digestion of human IgG and Fcdelta. Jefferis R, et 
al. Mol 1979 Apr;16(4):231-6 
Immune reactions of platelets: two different types of immune 
— ects of Fe atv and their comparative studies on the 
Sanaa activities. Ohtsu A, et al. 
Ketsueki Gakkai Zasshi i979 Aug;42(4):641-52 
Ph and immunochemical studies of carp (Cyprinus 
carpio L.) immunoglobulin. V. T ic fragments of 
(Cyprinus carpio L.) immunoglobulin M] Hadge D, et al 
Acta Biol Med Ger 1979;38(9):1347-60 (Eng. Abstr.) 


CEREBROSPINAL FLUID 


Cerebrospinal-fluid lymphocyte populations and immune 
complexes in active multiple sclerosis. Coyle PK, et al. 
Lancet 1980 Aug 2;2(8188):229-32 


IMMUNOLOGY 


Isolation of enzymatically derived fragments of porcine IgG 
and an examination of their reactivity against 
ee protein A. Endresen C. 

Acta Pathol Microbiol Scand [C] 1979 Jun;87C(3):177-83 

The eb gy of protein A of immunoglobulin G and of Fab 

and Fc ts. Endresen C. 

Acta Microbiol Scand [C] 1979 Jun;87C(3):185-9 

Sjdégren’s syndrome: a — in reticuloendothelial system 
ee ee learance. Hamburger MI, et al. 

1979. oa 91(4): 534-8 

Proteolysis of human IgG by human polymorphonuclear 

leucocyte elastase produces an Fc fragment with in vitro 
biological activity. Prince HE, et al. Clin Exp Immunol 
1979 Jul;37(1):162-8 

Fc-mediated immune precipitation. I. A new role of the 
Fc-portion of IgG. Mgller NP. Immunology 1979 Nov; 
38(3):631-40 

Fc-mediated immune precipitation. II. Analysis of 
precipitating immune complexes by rate-zonal 
ultracentrifugation. Mgller NP, et al. Immunology 1979 
Nov;38(3):641-8 
Regulation of the immune response. I. Ro og ee of 
in vivo and in vitro immune responses by Fc fragments. 
Morgan EL, et al. J Exp Med 1980 Jul *. ;152(1):113-23 

Characterization of a monoclonal antibody directed against 
mouse macrophage and lymphocyte Fc receptors. Unkeless 
JC. J Exp 1979 = 19; 150(3):580-96 

Comparison of the binding of radiolabelled human IgG and 
Fc fragments to murine spleen cells. Morgan EL, et al. 
Scand J Immunol 1979;10(5):395-402 

The Fc binding a in protein A are not responsible for 
the polyclonal li activating property of protein A. 
Sjédahi J, et al. Scand J Rasael 1979; 10(6):593-6 


ISOLATION & PURIFICATION 
Identification and incidence of a of IgG. 
Muller BR. Clin Chim Acta 1979. Mar He (2): 283-8 
METABOLISM 


Studies on the pope pee ey Fc-fragment receptor 
from neonatal small intestine. Wallace KH, et al. 
Biochem J 1980 Apr 15;188(1):9-16 





Rat endo- and mesothelium lack 
et al. Exp Pathol ead 1979170) ins. 


in liganded 
(ol Immunol 1979 


rs. Geiling D, 


Novil6c 85079" 


IMMUNOGLOBULINS, FD 


Biological and por ears Nae VA of the tetrapeptide 
ye Thr-Lys-Pro-Arg. Najjar VA 
Ady Exp Med Biol 1979. fica): 131-47 (52 ref.) 
Nuclear ic resonance studies on the structure of the 
tet: le tuftsin, 
prac L-lysyi- L-prolyl-L-arginine, and its 


tapeptid: 
Ethreomy-L- sy prolyl -L-prolyl-L-arginine. 
Blumenstein M, et Biochemistry 1979 Nov 13; 
18(23):5247-53 
Amino acid sequence of the heavy-chain variable region of 
the crystallizable human myeloma protein Dob. Steiner 
LA, et al. Biochemistry 1979 Sep 18;18(19):4068-80 
The clinical and physiological aspects of tuftsin deficiency 
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12(2):244-5 

Skin transplantation in mice and dogs. Effect of cyclosporin 
A and nag yw C. Borel JF, et al. 
Transplantation 1980 Feb;29(2):161-2 

[Long term development of idiopathic pulmonary fibrosis. 
Combined therapy with immunodepressors, 
D-penicillamine and corticosteroids] Meier-Sydow J, et 
al. 1979 May-Jun;29(3):249-54 (Fre) 

[Recent notio.s concerning the treatments used in multiple 
sclerosis (author’s transl)] Gonsette RE. 

J Belge Med Phys Rehabil 1978;1(3):213-6 (Eng. >) 

(Fre) 


[Indications and results of immunosuppressive therapy of 
idiopathic thrombocytopenic cumtelt Derionn E, et al. 
Med Interne 1979 Oct-Dec;17(4):341-51 (Fre) 

[Acquired chronic erythroblastopaenia followed by 
myelofibrosis. Remission with immunosuppressive therapy 
(author's transl)] Clément F. Nouv Presse Med 1979 Nov 
26;8(46):3817-20 (Eng. Abstr.) (Fre) 

[Drug therapy of chronic active hepatitis] Ritland S. 

idsskr Nor Laegeforen 1980 May 20;100(14):974-6 (Eng. 
Abstr.) (Nor) 

[Treatment of allergic non-seasonal rhinitis with intal] 
Gniazdowski R. Otolaryngol Pol 1979;33(3):273-80 (Eng. 
Abstr.) (Pol) 

[Immunosuppressive therapy of skin diseases] Ruszczak Z. 
Przegl Dermatol 1980 Jan-Feb;67(1):1-8 (Pol) 

[Dynamics of changes in the subpopulations of 
rosette-forming ae ge | during immunosuppressive 
therapy] Voilokova Rla, et al 

- Gematol Pereliv Krovi 1980 May;25(5):12-5 os 

Abstr.) 

[Dynamic studies of skin microcirculation during waa 
of lupus nephritis with cytostatic immunosuppressants] 
Mach ES, et al. Ter Arkh 1980;52(6):113-6 (Eng. Abstr.) 

(Rus) 

[Effect of the immunodepressive preparation, batriden, on 
the course of experimental allergic dermatitis] Abidov MM, 
et al. Vestn Dermatol Venerol 1980 Mar;(3):49-52 eng. 
Abstr.) (Rus 

[Immunodepressants in the overall therapy of pemphigus} 
Kalamkarian AA, et al. Vestn Dermatol Venerol 197 
(12):28-32 (Rus) 

[Immunosuppressive therapy of multiple sclerosis] Mavra M, 
et al. Srp Arh Celok Lek 1979 Jul-Aug;107(7-8):663-71 
(Eng. Abstr.) (Sec) 

a er, significance of proteinuria selectivity] SaSinka 

M, et al. Vnitr Lek 1980 Feb;26(2):187-93 (Eng. Abstr.) 

(Slo) 

[Intestinal lymphagiectasis. Use of immunoregulators] 
Sanchez Ramos JM, et al. Bol Med Hosp Infant Mex 1980 
May-Jun;37(3):521-30 (Eng. Abstr.) (Spa) 

[Report from Stanford: Improved results in heart 
transplantation after reduced immunosuppression]} 
Samuelsson R. Lakartidningen 1980 Jun 18;77(25):2340-4 
(Eng. Abstr.) (Swe) 


1980 


TOXICITY 


Sensitivity of human bone marrow cells to cyc 
] Francis GE, et al. Nature 1980 Jan 3;283(5 


IMMUNOTHERAPY 


Imm y in spring-time hay fever. A clinical and 
immunological study comparing two different treatment 
extract compositions. Eriksson et al. Allergy 1979 Aug; 
34(4):233-4 

Value of immune monitoring in gynecologic cancer patients 
receiving immunotherapy. DiSaia PJ, et al. 

Am J Obstet Gynecol 1979 Dec 1;135(7):907-16 

Long-term effects of conventional immunotherapy in 
southern California. Nagaya H. Ann Allergy 1980 Apr; 
eS ald 

I can we im) oe) it? Waldbott GL. 

Ann Allergy 1980 Jul; ;45(1):56— 


Specific active re 89 Ser of? for melanoma. Seigler HF, 
a po a Bagri Sep; 190(3):366-72 


A study of Traryy Ay harmacological 
res Fedal RG, et al Otolaryngol 1980 


treatment 
Jans 3 f tal | ho: 

Specific passive immunotherapy of experimental lymphoma. 
Effects of macrop! toxic drugs. Gerlier D, et al. 
Biomedicine 1979 Jul;31(4):106-10 


aaytit 


Immunotherapy alone vs no maintenance treatment in acute 

myel leukaemia. Zuhrie SR, et al. Br J Cancer 1980 
Mar:4 (3):372-7 
Cancer imm 


immunotherapy: facts and oy amen E, et al. 
CA 1979 Nov-Dec:29(6): 362-70 (54 ref. 
Cancer immunotherapy. Stewart TH. Can Rea Assoc J 1980 
Jan 26;122(2):157 
Comparative antitumor effects of Corynebacterium parvum, 
Bordetella pertussis, Bacillus Calmette-Guérin, and 
levamisole alone or in combination with cyclophosphamide 
in the CaD2 murine mammary adenocarcinoma system. 
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A method of calculating the speed of movement of 
ameloblasts during rat incisor amelogenesis. Risnes S. 
Arch Oral Biol 1979;24(4):299-306 

An Cy of hardness of the enamel incisors in rats fed 
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Synthesis of procollagen by dental pulp cells from incisor 
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infectivity of Leishmania hertigi. Croft SL, et al. 
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idiopathic scoliosis. Green RJ, et al. J Pathol 1979 Sep; 
129(1):9-12 

Persistent lymphocytosis and virus-like particles in 
lymphocytes of sheep inoculated with cell-free extracts 
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Why psychiatry is a low-paid medical specialty. Sharfstein 
SS, et al. Am J Psychiatry 1980 Jul;137(7):831-3 

Early childbearing and later economic well-being. Hofferth 
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Average incomes of veterinarians with MS and PhD degrees 
and not in private practice, 1977. Wise JK. 
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A teacher’s questionnaire for individual differences in social 
behaviour. Roper R, et al. J Child Psychol Psychiatry 1979 
Oct;20(4):287-98 

Individual differences in diurnal rhythms and multiple 
activation states: a reply to M. W. Eysenck and Folkard. 
Humphreys MS, et al. J Exp Psychol [Gen] 1980 Mar; 
109(1):42-8 

Self-directed learning [letter] Peterson SE, et al. 
J Med Educ 1980 May;55(5):476-7 

Understanding visual metaphor: developmental 
individual differences. Kogan N, et al. 

Monogr Soc Res Child Dev 1980;45(1):1-78 (111 ref.) 

How independent should independent learning be? 
Sommerfeld DP, et al. Nurs Outlook 1980 Jul;28(7):416-20 

Stability of individual differences in cardiovascular reactivity: 
a thirteen month follow-up. Manuck SB, et al 
Physiol Behav 1980 Mar;24(3):621-4 

Field dependency, brain asymmetry and dg gy 
differences. Silverman AJ. Psychother Psychosom 1 
31(1-4):133-42 

[Short-term memory in persons with different 
individual-typological features of higher nervous activity] 
Makarenko NV, et al. Fiziol Zh 1980 Jul-Aug; 
26(4):499-504 (Eng. Abstr.) (Rus) 

[Role of individual-typological features of higher nervous 
activity and occupational choice] Sirotskii VV, et al. 
Fiziol Zh 1980 Jul-Aug;26(4):505-11 (29 ref.) (Eng. >) 

(Rus) 

(Human individuality as the object of clinic medicine] 
Lisovskii VA, et al. Voen Med Zh 1979 Sep;(9):10-4 

(Rus) 

[Complex evaluation of the individual psychological 
characteristics of flight personnel in medical aviation 
expertise] Luk’ianova NF, et al. Voen Med Zh 1980 Feb; 
(2):56-8 (Rus) 


INDIVIDUATION see under PERSONALITY 
DEVELOPMENT 


INDOCYANINE GREEN 


ADMINISTRATION & DOSAGE 


[Methodological aspects of contrast echocardiography] 
Zaretskii VV, et al. Kardiologiia 1980 Mar;20(3):32-5 (Eng. 
Abstr.) (Rus) 


BLOOD 


Effects of 2,3,7,8-tetrachlorodibenzo-p-dioxin on 
indocyanine green blood clearance in rhesus monkeys. 
Seefeld MD, et al. Toxicology 1979 Nov;14(3):263-72 


DIAGNOSTIC USE 


Consumptive coagulopathy during the Bromsulphalein 
test--indocyanine green as an alternative. Frick G, et al. 
Acta Hepatogastroenterol (Stuttg) 1979 Dec;26(6):466-8 

Disseminated intravascular coagulation after the 
bromsulfalein test--indocyanin green test as an alternative 
test. Frick G, et al. Mater Med Pol 1979 Jul-Sep; 
11(3):260-4 


and 


INDOLEACETIC ACIDS 


Improved survival, RES function, and ICG test with 
ATP-MgCl2 following tic ischemia. Hirasawa H, et 
al. Surg Forum 1979;30:158-60 

Indocyanine green clearance in critically ill patients. Pollack 
DS, et al. Surg Gynecol Obstet 1979 Dec;149(6):852-4 

[A simple technic for infrared angiography ee indocyanine 
green] Buffet JM, et al. Bull Soc Ophtalmol Fr 1979 Mar; 
79(3):209-11 (Eng. Abstr.) (Fre) 

[Binding of indocyanine green — = serum proteins 


in various liver diseases] Juszczyk t al. 
Pol Arch Med Wewn 1979 Oct; vie 305- 14 (Eng. Abe) 
(Pol 


[Determination of liver functions and the characteristics of 
the intrahepatic hemodynamics in children with the aid 
of the wofaverdin test] Zernov NG, et al. Pediatriia 1980 
Mar;(3):16-9 (Rus) 

[Indocyanine green chromodiagnostic test in acute viral 
hepatitis and other liver diseases] Sorinson SN, et al. 
Ter Arkh 1980;52(2):59-61 (Eng. Abstr.) (Rus) 

[Identification and digital simulation of intravenous infusion 
of indocyanine green in a healthy subject (author’s trans!)] 
Dedik L, et al. Bratis! Lek Listy 1979 Nov;72(5):535-48 
(Eng. Abstr.) (Slo) 


METABOLISM 


Hepatic transport of indocyanine green in rats chronically 
intoxicated with carbon tetrachloride. Iga T, et al. 
Biochem Pharmacol 1980 May 1;29(9):1291- 

Effects of smoking and chronic hepatitis B on lidocaine and 
indocyanine green kinetics. Huet PM, et al. 

Clin Ther 1980 Aug;28(2):208-15 

Comparative hepatic and renal handling of phenol red and 
indocyanine green by cyclostome, elasmobranch and teleost 
fish. Pritchard JB, et al. Comp Biochem Physiol [C] 1980; 
65(2):99-104 

Disparate Na+-requirement of taurocholate and indocyanine 
green uptake by isolated hepatocytes. Minder E, et al. 
Experientia 1979 Jul 15;35(7):888-90 

(Hepatic excretion of exogenous dyes. New observations and 
prospects] Skaunic V. 

Sb Ved Pr Lek Fak Univ Karlovy [Suppl] 1979; axe 
Suppl):385-491 (Eng. Abstr.) 


PHARMACODYNAMICS 


The effects of bromosulphophthalein, indocyanine green and 
bilirubin on the biliary excretion of methylmercury. Magos 
L, et al Biol Interact 1979 Aug;26(3):317-20 

Interaction of bilirubin and indocyanine green with the 
binding and conjugation of sulfobromop thalein by rat 
liver cytosol proteins. Davis DR, et al. 

es Commun Chem Pathol Pharmacol 1980 Feb; 
27(2):373-88 

INDOLE-3-GLYCEROL-PHOSPHATE SYNTHASE see 
under CARBOXY-LYASES 


INDOLEACETIC ACIDS 


Excitation of indole acetate in myeloperoxidase-H202 
system: possible formation of indole acetate cation radical. 
Kobayashi S, et al. Biochem Biophys Res Commun 1980 
Apr 14;93(3):967-73 

The conversion of horseradish peroxidase C to a 
aE by a hydroperoxide derived 
enzymatically from  indole-3-acetic acid and by 
m-nitroperoxybenzoic acid. Nakajima R, et al. 

J Biol Chem 1980 Mar 10;255(5): 2067-71 


ADVERSE EFFECTS 


— ety a (author’s transl)] Goldfarb G, et al. 
Gastroenterol Clin Biol 1979;3(6-7):537-40 (Eng. = 


{Acute thrombopenic purpura : responsibility of dionsutla 
(letter)] Monegier Du Sorbier H, et al. 
Nouv Presse Med 1980 Feb 9;9(7):458 


BIOSYNTHESIS 


Synthesis of tryptophol and __indolelactic 
Cryptococcus neoformans. Gunasekaran M. 
1980 May-Jun;72(3):578-85 


(Fre) 


acid by 
Mycologia 


CEREBROSPINAL FLUID 


The origin of indoleacetic acid and indolepropionic acid 
in rat and human cerebrospinal fluid. Young SN, et al. 
J Neurochem 1980 May;34(5):1087-92 


ISOLATION & PURIFICATION 


The separation of indole-3-acetic acid and _ related 
compounds in plant extracts by Sephadex chromatography. 
Magnus V, et al. Anal Biochem 1980 Apr;103(2):419-25 


METABOLISM 


Indoleacetic acid production: a plasmid function of 
Agrobacterium tumefaciens C58. Liu ST, et al. 
Biochem Biophys Res Commun 1979 Sep 12;90(1):171-8 
[Kinetics studies of endogenous abscissic acid (ABA) and 
indoleacetic acid (IAA) in ripening seeds of Phaseolus 
vulgaris L. (proceedings)]} Van Onckelen H, et al. 
Arch Int Physiol Biochim 1979 May;87(2):429-30 (Dut) 
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INDOLEACETIC ACIDS 


PHARMACODYNAMICS 


Inhibition of mosaic virus of Vigna sinensis Endl. with four 
chemicals. Gupta MD, et al. Acta Microbiol Pol 1980; 
29(1):65-8 

study of a new non-steroidal 
st inflammat ory drug: Bow! (CR 604). Rovati AL, 
et al. Arzneim Forsch 1979;29(8):1116-22 

Studies on the mechanism of action of protacine (CR 604), 
anew non-steroidal anti-inflammatory agent. Vidal y Plana 
RR, et al. Arzneim Forsch 1979;29(8):1122-5 

Effect of beta-indoleacetic acid on RNA and protein 
—— in Escherichia coli. Drobysheva NA, et al. 

Biol Bull Acad Sci USSR 1979 Mar-Apr;6(2):172-8 

Metabolite gene regulation of the L-arabinose operon in 
Escherichia coli with indoleacetic acid and other indole 
derivatives. Kline EL, et al. Proc Natl Acad Sci USA 1980 
Apr;77(4):1768-72 

[Effect of indolylacetic acid on formation of bacteroid forms 
of Rhizobium ° uminosarum] Lobanok EV, et al. 
Mikrobiologiia 1979 Sep-Oct;48(5):901-5 (Eng. pA 


THERAPEUTIC USE 


Double-blind clinical evaluation of a new anti-inflammatory 
drug, protacine, versus indomethacin. Pipitone V, et al. 
Curr Med Res Opin 1979;6(4):287-98 

Treatment of adjuvant arthritis rr nonsteroidal agents. A 
comparative study. Rand SA, et al. 

J Am Podiatry Assoc 1980 Feb: '70(2):65- -72 

A controlled repeat-dose comparison of zomepirac and 
clometacin in pain after plastic surgery. Elbaz JS, et al. 
J Clin Pharmacol 1980 Apr;20(4 Pt 2):303-8 


TOXICITY 


Studies on the safety of a new _ non-steroidal 
anti-inflammatory drug: protacine (CR 604). Vidal y Plana 
RR, et al. Arzneim Forsch 1979;29(8):1126-9 


URINE 


[Blood serotonin (5-HT) level and diurnal excretion of 
hydroxyindoleacetic acid (HIAA) in chronic liver diseases] 
Pokora J, et al. Pol Arch Med Wewn 1980 Jun;63(6):537-42 
(Eng. Abstr.) (Pol) 


INDOLES 


Peptide fragmentation suitable for solid-phase 
micr wencing. Use of N-bromosuccinimide 
BNPS-skatole 
(3-bromo-3-methyl-2-[(2-nitropheny])thio]-3H-indole). 
Hunziker PE, et al. Biochem J 1980 May 1;187(2):515-9 

Binding to deoxyribonucleic acid of an indolobenzazepine 
analogue of the — drug amodiaquine 
eae ny Montgomerie AM, et al. 

Soc Trans 1979 Dec: 7(6): i25i- 3 

Indoxy! sulfate interferes with dip-and-read urinary bilirubin 
estimate [letter] Skjold AC, et al. Clin Chem 1980 Aug; 
26(9): 1368-9 

Simultaneous fluorescent staining of R bands and 5; 
heterochromatic regions (DA-DAPI y pt in 
chromosomes. Schweizer D. Cytogenet Cell 
27(2-3):190-3 

An improved method for extracellular marking of electrode 
tip positions in nervous tissue. Harnischfeger G 
J Neurosci Methods 1979 Aug;1(2):195-200 

Rapid detection of malaria and other bloodstream parasites 
by fluorescence microscopy with 46 
diamidino-2-phenylindole (DAPI). Hyman BC, et al. 
J Parasitol 1979 Jun;65(3):421-5 

Indole--catechol charge transfer ie I. Borazan HN, 
et al. J Pharm Sci 1980 Aug;69(8):990- 

Photoinduced double gt transfer in a cade hydrogen 
bonded base pai eoretical study. Catalan J, et al. 
J Theor Biol 979 Nov 21:81(2):213-21 

High-resolution lattice imaging in radiation sensitive 
materials. Howitt DG. J Res 1980 Feb; 
70(2):181-5 

Interactions of 4’, 6-~diamidine-2-phenylindole with synthetic 
polynucleotides. Kapuscifski J, et al. Nucleic Acids Res 
1979 Aug 10;6(11):3519-34 

[Fischer indolization and its related compounds. XIII. 
Measurement of the nuclear magnetic resonance spectra 
of ethyl indole-2-carboxylate derivatives using the shift 
reagent and its application (author’s transl)] Ishii H, et al. 
Yakugaku Zasshi 1979 Apr;99(4):413-20 (Eng. Abstr.) 

(Jpn) 

[Development of spontaneous leukemia in mice of the highly 
leukemic AKR line on exposure to 3-indolylacrylic acid] 
Sergeeva TI, et al. Probl tol Pereliv Krovi 1979 Nov; 
24(11):44-5 (Eng. Abstr.) (Rus) 


ADVERSE EFFECTS 


More on galactorrhea associated with molindone [letter] 
Kahn JL. Am J Psychiatry 1979 Dec;136(12):1617-8 

Mazindol-induced lithium toxicity. Hendy MS, et al. 
Br Med J 1980 Mar 8;280(6215):684-5 

[Oxyphenisatin, a laxative responsible for chronic hepatitis 
and cirrhosis, still marketed in France (author's transl)] 
Delchier JC, et al. Nouv Presse Med 1979 Oct 1; 
8(37):2955-8 (Eng. Abstr.) (Fre) 


and 


wad 


Genet 1980, 


CUMULATED INDEX MEDICUS 


Lee ge active hepatitis (author’s transl)] Labayle D, 
et al. Nouv Presse Med 1979 Jun 2;8(24):2013-5 (4 ret} 


(Eng Abstr.) 

[Repo as eee yh in ny igh od antidepressant 
drugs. A comparison of two gs, di 
structure and pharmacological profile ( om oly transl)] 
Schanda H, et al. 


Pharmakopsychiatr } psy 
12(4):338-45 (Eng. Abstr.) 
ANALYSIS 


An improved gas—-liquid chroma! hic procedure for the 
determination of 3-methylindole in rumen liquor, plasma, 
and tissue of ruminants. Williams GD, et al. 

Anal Biochem 1979 Nov 1;99(2):324-31 

Sd dietvlemid photolysis for identification of | 
acid di lamide and other indolamines. Stoney DA, et 
al. Anal Chem 1979 Jul;51(8): 1341- 3 

oe of O-acet ——S ytryptophenol in the 

by y-mass spect 
mer et al. "ot 198 ‘eb 1;185(2):537-40 

Detection of potent mutagens, Trp-P-i and Trp-P-2, in 
broiled fish. Yamaizumi Z, et al. Cancer Lett 1980 Apr; 
9(2):75-83 


BIOSYNTHESIS 


Cyclopiazonic acid production A 
Thom and natural occurrence of this mycotoxin in cheese. 
Le Bars J. Appl Environ Microbiol 1979 Dec;38(6):1052-5 

Production of indole-3-propanoic acid and 
3-(p-hydroxyphenyl)propanoic acid by Clostridium 
sporogenes: a convenient thin-layer chromato; hy 
detection system. Jellet JJ, et al. Can J Microbiol 1980 
Apr;26(4):448-53 

Multiple toxin eye by an isolate of As; ——_— flavus. 

ichard JL, et al. Mycopathologia 1979 Jul 16;67(3):161-3 

Studies on tryptophan accumulation in brain during 
methiothepin-induced enhancement of 5-hydroxyindole 
synthesis. Jacoby JH, et al. 

Naunyn Arch Pharmacol 1979 Jun 18; 
307(2):143-9 

[A medium for a simultaneous assay of I-triptophane 
desaminase, beta-galactosidase, pong | and indole 
production (author’s transl)] Ro: oli E. 

Ist Super Sanita 1978;14(4):763-8 (Eng. ee 


Ww ial Lal 





1979 Jul; 
(Ger) 


gic 





Penicillium camemberti 


BLOOD 


Tryptophan and indolic tryptophan metabolites in chronic 
renal failure. Saito A, et al. Am J Clin Nutr 1980 Jul; 
33(7):1402-6 

Identification of tetrahydronorharmane 
(tetrahydro-beta-carboline) in human blood platelets. 
Honecker H, et al. J Clin Chem Clin Biochem 1980 Feb; 
18(2):133-5 

Changes in the concentration of 5-methoxytryptophol in the 
circulation at different phases of the human menstrual 
cycle. Hooper RJ, et al. J Endocrinol 1979 Aug;82(2):269-4 

Immediate response of 5-methoxytryptophol in the 
circulation to hypoglycaemic stress induced by insulin. 
Hooper RJ, et al. J Endocrinol 1979 Nov;83(2):193-7 

A sensitive and specific assay for 5-methoxytryptophol in 

plasma. Leone RM, et al. J Endocrinol 1979 Aug; 
§2(2). 243-51 

Gas chromatography-mass spectrometry assay for the 

measurement of melatonin and methoxytryptophol in 
plasma [proceedings] Leone RM, et al. J Endocrinol 1979 
Det: ;83(1):47P-48P 

Determination of nofedone in human serum by 
electron-capture GLC. Heusse D, et al. J Pharm Sci 1980 
May;69(3):273-5 

Harman in human platelets. Bidder TG, et al. Life Sci 1979 
Jul 9;25(2):157-64 
Mass fragmentographic determinatior of 
tetrahydro-beta-carboline in human blood platelets and 
plasma. Kari I, et al. Med Biol 1979;57(6):412-4 

The binding of methoxyindoles to human plasma proteins. 
Laud CA, et al. Prog Brain Res 1979;52:513-5 

A routine assay for methoxytryptophol and melatonin in the 
peripheral circulation using og bree Brae ee he oe 
spectrometry. Leone RM, et es 1979; 
5$2:263-5 

The measurement of the daily fluctuations of 
5-methoxytryptophol in human plasma. Linsell C, et al. 
Prog Brain Res 1979;52:501-5 

5-methoxytryptophol and pituitary function in man. Silman 
RE, et al. Brain Res 1979;52:507-11 

Pineal 5-methoxy tryptophol in man. Mullen PE, et al. 
Psychoneuroendocrinology 1979;4(2):117-26 


CEREBROSPINAL FLUID 


The origin of indoleacetic acid and indolepropionic acid 
in rat and human cerebrospinal fluid. Young SN, et al. 
J Neurochem 1980 May;34(5):1087-92 


CHEMICAL SYNTHESIS 


Potential biologically active agents, XXVI. Synthesis of 
substituted 


3-benzoyl/phenoxyacetylhydrazono-5-methyl-2-indolino 
. Arch Pharm 


Varma RS, et al (Weinheim) 1980 Apr; 


1980 


313(4):352-6 
Neuroleptic activity - 5-aryltetrahydro-gamma-carbolines. 
Harbert CA, et al. J Med Chem 1980 Jun;23(6):635-43 
Neuroleptic + arytetrahydropyrrolol, ,4-b]indoles. Welch 
WM, et al. J Med Chem 1980 Jun;23(6):704-7 
4a,9b-trans-8-Fluoro-5-(4-fluorophenyl)-2-[4-(4-fluorop 
hydrochloride, a new potent neuroleptic. Welch WM, et 
al. J Med Chem 1980 0 Aug: 23(8):949-52 
Po of dopamine analogous 
yen e weer: oR g *s transl)] Rhese K, et al. 
— (Weinheim) 1979 Dec;312(12):982-94 ens. 


[Bolgially active azomethines. Delépine reaction a 
-chloromethylisatin; preparation of some 
(author’s transl)} Movrin 
Mt et al. Pharmazie 1979 Apr;34(4):231-2 (Eng. —_? 
( 


[Biologically active N-Mannich bases o! 
isatin-3~(phenyl)-imines (author’s ase) Movrin M, et al. 
Pharmazie 1979;34(9):535-6 (Ger) 

[Studies on the syntheses of condensed indole-4,7-dione 

I. Syntheses of benz[flindole-4,9-diones 

starting from ‘we dichl i (author’s transl)] 
M, al. Yakugaku Zasshi 1979 Dec; 
99(12):1219-24 (Eng. Abstr.) (Jpn) 


DIAGNOSTIC USE 


Alcian blue and tannic acid in the studies on pulmonary 
alveolar ek layer. Groniowski J, et al. 
Acta Med 1979;20(4):399-401 

Jejunoileal arteriovenous malformation: localization for 
resection by segmental bowel staining ‘echniques. 
Crawford ES, et al. Ann Surg 1980 Apr;191(4):404-9 

Use of the fluorochrome 4’6-diamidino-2-phenylindole in 
genetic and developmental studies of chloroplast DNA. 
Coleman AW. J Cell Biol 1979 Jul;82(1):299-305 


ISOLATION & PURIFICATION 


Isolation and characterization of active metabolites of 
tryptophan-pyrolysate mutagen, TRP-P-2, formed by rat 
liver microsomes. Yamazoe Y, et al. Chem Biol Interact 
1980 May;30(2):125-38 

Isolation of some new ng tee Appa metabolites 
from Aspergillus fumigatus. Yamazaki M, et al. 

Pharm Bull (Tokyo) 1979 Jul;27(7): 1611-7 

Chaetoglobosin K: a new plant growth inhibitor and toxin 
— Diplodia macrospora. Cutler HG, et al. 

J Agric Food Chem 1980 Jan-Feb;28(1):139-42 

High-performance —o" chromatography of the mycotoxin, 
sporidesmin, from Pithomyces chartarum (Berk. & Curt.) 
M.B. Ellis. Halder CA, et al. J Chromatogr 1979 Jul 13; 
175(2):356-61 

Rapid separation of tryptophan, kynurenines, and indoles 
using reversed-phase high-performance liquid 
chromatography. Yong S, et al. J Chromatogr 1979 Jul 
13;175(2):343-6 

Chemically different tremorgenic mycotoxins in isolates of 
Penicillium paxilli from Australia and North America. 
Cockrum PA, et al. J Nat Prod 1979 Sep-Oct;42(5):534-6 


METABOLISM 


Role of mixed-function oxidase in 3-methylindole-induced 
acute pulmonary edema in goats. Bray TM, et al 
Am J Vet Res 1979 Sep;40(9):1268-72 

3-Methylindole and a occurring acute bovine 
pulmonary edema and emphysema. Hammond AC, et al. 
Am J Vet Res 1979 Oct;40(10):1398-401 

Indole-3-lactic acid as a tryptophan metabolite produced by 
Bifidobacterium spp. Aragozzini F, et al. 

Environ Microbiol 1979 Sep;38(3):544-6 

3,3-Bis-(4-hydroxyphenyl)-7-methyl- ae el (BHM), 
the active metabolite of the laxative sulisatin. Moret6 M, 
et al. Arzneim Forsch 1979;29(10):1561-4 

Peroxide oxidation of indole to oxindole by chloroperoxidase 
catalysis. Corbett MD, et al. Biochem J 1979 Nov 1; 
183(2):269-76 

Spectrofluorometric assay and buccal absorption of LM 5008, 
a new potential antidepressive drug [proceedings] Kaspi 
T, et al. Br J Clin Pharmacol 1979 Oct;8(4):412P 

Intercalative aa to DNA of new antitumoral agents: 
dipyrido [4,3-b] [3,4-f] indoles. Tourbez—Perrin M, et al. 
Bull Cancer (Paris) 1980;67(1):9-13 

The effects of the anticonvulsant valproic acid on cerebral 
indole amine metabolism. MacMillan V. 
Can J Physiol Pharmacol 1979 Aug;57(8):843-7 

Metabolic activation of 3-amino-SH-pyrido[4,3-b]indole, a 
highly mutagenic principle in tryptophan pyrolysate, by 
rat liver enzymes. Nemoto N, et al. Chem Biol Interact 
1979 Oct;27(2-3):191-8 

Structural identification of a modified base in DNA 
covalently bound with mutagenic 
3-amino-1-methyl-SH-pyrido[4,3-b]indole. Hashimoto Y, 
et al. Chem Pharm Bull (Tokyo) 1979 Apr;27(3):1058-60 

Production of indolic compounds in _ cultures by 
dermatophytes. Jain PC, et al. J Exp Biol 1979 Sep; 
17(9):990-1 

Concentration of 5-methoxytryptophol in pineal gland and 
plasma of the rat. Carter SJ, et al. J Endocrinol 1979 Oct; 
83(1):35-40 

Occurrence and distribution of 5-hydroxytryptophol in the 
rat. Cheifetz S, et al. J Neurochem 1980 May;34(5):1093-9 











The metabolism and disposition of 3-methylindole in goats. 
Hammond AC, et al. Life Sci 1979 Oct. 8;25(15):1301-6 
Synthesis of tryptophol and indolelactic acid by 
tococcus neoformans. Gunasekaran M. Mycologia 
May-Jun;72(3):578-85 
Ethyl beta-carboline-3-carboxylate Ro cca 
benzodiazepine receptor interaction. et 
Nature 1980 Aug 7;286(5773):606-7 
New regulators of melanin biosynthesis and the 
autodestruction of melanoma cells. Pawelek J, et al. 


Nature 1980 Aug 7;286(5773):617-9 

6-Hydroxy-tetrahydronorharmane 
(6-hydroxy-tetrahydro-beta-carboline), 
metabolite of indole-alkylamines 
Rommelspacher H, et al. 
N: 


jaunyn 
310(1): 35-41 
Urinary 


a new active 
in man and rat. 


Pharmacol 1979 Dec; 


and brain beta-carboli:e-3-carboxylates as potent 
inhibitors of brain benzodiazepine receptors. Braestrup C, 
et al. Proc Natl Acad Sci USA 1980 A i = :2288-92 
There is a correlation between the DNA affinity and 
mutagenicity of several 
op ge og t 5SH- —— .3-bjindoles. Pezzuto JM, 
et al. Proc N: USA 1980 Mar;77(3):1427-31 
Indole aeetiitien | in aoe pineal gland of the rat; some 
regulatory aspects. Balemans MG. Prog Brain Res 1979; 
52:221-9 
5-methoxytryptophol in rat pineal glands and other tissues. 
Carter SJ, et al. Prog Brain Res 1979;52:267-9 
Recent advances in pineal cytochemistry. Evidence of the 
roduction of indoleamines and proteinaceous substances 
y rudimentary photo: tor cells and pinealocytes of 
Amniota. Collin JP. Prog Res 1979;52:271-96 
O-acetyl-5-methoxyt hol-tentative identification in 
wy glands. Smith I, et al. Prog Brain Res 1979;52:259-61 
disposition of [14C]iprindole in man, dog, miniature 
swine, rhesus monkey and rat. Sisenwine SF, et al 
Xenobiotica 1979 Apr;9(4):237-46 
Regional brain studies on indoles and tyrosine in Mongolian 
gerbils during nutrition with artificial ——— high in 
branched chain amino acids compared to a protein rich 
diet. Riederer P. Z Ernaehrungswiss 1979 Jul; i182): 95-103 
[The molecular mode of —, of diamidi ylindols 
(DAPI). I. Physico-chem investigations for the 
characterization of the bindin; ah diamidinephenylindol to 
nucleic acids (author’s transi)} Chandra P, et al. 
Cell Mol Biol 1979;25(2):137-46 (Eng. Abstr.) 


PHARMACODYNAMICS 


Effect of temperature and 4,6’-diamidine-2-phenylindole on 
restriction of supercoiled Col El DNA by Eco RI 
endonuclease. Stepief E, et al. Acta Biochim Pol 1979; 
26(1-2):29-38 

Tetrahydro-beta-carbolines and corresponding tryptamines: 
In vitro inhibition of serotonin and dopamine uptake by 
human blood platelets. Airaksinen MM, et al. 

Acta Toxicol (Copenh) 1980 APR;46(4):308-13 

Tetrahydro- beta-carbolines and corresponding tryptamines: 
In vitro inhibition of serotonin, dopamine and 
noradrenaline uptake in rat brain synaptosomes. 
Komulainen H, et al. Acta Pharmacol Toxicol (Copenh) 1980 
APR;46(4):299-307 

Arachidonate-mediated bronchoconstriction and platelet 
activation are inhibited by microgram doses of compound 
L8027 which are not selective for thromboxane synthetase. 
Chignard M, et al. Agents Actions [Suppl] 1979;(4):184-7 

Pathophysiologic studies of calves given 3-methylindole 
intraruminally. Cornelius LM, et al. Am J Vet Res 1979 
Apr;40(4):571-5 

Biogenic amine-aldehyde condensation products: 
tetrahydroisoquinolines and tryptolines (beta-carbolines). 
Deitrich R, et al. Annu Rev Pharmacol Toxicol 1980; 
20:55-80 (153 ref.) 

Cardiovascular and autonomic actions of ciclazindol and 
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91(1):72-8 
Hypoglycaemia caused by indole and quinoline derivatives. 
Snell K. Biochem Soc Trans 1979 Aug;7(4):745-9 

Inhibition of tyrosinase by indole compounds and reaction 

roducts. Protection by albumin. Miranda M, et al. 
iochim Biophys Acta 1979 Jul 4;585(3): 398-404 

Interaction of desipramine and ciclazindol with adrenergic 
mechanisms in the human iris [proceedings] Kerr FA, et 
al. Br J Clin Pharmacol 1979 Oct;8(4):396P-397P 

The effects of mianserine, amitriptyline, ciclazindol and 
viloxazine on presynaptic alpha-receptors in isolated rat 

atria [proceedings] Gardner CR, et al. Br J Pharmacol 1980 
Jan;68(1):184P-185P 

A comparison of the effects of 2-2’-pyridylisatogen, 
2-phenylisatogen and verine on calcium-stimulated 
respiration in mitochondria isolated from guinea-pig liver 
[proceedings] Lovett GS, et al. Br J Pharmacol 1979 Nov; 
67(3):480P-481P 

Effects of 5-hydroxytryptophol, a 5-hydroxytryptamine 
metabolite, on isolated cerebral arteries of the dog. Wang 
Fu LH, et al. Br J ae 1980 Jan;68(1):17-8 

Inhibition of rat brain norepinephrine N-methyltransferase 
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hydrochloride (LY87130). Fuller RW, et al. Brain Res 1980 
May 19;190(1):215-23 
Effects of combined administration of amphetamine and 
iprindole on brain adrenergic receptors. Reisine TD, et al. 
Res 1980 Apr 28;188(2):587-92 
Increased sensitivity to intracerebroventricular infusion of 
serotonin and deaminated indoles after lesioning rat with 
dihydroxytryptamine. Warbritton JD 3d, et al. 
Brain Res 1980 Feb 10;183(2):355-66 
Comparative effects _of _indole and aminoacetonitrile 
derivatives on dime d hylase and aryl 
hydrocarbon hydroxy jase activities. Arcos JC, et al. 
Cancer Lett 1980 A\ ‘Apr:9(2): 161-7 
Effects of indole alkaloids from Gardneria nutans Sieb. et 
Zucc. and Uncaria rhynchophylla Mig. on a guinea pig 
urinary bladder tion in situ. Harada M, et al. 
Chem Pharm ‘okyo) 1979 May;27(5):1069-74 
Effect of DAPI on Chinese hamster chromosomes. Rocchi 
A, et al. Cell Genet 1980;27(1):70-2 
Behavioral and biochemical effects of intracerebrally injected 
alkaloids. Melchior CL. Drug Alcohol Depend 1979 
May-Jul;4(3-4):347-52 
Isatin inhibition of rat testicular alkaline phosphatase. A 
non-allosteric phenomenon. Kumar P. Enzyme 1979; 
24(3):152-7 
Beta-adrenoceptor and ep aga effects of MJ 13105 
| in anesthetized dogs and rats. Deitchman D, 
Eur J Pharmacol 1980 ‘Feb 8;61(3):263-77 
Biochemical assessment of the central S-HT agonist activity 
of RU 24969 (a piperidinyl indole). Euvrard C, et al. 
Eur J Pharmacol 1980 Apr 11;63(1):65-72 
8027 and 1-nonyl-imidazole as non-selective inhibitors of 
thromboxane synthesis. Prancan AV, et al. 
Eur J Pharmacol 1979 Dec 20;60(4):287-97 
Histamine H2 receptor blocking Rp J of 2-substituted 
yrazinopyridoindoles. Patnaik GK, et al. 
Indian J Exp Biol 1980 Mar; 8G): 310-1 
Evaluation of histamine H2 tor blocking activity of a 
new 2-substituted agg tag ey diphenethindole. 
Patnaik GK, et al. indian J Exp Biol 1980 Jan;18(1):39-44 
Blockade of the dopamine depressor response by molindone, 
a newly introduced neuroleptic. Nandal NV, et al. 
Indian J Physiol Pharmacol 1980 Apr-Jun;24(2):143-7 
Novel indolyl pyrazolines as monoamine oxidase inhibitors. 
Tripathi S, et al. Indian J Physiol Pharmacol 1980 Apr-Jun; 
24(2):155-9 
The effect of mazindol on metabolic and regulatory changes 
in obese women fecig Bet weight reduction. Rath R, et al. 
Int J Obes 1979;3(2):133-40 
Some effects of indole on the interaction of amino acids with 
tryptophanase. Kazarinoff MN, et al. J Biol Chem 1980 
Jul 10:255(13): 6228-33 
Induction of enzyme-altered islands in rat liver by tryptophan 
pyrolysis products. Ishikawa T, et al. 
J Cancer Res Clin Oncol 1979;95(3):221-4 
Lack of correlation between transepithelial transport capacity 
and paracellular pathway ultrastructure in Alcian 
blue-treated rabbit gallbladders. Frederiksen O, et al. 
J Cell Biol 1979 Nov;83(2 Pt 1):383-93 
Clinical pharmacology studies with indobufen (K 3920): 
inhibitor of platelet aggregation. Vinazzer H, et al. 
J Clin Pharmacol 1980 May-Jun;20(5-6 Pt 1):316-25 
Cardiovascular effects of intravenous indoramin 
hydrochloride in man. Coleman AJ, et al. 
J Int Med Res 1979;7(6):511-8 
Inhibition of [3H]naloxone binding in homogenates of rat 
brain by eseroline, a drug, with analgesic activity, related 
to physostigmine. Galli A, et al. J Pharm Pharmacol 1979 
Nov;31(11):784-6 
ee ae of modified indole alkaloids. bag ay DG, et 
. J Pharm Sci 1979 Nov;68(11):1403-5 
nyotiiente neurones as possible target cells for pineal 
indoles [proceedings] Demaine C, et al. 
J Physiol (Lond) 1979 Jun;291:49P-50P 
6-Methoxyl-1,2,3,4-tetrahydro-beta-carboline effects on 
retinal serotonin. Thomas TN, et al. Life Sci 1979 Oct 15; 
25(16):1435-41 
Neuroleptic activity of the 
5~aryltetrahydro-gamma-carboline series. Conformational 
requirements for interaction with central dopamine 
receptors. Harbert CA, et al. Mol Pharmacol 1980 Jan; 
17(1):38-42 
Structural characteristics for inhibition of [3H] 
norepinephrine uptake into rat brain synaptic vesicles by 
beta-carboline, indolealkylamine, phenethylamine and 
n-alkylamine derivatives. Slotkin TA, et al. 
Mol Pharmacol 1979 May;15(3):607-19 
Induction of sister-chromatid exchanges by mutagens from 
amino acid and protein pyrolysates. Tohda H, et al 
Mutat Res 1980 Jan;77(1):65-9 
Interaction between amino-alpha-carboline and 
amino-gamma-carboline on mutagenicity in Salmonella 
typhimurium. Yoshida D, et al. Mutat Res 1979 Oct; 
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Effect of acute and chronic treatment of tandamine, a new 
heterocyclic antidepressant, on biogenic amine metabolism 
and related activities. Pugsley TA, et al 
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Pharmacol Biochem Behav 1980 1 Jun;12(6):979-82 

Effects of es »2,3,4-tetrahydro-beta-carboline 
(6-MeO-THbetaC) on enic seizures in DBA/2J 
mice. Sparks DL, et al. “Pharmacol Biochem Behav 1980 
Jan;12(1):119-24 

Structural analogues of isatin and their antimicrobial activity. 
Maysinger D, et al. Pharmazie 1980 Jan;35(1):14—-6 

Effect of isatin (2,3-dioxoindoline) on audiogenic seizures 
in rats its relationship to e hic and 
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Physiol Bohemoslov 1979;28(6):495-502 

Studies on medicinal plants of Sri Lanka. III. 
Pharmacologically important alkaloids of some sida species. 

Rage oe AA, et al. blocking Med 1980 ar ;39(1):66-72 
e alpha- tor king properties of cryptolepine 
on the rat isolated vas deferens. Studies on cryptolepine. 
Noamesi BK, et al. Planta Med 1980 May;39(1):51-6 

On the mechanisms of a action of indoramin. 
Gulati K, et al. Pol J Pharmacol Pharm 1978 Nov-Dec; 
30(6):811-8 

Some histochemical and electrophysiological effects of isatin. 
Seidel J, et al. Pol J Pharmacol Pharm 1979 Jul-Aug; 
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Metabolite gene regulation of the L-arabinose operon in 
Escherichia coli with indoleacetic acid and other indole 
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Effect of indoles, AVT, oxytocin, and AVP on — 
secretion in rat pituitary clonal (2B8) cells. Hanew K. 
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Long-lasting depletion of striatal dopamine by a single 
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Distribution of 14C-labelled 
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Inhibition of ews ttn Nn gor RNA polymerase 
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transl)] Poitou P, et al. Ann Pharm Fr 1979;37(3-4):115-8 
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[Molecular mec of action of Giamidinephenylindole 
(DAPH) III. Physico-chemical binding of DAPI and its 
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(DAPI). Il. Effect of DAPI on the template activity of 
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[Regulation of alpha and gamma-thrombin activity by 
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[Modification of anaphylactic bronchospasm in 
by two nonsteroidal anti-inflammatory agents: 
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Myocardial prostaglandin E release by or and 
modification by indomethacin. Morcillio E, et al 
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Timing of indomethacin in the control of prostaglandins, 
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and rectal administration yeh Baber N, et al. 
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Levamisole plus indomethacin in the treatment of herpes 
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Double-blind dose-response study of indomethacin in 
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et al. Ophthalmic 1979 May;10(5):18-20 

Formulation ageing of tablets prepared from 
indowetanchir a ylene glycol 6000 solid dispersions. 
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[Management of persistent ductus arteriosus in the newborn 
with respiratory insufficiency] Hurtado del Rio D, et al. 
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Indomethacin-associated acute renal failure. Gary NE, et al. 
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Indomethacin-induced renal failure [letter] Bernheim JL, et 

Ann Intern Med 1979 Nov;91(5):792 

Gastric perforation associated with indomethacin therapy in 
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Mar; 16(1):65-6 

Indomethacin and perforated duodenal ulcer [letter] 
Langman MJ, et al. Br Med 1980 Apr 19; 
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Indomethacin and perforated duodenal ulcer. Thompson MR. 
Br Med J 1980 Feb 16;280(6212):448 
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Can Med Assoc J 1980 Feb 23;122(4):400, 402 

Inhibition of fracture healing by indomethacin in rats. 
Sudmann E, et al. Eur J Clin Invest 1979 Oct;9(5):333-9 

Protective effect of prostaglandin E2 in the gastrointestinal 
tract during indomethacin treatment of rheumatic diseases. 
Johansson C, et al. Gastroenterology 1980 Mar;78(3):479-83 

General —— - evaluation of side-effects and efficacy 
of oxamethacin compared with indomethacin. 
Polderman J, et al. 5 Int Med Res 1980;8(2):156-62 

Oligohydramnios and transient neonatal anuria: a possible 
association with the maternal use of prostaglandin 
synthetase inhibitors. Cantor B, et al. J Reprod Med 1980 
May;24(5):220-3 

Oligohydramnion, meconium and perinatal death concurrent 
with indomethacin treatment in human pregnancy. 
Itskovitz J, et al. J Reprod Med 1980 Mar;24(3):137-40 

Effect on the fetus of indomethacin given to suppress labour 
[letter] Goudie BM, et al. Lancet 1979 Dec 1; 32(8153):1187-8 

Irreversible renal failure after indomethacin in 
steroid-resistant nephrosis [letter] Kleinknecht C, et al. 
N Engl J Med 1980 Mar 20;302(12):691 

The effect of indomethacin on renal function in man. Baber 
N, et al. Scand J Rheumatol 1980;9(1):52-4 

Acute renal failure associated with indomethacin 
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[Drug-induced esophageal damage. Review and report of 
a fatal case of indomethacin-induced ulceration] Agdal N. 
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[Salt and water retention after the administration of 
indomethacin to premature infants (letter)] Chantepie A, 
et al. Nouv Presse Med 1980 Feb 9;9(7):454-5 (Fre) 
(Hy ensive attack during treatment with indomethacin: 
ie of the sympathetic nervous system (letter)] Nicot G, 
et al Nouv Med 1979 Jun 16;8(27):2283 (Fre) 
[Corticosteroid-therapy of giant cell arteritis after gastric 
acute ulceration induced by indometacin. Interest of H2 
receptor antagonist (author’s transl)] Hory B, et al. 
Sem Hop Paris 1980 Feb 18~25;56(7-8):381-2 (Eng. at 


[2 cases of acute liver damage caused by indomethacin] 
Borbas B, et al. Orv Hetil 1980 Feb 24; saantee 
un) 
[Hyporeninemic hypoaldosteronism syndrome caused by 
indomethacin] Kutyrina IM, et al. Klin Med (Mosk) 1980 
May;58(5):27-30 (Eng. Abstr. (Rus) 
[Persistance of fetal circulation. a case associated to maternal 
indomethacin administration (author’s transl)] Molina V, 
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The disposition of the anti-inflammatory agent 
14C-1-(p-chlorobenzoyl)-2-methyl-5-methoxy-3-indoly] 
acid (oxametacine) in the rat. Elsom LF, et al. 

Arzneim Forsch 1979;29(8):1155-60 

General practitioners’ evaluation of side-effects and efficacy 
of oxamethacin as compared with indomethacin. 
Polderman J, et al. J Int Med Res 1980;8(2):156-62 

Glycerides as prodrugs. 3. Synthesis and antiinflammatory 
activity of 
{l hlorob yyl)-5—-methoxy-2-methylindole-3-acety 

(indomethacin glycerides). Paris GY, et al 
J Med Chem 1980 Jan;23(1):9-13 

[Flurometry in — analysis. I. Flurometric 
pacer of indomethacin and indomethacin ester with 

tropic acid] Poétové M, et al. Cesk Farm 1979 & 
28(7):288-91 (Eng. Abstr.) 

[Polarographic determination of indomethacin ester jor 
a acid] Poétové M, et al. Cesk Farm 1979 Oct; 
28(8):344-6 (Cze) 

[Effect of oxamethacin and sulindac on prostaglandin 
synthesis] Damas J, et al. C R Soc Biol (Paris) 1979; 
173(4):849-53 (Eng. Abstr.) (Fre) 

[Indometacin glucosamide in the therapy of rheumatoid 
arthritis (author’s transl)] Chlud K, et al. 

Arzneim Forsch 1978;28(7):1200-1 (Eng. Abstr.) (Ger) 

[Evaluation of the anti-inflammatory effect in immunological 
and non-immunological tests of 
(1-salicyloyl)-2-methyl-5-methoxy-3-indolylacetic acid, a 
new derivative of 3-indolylacetic acid] Stochla K, et al. 
Acta Pol Pharm 1979;36(1):123-7 (Eng. Abstr.) (Pol) 
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Impurities in drugs IV: Indomethacin. Curran NM, et al. 
J Pharm Sci 1980 Feb;69(2):187-9 

Stability of indomethacin solubilized system. Ghanem AH, 
et al. Pharmazie 1979 Jul;34(7):406-7 
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°c 2. Main IH, et al. 
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indomethacin on angiotensin-induced drinking. Fluharty 
SJ, et al. Adv Prostaglandin Thromboxane Res 1980; 
8:1231-3 

Inhibition of fetal bone growth and augmentation of PGE2 
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Inhibition of the neutrophil oxidative mse to a 
chemotactic peptide by inhibitors of arachidonic acid 
oxygenation. Bokoch GM, et al. 

Biochem Biophys Res Commun 1979 Sep 27;90(2):481-7 

Inhibition of highly purified mammalian phospholipases A2 
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[proosediain McDonald-Gibson WJ, et al. 
Biochem Soc Trans 1980 Apr;8(2): 198-9 

Modulation of purified phospholipase A2 wey from 
human platelets by calcium and indomethacin. Jesse R’ 
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EJ, et al. Biol Neonate 1980;37(5-6):257-9 

Influence of indomethacin on renal function in conscious 
newborn lambs. Winther JB, et al. Biol Neonate 1980; 
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hyperaemia or steroidogenesis in the anaesthetized dog. 
Gerber JG, et al. Br J Pharmacol 1979 Oct;67(2):217-20 
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aspirin, 
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(ron, 8,10,14-eicosatetraenoic acid) during 
eS inflammation in the rat. Bragt PC, et al. 
Pharm Pharmacol 1980 Feb;32(2):143-4 
Attenuation of furosemide’s diuretic effect by indomethacin: 
pharmacokinetic evaluation. Smith DE, et al. 
J Pharmacokinet 1979 Jun;7(3):265-74 
Influence of indomethacin and other anti-inflammatory drugs 
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following the captopril, SQ 14225, administration. Abe K, 
et al. Life Sci 1980 Feb 18;26(7):561-5 
A novel effect of indomethacin on prostaglandin F2 alpha 
synthesis and metabolism by the human prostate. 
ge ny AH, et al. Life Sci 1980 Jan 7;26(1):19-28 
The effect of prostaglandin El (PGE1) on the plasma- lymph 
barrier of the hind limb of rabbits and its antagonization 
by aescin and indomethacin. Rothkopf-Ischebeck M, et al. 
Lymphology 1980 Mar;13(1):47-52 
Indomethacin, arachidonic acid metabolism and basophil 
ag release. Sobotka AK, et al. Monogr Allergy 1979; 
7 
Interaction between coronary active compounds and 
indomethacin on the cardiovascular system of dogs. 
Schwarz H, et al. Naturwissenschaften 1980 Feb; 
67(2):104-5 
Arachidonic acid-induced malondialdehyde formation in rat 
platelets. Kinetic aspects and inhibition by acetylsalicylic 
acid and indomethacin. de Gaetano G, et al. 
Naunyn Arch Pharmacol 1980 May; 
312(1):85-9 


Studies on the inhibitory effect of indomethacin and 
meclofenamate on the adrenalectomy-induced increase in 
plasma renin concentration. Meyer DK, et al. 





1980 


Arch Pharmacol 1979 Oct; 


xs 25-7 
gee eetnaaes effect of sodium and indomethacin 
PO and PGF2 alpha in rabbits. Tsuruta K, et al. 
Nephron 1979;24(6):283-6 
Effects of systemically 
and stress-induced ACTH ion i 
the male rat. Weidenfeid J, et al. Neuroendocrinology 1980 
J Aug;31(2):81-4 a 





enhancement of lymphocyte 
response in — and untreated Hodgkin’ 
disease and non- od lymphoma. Han T, et 
NY State J Med 19 Jun;80(7 Pt. 1):1070-5 
Effect of systemic indomethacin on corneal graft survival 
tists" sae TO, et al. Ophthalmic Surg 1980 Mar; 
The effect of kallikrein on central — of acetylcholine 
in rats receiving indomethacin prostaglandin El. 
Bodzenta A, et pol J Pharmacel Phate 1978 Nov-Dec 
31(6):595-603 
like drugs interfere with arachidonate metabolism 
by inhibition of the 
12-hydroperoxy-5,8,10,14-eicosatetraenoic acid 
peroxidase activity of the lipoxygenase pathway. Siegel MI, 
et al. Proc Natl Acad Sci USA 1979 Aug;76(8):3774-8 

The effects of captopril, propranolol, and indomethacin on 
blood pressure and plasma renin activity in spontaneously 
hypertensive and normotensive rats. Antonaccio MJ, et al. 
Proc Soc Exp Biol Med 1979 Dec;162(3):429-33 

Indomethacin increases renal vascular resistance after 
adrenergic interruption in the dog. Ehrhart IC, et al. 
Proc Soc Exp Biol Med 1979 Oct. 162(1):112-5 

Indomethacin blockade of albuterol-induced erythropoietin 

production in isolated perfused > hy ys. Jelkmann W, 
et al. Proc Soc Exp hol Med Med 1979 Oct:162(1):65- 70 

Inhibition by indomethacin of the glycemic response to 
arginine in man. Schmitt JK, et al. 

Proc Soc Exp Biol Med 1980 Feb;163(2):237-9 

Comparison of the effects of aspirin, indomethacin and 
tartrazine on dynamic pulmonary compliance and flow 
resistance in the guinea pig. Peterson MA, et al. 

Proc West Soc 1980;23:121-4 

Indomethacin, salicylates and prostaglandin binding. Attallah 
AA, et al. Prostaglandins 1980 Feb;19(2):311 

Developmental response to indomethacin: a comparison of 
isometric tension with PGE2 formation in the lamb ductus 
arteriosus. Clyman RI, et al. 1979 Nov; 
18(5):721-30 

om of indomethacin blockade of ovulation in gilts by 

rostaglandins. Downey BR, et al. Prostaglandins 1980 Jan; 
f9(1). 17-22 

Uterine -— landin levels following stimulation of the 
decidual reaction: effects of indomethacin and 
tanyleypromin Jonsson HT Jr, et al. Prostaglandins 1979 
Dec;18(6):847-57 

Effects of intracerebroventricular administration of 
prostaglandins 12, E2, F2 alpha and indomethacin on blood 
pressure in the rat. Kondo K, et al. 1979 
May;17(5):769-74 

A comparison of the inhibitory effects of melatonin and 
indomethacin on platelet aggregation and thromboxane 
release. Leach CM, et al. Prostaglandins 1980 Jul;20(1):51-6 

The effects of indomethacin on plasma LH levels in female 
and male deermice (Peromyscus maniculatus). Meeuwsen 
K, et al. Prostaglandins 1979 Oct;18(4):639-46 

Effects of prostacyclin (PGI2) and indomethacin on neonatal 
lamb mesenteric and renal artery responses to electrical 
stimulation and 00 ten tx iya3-9 Yabek SM, et al. 

1980 Jan;19(1):23-9 

Indomethacin and uterine evacuation of conceptus in rats: 

possible mode of action. Basu R, et al. 
Med 1979 Nov;3(5): 291-4 

The effect of anti-inflammatory —- on > o_o 
sulphation in pig cartilage. Dekel S, et al 
Prostaglandins Med 1980 Mar;4(3): 133-40 

The effect of dietary vitamin E on indomethacin stimulated 
chemiluminescense in rat liver microsomes. Pennington SN, 

et al. Prostaglandins Med 1979 Jan;2(1):33-42 

Inhibition of ferrous iron induced —— of arachidonic 
acid by indomethacin. Peterson DA, et al 
Prostaglandins Med 1979 Feb;2(2):97-108 

Inhibitory effects of non-steroidal anti-inflammatory drugs 
on human myeloperoxidase. Theron CN, et al. 

S Afr Med J 1979 Oct 20;56(17):670-5 

Effect of indomethacin on blood flow distribution in the 

stomach of cats with acute gastric ulcer. Skarstein A 
J Gastroenterol 1979; 14(8):905-11 

Pharmacokinetics of inhibitors of prostaglandin synthesis in 
the perinatal period. Berman W Jr, et al. 
Semin Perinatol 1980 Jan;4(1):67-72 (37 ref.) 

Ontogeny of the ductus arteriosus response to prostaglandins 
Food inhibitors of their synthesis. Clyman RI. 

Perinatol 1980 Apr;4(2):115-24 (73 ref.) 

Effects of prostaglandins, thromboxanes, and inhibitors of 
their anal on renal and gastrointestinal function in the 
newborn period. Friedman WF, et al. Semin Perinatol 1980 
Apr;4(2):143-56 (156 ref.) 

Fetal breathing movements and inhibitors of prostaglandin 
synthesis. Kitterman JA, et al. Semin Perinatol 1980 Apr; 
4(2):97-100 

Prostaglandin metabolism, synthesis, and blockade in 
hemorrhage and sepsis. Carlson RD, et al. Surg Forum 1979; 


to mito; 





30:476-7 
Younus boy wey: of renal blood flow in 
indomethacin. 


with 
oy Urelos Urology 1975 Sept 14(3):256-9 
ndomethacin inhibition of bumetanide diuresis] Agg: 
y~ Ugeskr Laeger 1980 Mar Wotan 3 ‘Eng 
bstr.) 
(Effect of oxamethacin and sulindac TB 
synthesis’ Damas J. et al. CR Soc Biol (Paris) 1979. 
173(4):849-53 (Eng. Abstr.) (Fre) 
[Inhibition of spontaneous pressure changes in tissue and 
arterial vessels of in vitro perfused ovaries of man and cattle 
caused by prostaglandin synthesis inhibitors indomethacin 
and pote toe Spatling R et al. Arch Gynecol 1979 Jul 
20;228(1-4):420-1 (Ger) 
[Plasma angiotensin-I-converting-enzyme activity after 
inhibition of prostaglandin synthesis (author’s transl) 


anesthetized 
Kedar A, et 


} 
Rumpf KW, et al. Klin Wochenschr 1980 May 2;58(9): aad 


(Eng. Abstr.) 

[Inhibitory effects of indomethacin on prolactin liberation 
induced with peptides with opium-like activity] Costa G, 
et al. Boll Soc Ital Biol Sper 1979 Dec 15;55(23):2425-30 
(Eng. Abstr.) (Ita) 

[Adrenal cortex production of aldosterone ‘in vitro’ caused 
by angiotensin II: effects of indomethacin] Frisina N, et 
al. Boll Soc Ital Biol Sper 1979 Dec 15;55(23):2431-7 (Eng, 
Abstr.) 


RADIATION EFFECTS 


[Photostability of gelatin capsules: effect of ultraviolet 
irradiation on the water vapor transmission properties and 
dissolution rates of indomethacin (authors transi] Matsuda 
Y, et al. Yakugaku Zasshi 1979 Sep;99(9):907-13 Eng. 
Abstr.) 


THERAPEUTIC USE 


Pain relief and sputum prostaglandins in adults treated with 
pethidine, tilidine and — after tonsillectomy: a 
double-blind study. Saarnivaara L, et al. 

Acta Anaesthesiol Scand 1980 Apr: 242): 79-85 

Treatment of premature labor with indomethacin. Blake DA, 
et al. Adv Prostaglandin Thromboxane Res 1980;8:1465-7 

Inhibition of prostaglandins biosynthesis lowers antidiuretic 
hormone excretion in man. Glasson P, et al. 

Adv Prostaglandin Thromboxane Res 1980;7:1115-8 

Clinical use of prostaglandins and prostaglandin synthetase 
inhibitors in cardiac problems of the newborn. Olley PM, 
et al. Adv Thromboxane Res 1980;7:913-6 

Treatment of Bartter’s syndrome with indomethacin. Garin 
EH, et al. Am J Dis Child 1980 Mar;134(3):258-61 

The inhibition of premature labor with indomethacin. Nieby] 
JR, et al. Am J Obstet Gynecol 1980 Apr 15;136(8):1014-9 

Management of patent ductus arteriosus in preterm babies. 
Gémez R, et al. Ann Thorac Surg 1980 May: 29(5):459-63 

Echocardiographic — of large patent ductus arteriosus 
in the very low birthweight infant before and after 
treatment with indomethacin. Halliday HL, et al. 

Arch Dis Child 1979 Oct;54(10):744-9 

Echocardiographic —_ of large patent ductus arteriosus 
in the very low birthweight infant before and after 
treatment with indomethacin. Halliday HL, et al. 

Arch Dis Child 1979 Oct; 354(10): 744-9 

Inhibition of prost d iritis. Topical indoxole 

vs pl nee mee therapy. ee HM, et al. 
Arch Ophthalmol 1980 Jun;98(6):1106-9 

Classification of threatened premature labor related to 
treatment with a prostaglandin inhibitor: indomethacin. 
Atad J, et al. Biol Neonate 1980;37(5-6):291-6 

Indomethacin in the treatment of primary dysmenorrhoea. 
Elder MG, et al. Br J Obstet Gynaecol 1979 Aug; 
86(8):645-7 

Effects of indomethacin on postural hypotension in 
Parkinsonism. Abate G, et al. Br Med J 1979 Dec 8 
2(6203):1466-8 

Indomethacin treatment of postural hypotension in 
autonomic failure [letter] Davies IB, et al. Br Med J 1980 
Jan 19;280(6208):181 

Indomethacin treatment of postural hypotension [letter] 
Sutcliffe RL. Br Med J 1980 May 17;280(6225):1229 

Primary pulmonary hypertension. Responses to 
indomethacin, terbutaline, and isoproterenol. Person B, et 
al. Chest 1979 Nov;76(5):601-3 

Glomus tumor treated by prostaglandin inhibition. Report 
of a case. Rask MR, et al. Orthop 1979 Sep;(143):171-3 

Gestational age and indomethacin elimination in the neonate. 
Evans MA, et al. Clin Pharmacol Ther 1979 
26(6):746-51 

A comparative study of fenbufen and indomethacin in 
patients with rheumatoid arthritis. Deodhar SD, et al. 
Curr Med Res Opin 1979;6(4):263-6 

Double-blind clinical evaluation of a new anti-inflammatory 
drug, wey versus indomethacin. Pipitone V, et al. 

led Res Opin 1979;6(4):287-98 

Effectiveness and p kinetics of indomethacin in 
premature on with patent ductus arteriosus. Vert 
P, et al. Eur J Clin Pharmacol 1980 Jul;18(1):83-8 

Successful indomethacin treatment of two paediatric patients 
with severe tubulopathies. A boy with an unusual 
hypercalciuria and a girl with a. Bétend B, et al. 
Helv Paediatr Acta 1979 Sep;34(4):339 

Effect of nonsteroidal anti-inflammatory agua and diuretics 





CUMULATED INDEX MEDICUS 


in nephrotic syndrome patients. Kshirsagar NA, et al. 
Indian J Med Res 1979 PNov.70:801-6 
Cerebral oedema and blood-brain and blood-CSF barriers 
in experimental brain trauma: effect of indomethacin-A 
synthetase inhibitor. Mohanty S, et al. 
J Physiol. Pharmacol 1980 redken sg 5 324(2):91-6 
A comparative study with indomet combined 
indomethacin sodium-salicylate in rheumatoid arthritis. 
Torgyan S, et al. Int J Clin Pharmacol Biopharm 1979 Nov; 
17(11):439-41 
ndomethacin and CME [letter] Beale J 
J Am Intraocul Implant Soc 1980 fans6(0) 51-2 
Indomethacin as a means of preventing cystoid macular 
edema following in ular cataract extraction. Sholiton 
DB, et al. J Am Implant Soc 1979 Apr;5(2):137-40 
Indomethacin and CME [letter] Worst JG. 
J Am Intraocul Implant Soc 1980 Jan;6(1):52 
Partial reversal of the cellular immune defect in common 
variable immunodeficiency with indomethacin. win 
JS, et al. J Clin Lab Immunol 1978 Nov;1(3):197-9 
Patent ductus arteriosus treated with ligation or 
indomethacin: a follow-up study. Merritt TA, et al. 
J Pediatr 1979 Oct;95(4):588-91 
Suppression of Re tion ve bone resorption by 
ind experim periodontitis in dogs. 
Nyman §, et a J oy Perkedoatel 19% 1979 Sep Sep;50(9):450-61 
A comparative study of benoxaprofen and indomethacin in 
ankylosing spondylitis. Bird et al. 
J Rheumatol [Suppl] 1980;7(6): 139-42 
A comparison between bromocriptine and indomethacin in 
the treatment of detrusor instability. Cardozo LD, et al. 
J Urol 1980 Mar;123(3):399-401 
Sulindac in ankylosing spondylitis. Double-blind evaluation 
of sulindac and indomethacin. Calin A, et al. JAMA 1979 
Oct 26;242(17):1885-6 
Timing of indomethacin therapy in persistent ductus [letter] 
Firth J, et al. Lancet 1980 Sul 19;2(8186):144 
Indomethacin for persistent ductus arteriosus [letter] Halliday 
HL. Lancet 1980 Aug 9;2(8189):314 
Improvement of hypercalciuria, potassium wasting and 
hyperreninemia in incomplete distal renal tubular acidosis 
by indomethacin. RJ, et al. Nephron 1979; 


24(5):232-5 
Effect of indomethacin in two siblings with a 
renin-dependent hypertension, hyperaldosteronism and 
hypokalemia. de Jong PE, et al. Seen 1980;25(1):47-52 
Effect of indomethacin on renal function and plasma renin 
activity in dogs with chronic renovascular hypertension. 
Yun J, et al. Nephron 1979;24(6):278-82 
Cerebral vasospasm: effects of prostaglandin synthetase 
inhibitors in vitro. Chapleau CE, et al. Neurosurgery 1980 
Feb;6(2):155-9 
Anti-inflammatory action of topical indomethacin. Peyman 
GA, et al. Ophthalmic Surg 1980 Apr;11(4):259-61 
The treatment of sports injuries: a comparison between 
naproxen and indomethacin. A Royal Army Medical Corps 
multicentre study. Bouchier-Hayes TA, et al. 
Practitioner 1979 Nov;223(1337):706-10 
Effect of inhibiting prostaglandin synthesis on edema 
formation and albumin a during thermal trauma in 
the rat. Brouhard BH, et al. Prostaglandins 1979 Jun; 
17(6):939-46 
The refief of primary dysmenorrhea by ee and 
indomethacin. Kauppila A, et al. Prostaglandins 1979 Oct; 
18(4):647-53 
Therapeutic value of indomethacin in threatened abortion. 
Souka AR, et al. Prostaglandins 1980 Mar;19(3):457-60 
Perinatal hazards of chronic antenatal tocolysis with 
indomethacin. Van Kets H, et al. Prostaglandins 1979 Dec; 
18(6):893-907 
Bartter’s syndrome: 10 cases in childhood. Results of 
avi indomethacin therapy. Dillon MJ, et al. 
Med 1979 Jul;48(191):429-46 
Naproxen sodium and indomethacin in acute musculoskeletal 
disorders. Backhouse CI, et al. Rheumatol Rehabil 1980 
May;19(2):113-9 
Diclofenac sodium (Voltarol) and indomethacin: a 
multicentre comparative study in rheumatoid arthritis and 
osteoarthritis. Barnes CG, et al. Rheumatol Rehabil 1979; 
Suppl 2:135-43 
An open assessment of the efficacy and tolerability of 
diclofenac sodium (Voltarol) in patients with rheumatic 
disease and a comparative study of diclofenac sodium 
(Voltarol) with indomethacin in patients with — 
and rheumatoid arthritis. McMahon MF, et al 
Rheumatol Rehabil 1979;Supp! 2:81-8 
A double-blind cross-over trial of indomethacin, fenoprofen 
and placebo in ankylosing spondylitis, with comments on 
patient assessment. Shipley M, et al. Rheumatol Rehabil 
1980 May;19(2):122-5 
A note on indomethacin suppositories in rheumatic 
Tease 7 Wright V, et al. Rheumatol Rehabil 1979 Aug; 
Effect of Sarl-ala8-angiotensin II on blood pressure and 
renin in Bartter’s syndrome, before and after treatment with 
prostaglandin synthetase inhibitors. Rudin A, et al. 
Scand J Clin Lab Invest 1979 Oct;39(6):543-50 
The inhibition of prostaglandin and prostacyclin synthesis 
in the clinical management of patent ductus arteriosus. 
Grea WF, et al. Perinatol 1980 Apr;4(2):125-33 
re 
Prostaglandin I2 and indomethacin prevent impairment of 
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post-ischemic brain reperfusion in the . Hallenbeck JM, 
et al. Stroke 1979 Nov-Dec; 10(6):629- 
Bartter’s syndrome with normal cary 
pros E: aes effects of 
spironolactone, indomethacin ium chloride. Sato 
M, et al. Tohoku J Exp Med 15 1980 Jun;131(2):151-9 
Childhood diarrhoea and its treatment with i 
in Libya. Neumann SZ. Trop Doct 1980 Jan;10(1):24-8 
Efficacy and safety of piroxicam and indomethacin in the 
treatment of musculoskeletal disorders. A double blind 
comparative study. Giinther R, et al. Z Rheumatol 1979 
Sep-Oct;38(9-10):330-4 
[Familial tubulopathy associating hypercalciuria and saline 
diabetes. Favorable results of indomethacin therapy] 
Bétend B, et al. Arch Fr Pediatr 1979 Mar;36(3):258-67 
(Eng. Abstr.) (Fre) 
(Modification of anaphylactic bronchospasm in 
by two nonsteroidal anti-inflammaiory agents: 
indomethacin (proceedings)] Damas J, et al. 
Arch Int Physiol Biochim MS Feb; :87(1):152-3 
[Primary orthostatic hypotension. Improvement by 
indomethacin (letter)] Levrat R, et al. 
Nouv Presse Med 1980 Jul 5;9(29):2025 (Fre) 
[Testing indometacin as a preventive of premature labour 
(author’s transl)] Suzanne F, et al. Therapie 1979 Nov-Dec; 
34(6):751-60 (Eng. Abstr. (Fre) 
[Indomethacin in IRDS with PDA ee _ 
transl)] Miiller WD, et al. Klin Paediatr 1979 Sep; 
191(5):460-6 (Eng. Abstr.) (Ger) 
[Closure of ductus arteriosus by drug therapy and 
indomethacin dosage (letter)] Kertész E, et al. 
Orv Hetil 1980 Mar 23;121(12):735-6 (Hun) 
{Indomethacin therapy of children with nephrogenic diabetes 
insipidus] Tari S, et al. Orv Hetil 1980 Feb 10;121(6): Sn 
un) 
{Interrelationships between renin and arterial pressure in 
subjects with essential hypertension under diuretic 
effect of addition of oxprenolol 
indomethacin] Pedrinelli R, et al. Boll Soc Ital Cardiol 1978; 
23(8):1327-33 (Ita) 
[Scopolamine and its pharmacological effects on some 
experimental in tion tests] Balestrieri B, et al. 
Clin Ter 1980 Jan 31;92(2):127-36 (Eng. Abstr.) (Ita) 
[Diphenpiramide in the treatment of rheumatoid arthritis: 
short-time double-blind study of its comparison with 
indomethacin] Fumagalli M, et al. Clin Ter 1979 Jun 30; 
89(6):581-8 (Eng. Abstr.) (Ita) 
{Indomethacin in the treatment of stomatitis and 
periodontitis] Knychalska-Karwan Z, et al. 
Czas Stomatol 1980 Jan;33(1):75-8 (Eng. Abstr.) (Pol) 
[Indomethacin for prevention of premature labor] Peteja J. 
Ginekol Pol 1980 300 Aza :347-53 (Eng. Abstr.) (Pol) 
[Effect of Prolixan Azapropazone) on the course of 
rheumatoid disease tive joint disease. 
Comparison with wae y means of a double blind 
test] Kawenoki-Minc E, et al. Reumatologia 1979; 
17(3):365-74 (Eng. Abstr.) (Pol) 
[Appraisal of long-term nie 3 of inflammatory rheumatic 
diseases with tauredon, indomethacin, brufen and volon] 
Banciu M, et al. Rev Med Interna [Med Interna] 1979 
Nov-Dec;31(6):541-8 (Rum) 
[Bartter’s syndrome. Failure of irin and success of 
indomethacin] Jaéuregui WO, et al. vn @ Aires) 1979 
Jul-Aug;39(4):447-56 (Eng. Abstr. (Spa) 
[Short term study of comparing of with a placebo 
and with indomethacin in rheumatic polyarthritis] Delbarre 
F, et al. ee eT ee ees 
¢ 


pigs 
.8027 and 
(Fre) 


TOXICITY 


A new anti-inflammatory derivative of imidazole which is 
less ulcerogenic than indomethacin in rats. Corell T, et 
al. Acta Pharmacol Toxicol (Copenh) 1979 Sep;45(3): = 

The effects of repeated doses of indomethacin on fetal rabbi 
mortality and on the patency of the ductus arteriosus. 
Harris WH. Can J Physiol Pharmacol 1980 Feb;58(2): 212-6 

Altered zinc homeostasis and hepatic accumulation of 
metallothionein in indomethacin-induced ee ye 
Sobocinski PZ, et al. Toxicol Appl Pharmacol 1 Sep 
30;50(3):557-64 

[Biochemical studies of chemically induced renal damage. 
Il) Changes or urinary enzyme activities induced on 
indomethacin and phenylbutazone (author’s transl)] Ohno 
Y, et al. Eisei Shikenjo Hokoku 1979;(97):56-67 (Eng. 
Abstr.) (Jpn) 


INDOPHENCL 


ANALOGS & DERIVATIVES 
[Activation, by various aldoses, of 
dichlorophenol-indophenol reduction by 


endogenous 
constituents of a preparation of glucose “ehydeapenen 
from Pseudomonas fluorescens] W' B. 


urtz 
C R Soc Biol (Paris) 1979;173(4):753-7 (Eng. mee 


BLOOD 


[Superoxide dismutase (SODa) or indophenol oxidase (IPO) 
determination using electrofocusing of phenotypes in 
northern Germany (Schleswig-Holstein] Simeoni E, et al. 


8613 





INDOPHENOL 


Beitr Gerichtl Med 1979;37:307-11 (Eng. Abstr.) 


DIAGNOSTIC USE 


[The influence of infusions and = seamed on the 
—— of ammonia by means o' 
henol-reaction (author's ae 
Z Verdau Stoffwechselkr 1 
Abstr.) 


(Ger) 


Pon, AM 193-6 (Eng, 


INDOPROFEN see under PHENYLPROPIONATES 
INDORAMIN see under INDOLES 

INDOSPICINE see under AMINO ACIDS, DIAMINO 
INDUSTRIAL ARTS see TECHNOLOGY 


INDUSTRIAL DENTISTRY 


[Dental status in workers at a Norwegian factory. IV. 
Periodontal status] Jorkjend L. Nor Tannlaegeforen Tid 
1980 Feb;90(3):85-9 (Nor) 

[Necessity for stomatolo treatment of workers at the 
woodworks factory at Seuchal Kralisz W, et al. 

Med Pr 1979;30(4):289-92 Exe. Abstr.) (Pol) 

[Outpatient care in industrial communities as © -- of 
reducing diseases] Haimovici A 


periodontal 
Rev Med Chir Soc Med Nat Iasi 1979 Apr_Juns8 $30): 297-9 
(Rum) 


EDUCATION 


[Current forms of health education and their practice in 
industrial plants and schools] Stawifiski K. 
Czas Stomatol 1979;32(10):937-41 (Eng. Abstr.) (Pol) 

INDUSTRIAL DERMATOSES see OCCUPATIONAL 
DERMATITIS 


INDUSTRIAL MEDICINE see OCCUPATIONAL 
MEDICINE 


INDUSTRIAL NURSING see OCCUPATIONAL HEALTH 
NURSING 


INDUSTRIAL WASTE 


Removal of nitrogen from industrial wastewaters by 
three-step nitrification and denitrification. Krogulska B, 
Acta Microbiol Pol 1979;28(4):301-9 
Distribution of Aeromonas hydrophila in natural and 
man-made thermal effluents. Hazen TC, et al. 
App! Environ Microbiol 1979 Jul;38(1):166-8 
Spore survival during batch dry rendering of abattoir waste. 
Lowry PD, et al. Appl Environ Microbiol 1979 Aug; 
38(2):335-6 
Concentration of elements in marine organisms cultured in 
seawater flowing through coal-fly ash. Ryther J, et al. 
Bull Environ Contam Toxicol 1979 Sep;23(1-2):207-10 
Bioaccumulation of carbazoles: a = effluent from 
synthetic fuels. Southworth GR, et 
Bull Environ Contam Toxicol 1979. sep23(1 -2):73-8 
Ecotoxicological review of global impact of petroleum 
industry and its products. Korte F, et al. 
Ecotoxicol Environ Safety 1978 Jun;2(1):55-103 
Industrial emission of cadmium in Japan. Yamagata N. 
Environ Health Perspect 1979 Feb;28:17-22 
Growth of Aureobasidium pullulans on waste water 
hemicelluloses. Biely P, et al. Folia Microbiol (Praha) 1979; 
24(4):328-33 
Translocation and accumulation of seven heavy metals in 
tissues of corn Tr grown on sludge-treated strip-mined 
soil. Garcia WJ, et al. J Agric Food Chem 1979 Sep-Oct; 
27(5): 1088-94 
Nitrogen fixation in a Tr of _— herbicola 
resembling Escherichia coli. Neilson A 
J Appl Bacteriol 1979 Jun;46(3): ret 
Chlorine, temperature, and exposure duration effects of 
power plant effluents on juvenile blue crabs Callinectes 
sapidus and grass shrimp Palaemonetes pugio. Hall LW 
Jr, et al. J Toxicol Environ Health 1979 Jul;5(4):749-57 
How not to cope with a pollution crisis [editorial] Lancet 
1980 Jul 19;2(8186):131-2 
DDT contamination at Wheeler National Wildlife Refuge. 
O'Shea TJ, et al. Science 1980 Jul 25;209(4455):509-60 
EPA sets rules on hazardous wastes [news] Smith RJ. 
Science 1980 Mar 14;207(4436):1188 
[Effect of the ~— from a cellulose plant on the biological 
activity of the silt microflora in Lake Baikal] Gaponiuk 
EI, et al. Gig Sanit 1980 Mar;(3):66 (Rus) 
[Thiobacillus thiocyanoxidans growth patterns in relation to 
the purification of industrial sewage] Iurovskaia EM. 
ikrobiol Zh 1980 Mar-Apr;42(2):149-54 (Eng. Abstr.) 
(Rus) 
{Current status and the prospects for treating the — 
from the manufacture of prepared dru 
pharmaceutical preparations] Tymofieiey VV. Farm oh 
1980;(1):22-6 (30 ref.) (Ukr) 


ANALYSIS 


Botanically what is raw cotton dust? Morey PR. 
Am Ind Hyg Assoc J 1979 Aug;40(8):702-7 
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Cadmium, lead, and zinc in reclaimed 
dumps in Idaho. Hutchison F, et 
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47(10):513-7 if Abstr.) (Ger) 
[Normal values of serum gamma glutamyltransferase in 
newborn infants] Linke M, et al. Prax 1980 
Mar;48(3):154-7 (Ger) 
[Serum lysozyme activity in term and preterm newborns 
(author’s transl)} Dick W. Monatsschr Kinderheilkd 1980 
Jan;128(1):30-3 (Eng. Abstr.) (Ger) 
[Nutrition of the newborn infant (author’s transl)] Schréter 
W. Monatsschr Kinderheilkd 1979 Sep; 127(>>.553-7 (77 ref.) 
(Eng. Abstr.) (Ger) 


[Heat-absorbing plastic sheet--a therapeutic emma to 
avoid heat loss in the new-born] Kohlhoff R. 
Paediatr Grenzgeb 1979;18(4):207-18 (Eng. Abstr.) (Ger) 
[Positive evidence of IgM in newborn and premature infants] 
Linke M, et al. Paediatr Grenzgeb 1979;18(2):85-91 (Eng. 
Abstr.) (Ger) 
[Daylight and transitory bilirubinemia in premature and 
mature newborns] Menzel K, et al. Grenzgeb 1979; 
18(2):67-76 (Eng. Abstr.) (Ger) 
[Plasma- and intraerythrocyte potassium in newborn and in 
premature infants] Tépke B, et al. Paediatr Grenzgeb 1979; 
18(2):77-84 (Eng. Abstr.) (Ger) 
[Neonatal intensive care (author’s transl)] Riegel K. 
Z Geburtshilfe Perinatol 1979 Oct;183(5):317-22 (Eng. 
Abstr.) (Ger) 
[Behavior of maternal and neonatal serum cortisol at the time 
of delivery] Cardone A, et al. Minerva Ginecol 1979 Dec; 
31(12):863-70 (Eng. Abstr.) (Ita) 
[Lipids in the J omar 4 riod] La Rosa M, et al. 
Minerva Pediatr 1980 ors 31;32(6):389-91 (Ita) 
[Comparison between high neonatal systolic arterial pressure 
and numerous parameters at birth. Study of 805 newborn 
infants] Menghetti E. Minerva Pediatr 1980 Feb 28; 
32(4):213-4 (Eng. Abstr.) (ita) 
[Controlled study of the feeding of newborn infants with 
a colostral type of milk. Metabolic and auxological 
evaluation] Romagnoli C, et ai. Minerva Pediatr 1979 Dec 
31;31(24):1803-10 (Eng. Abstr.) (Ita) 
[Post-natal low weight (letter)] Varcasia E, et 
Minerva Pediatr 1979 NOV 15;31(21):1569 (Ita) 
[The study of pharmacokinetics of antimicrobial agents in 
newborn infants. II. Transition of serum concentration after 
intravenously administered penicillin analogues (author’s 
transl)] Kurosu Y. Jpn J Antibiot 1979 Oct;32(10):1017-26 
(Jpn) 
[The study of pharmacokinetics of antimicrobial agents in 
new born infants. I. Transition of serum concentration after 
intravenous administration of cephalosporin C analogues 
(author's transl)} Kurosu Y. Jpn J Antibiot 1979 Oct; 
32(10):1009-16 (Jpn) 
[Initial bacterial flora in the throat and nose of newborns 
and effect of administration of chemotherapeutics to 
mothers on its establishment. (I) Study of newborn babies 
(author’s transl)] Hosaka C. Kansenshogaku Zasshi 1979 
Jul;53(7):313-21 (Eng. Abstr.) (Jpn) 
[Anthropometric measurements of Japanese new born infants 
(author's transl)] Kamioka H. Nippon Eiseigaku Zasshi 1979 
Jun;34(2):420-8 (Eng. Abstr.) (Jpn) 
[Bowel sound characteristics of newborns (author’s transl)] 
Sakurai K, et al. Nippon Shokakibyo Zasshi 1980 
Mar;77(3):355-60 (Eng. Abstr.) (Jpn) 
[Urinary excretion of catecholamines by various age 
groups--with = reference to clinical value of 
measuring catecholamines in newborns (author's transl)] 
Nakai T, et al. Rinshe Byori 1980 Mar;28(3):251-5 
(Jpn) 
[Pharmacological aspects of the use of drugs in the neonatal 
period. A brief review] Langslet A. 
Tidsskr Nor Laegeforen 1979 Nov 20;99(32):1668-9 ‘a 
jor) 
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[The logarithmical transformation and the verification of 
statistical hypothesis in the r= analysis of 
experiments (author’s transl)] Komada J, et al. 

Ann Univ Mariae Curie Skiodowska [Med] 1 1978;33:215-23 
(Eng. Abstr.) (Pol) 

[Premature tooth eruption in newborn infants] 
Struzak-Wysokifska M. Czas Stomatol 1979 Nov; 
gia 1055-62 (Eng. Abstr.) (Pol) 

rowth hormone (HGH) in maternal and umbilical 
oo odd Mood and amniotic fluid during labor and neonatal 
body height and weight] Bielecka W, et al. 
Endokrynol Pol 1980 Mar-Apr;31(2): 155-62 (Eng. — 


[Course of the adaptation period in newborn infants of 
mothers anesthetized with ketamine during labor] 
Drazkowski H, et al. Ginekol Pol 1979;Suppl:59-61 (Eng. 
Abstr.) (Pol) 

[Analysis of body w a standards of newborn infants] 
Janczewska E. Ginekol Pol 1979 Dec;50(12):1003-18 Eg 
Abstr.) 

[Gasometric studies in newborn infants delivered by cesarean 
section conducted under acute moderate guided 
hemodilution (AMGH)] Konopada W, et al. 

Ginekol Pol 1979;Suppl:177-8 (Eng. Abstr.) (Pol) 

[Anemia in pregnancy and the physical condition of newborn 
infants and their anthropometric data] Stokowski C, et al. 
Ginekol Pol 1979;Suppl:73-4 (Pol) 

[Adenine nucleotides, coenzymes and indirect glucose 
metabolites in the erythrocytes of newborn infants. I. 
Newborn infants of healthy mothers] Wéjcicka J, et al. 
Ginekol Pol 1980 Feb;51(2):89-99 (Eng. Abstr.) (Pol) 

[Circulating immune complexes in healthy and infected 
newborn infants] Maszkiewicz W. Pediatr Pol 1980 Mar; 
$5(3):373-8 (Pol) 

[Relationship between body weight and body height of 
newborn infants and their parents] Rastenski J. 

Pediatr Pol 1980 Mar;55(3):323-30 (Eng. Abstr.) (Pol) 

[Superoxide dismutase of the erythrocytes from umbilical 
cord oe Maruszewski W, et al. Pol Tyg Lek 1980 Mar 
17;35(11):381-2 (Eng. Abstr.) (Pol) 

[Comparative study of 2 groups of pregnant women and 
women in labor with cesarean section performed under 
local and general anesthesia] Gustowski A, et al. 

Wiad Lek 1979 Aug 1;32(15):1071-4 (Pol) 

[Study of the thoracic duct (ductus thoracicus) termination 
in newborns (author’s transl)] De Lacerda CA, et al. 
Rev Bras Pesqui Med Biol 1979 Dec;12(6):401-4 Eng, 
Abstr.) or) 

[Frequency of antibodies to Toxoplasma in pregnant imme 
and their newborn in Sao Paulo City, Brazil (author's 
transl)] Jamra LM, et al. Rev Bras Pesqui Med Biol 1979 
Sep;12(4-5):279-85 (Eng. Abstr.) (Por) 

[Progressive antithrombin activity in blood of pregnant 
women and neonates in the first four days of life (author's 
transl)] Ramos JL, et al. Rev Bras Pesqui Med Biol 1979 
Jun;12(2-3):169-75 (Por) 

{Endocrine systems of fetal and neonatal adaptation] 
Bagramian ER. Akush Ginekol (Mosk) 1979 eet 11 
(Eng. Abstr.) (Rus) 

[Nature of the proteinuria and the state of the fetus and 
newborn infant in women suffering from a nephropathy] 
Chiladze ZA, et al. Akush Ginekol (Mosk) 1979 Sep; 
(9):51-2 (Eng. Abstr.) (Rus) 

[Sleep of newborn infants as an index of the functional state 
of the central nervous system] Evsiukova II, et al. 
Akush Ginekol (Mosk) 1979 Sep;(9):58-60 (Rus) 

[Method of assessing the state of health of newborn infants 
at discharge from maternity homes] Frolova OG, et al. 
Akush Ginekol (Mosk) 1980 Feb;(2):24-6 (Eng. Abstr.) 

(Rus) 

[Cardiac contractile function in newborn infants whose 
mothers have had a pregnancy nephropathy] Levitskaia 
SK. Akush Ginekol (Mosk) 1979 Sep;(9):46-8 (Eng. Abstr.) 

(Rus) 

(Electrocardiogram characteristics of healthy newborn 
infants] Lomako LT. Akush Ginekol (Mosk) 1979 Sep; 
(9):26-9 (Eng. Abstr.) 

[Neonatal thermoregulation in the transition to postnatal life] 
Lur’e GA. Akush Ginekol (Mosk) 1979 Sep;(9):24-6 on 
Abstr.) (Rus) 

[Effect of pregnancy risk factors on its outcome, the state 
of the fetus and of the newborn infant] Nikolaeva EI, et 
al. Akush Ginekol (Mosk) 1979 Sep;(9):43-5 (Eng. —- 

(Rus) 

[Characteristics of humoral immunity and natural body 
resistance in newborn infants my to mothers with 
pregnancy toxemia] Zefirov IuN, et al 
Akush Ginekol (Mosk) 1979 Aug;(8): 43-5 (Eng. a 

® 


[Various erythrocyte indices in the umbilical and Bond 
blood of newborn infants] Romanova AN. Lab Delo 1980; 
(4):251-2 (Rus) 

[Organization of nursing post services in the infant care 
department] Konevskaia NK, et al. Pediatriia 1979 Nov; 
(11):49-50 (Rus) 

[Dynamics of the myocardial function in newborn infants] 
Mazurin AV, et al. Pediatriia 1979 Oct;(10):28-30 a8 
Abstr.) us) 

[Metabolic processes in the newborn infants of es, with 
thyroid gland dysfunction] Nemtsova SM. Pediatriia 1980 
Jun;(6):51-3 (Rus) 

[Use of ultrasonic scanning for visualizing the internal organs 
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of the newborn infant] Petrikovskii BM, et al. 
Pediatriia 1980 Jun;(6):52-4 (Rus) 
[Blood histidase activity in healthy newborn infants and those 
born with hypoxia] Smirnova TA. Pediatriia 1979 Nov; 
(11):61-3 (Rus) 
[Biochemical blood indices of newborn infants born of 
mothers with toxicosis of the 2nd half of pregnancy who 
received analgesia during labory by prolonged trimecaine 
Ren oa anesthesia] Antonova LI, et al. 
Okhr Materin Det 1980 Jan;25(1):69-71 (Eng. Abstr. ) 
(Rus 


[Immunological adaptation characteristics of newborn infante 
born of San a with rheumatism] Beliaev SE, et al. 
Vopr Okhr Materin Det 1980 Jun;25(6):51-7 (Eng. Abstr.) 

(Rus) 


[Assessment of the physical development of newborn infants 
born of healthy mothers and of those suffering from 
obesity] Dmitrieva NV, et al. Vopr Okhr Materin Det 1980 
Jun;25(6):48-51 (Rus) 

[Dynamics of the rhythm of heart contractions in healthy 
newborn infants in the Ist days of life] Evsiukova II, et 
al. Vopr Okhr Materin Det 1980 Apr;25(4):11-5 (Eng. 
Abstr.) (Rus) 

[External respiratory function in newborn infants born to 
mothers who have had a late pregnancy toxicosis] 
Iaroslavskii VK. Vopr Okhr Materin Det 1980 Mar; 
25(3):51-4 (Eng. Abstr.) us) 

(Hormone content of fetoplacental Bs in the blood of 
newborn Rg ven Laricheva IP, e 
Vopr Okhr Materin Det 1980 Feb; "25(2): 26-8 (Eng. oe) 


[Arterial pressure indices in healthy newborn infants} 
Lomako LT. Vopr Okhr Materin Det 1980 Jun;25(6):43-5 
(Eng. Abstr.) (Rus) 

[Electromechanical activity of the heart and the metabolic 
characteristics of newborn infants in big dynamics of the 
neonatal period] Oskolkova MK, et 
Vopr Okhr Materin Det 1980 Apr; Sta): 15-20 (Eng. —, ) 

( 


[State of the antimeningococcal humoral immunity in 
mothers and their newborn infants] Ruzal’ GI, et al. 
Vopr Okhr Materin Det 1980 Jan;25(1):36-9 (Eng. —_ 

(Rus) 

[Uterine contractile activity and indices of the state of health 
of the newborn in the case of a varying location of the 
placenta] Samorodinova LA. Vopr Okhr Materin Det 1980 
Apr;25(4):46-8 (Eng. Abstr.) (Rus) 


[Rheological properties of the blood of the newborn infants 

in late toxicosis in the mothers] Shalina RI. 
Vopr Okhr Materin Det 1980 Jun;25(6):57-61 (Eng. Abstr.) 
(Rus) 


[Lactation characteristics and the state of newborn infants 
of mothers with rheumatic heart defects] Stasevich GP, 
et al. Vopr Okhr Materin Det 1979 Sep;24(9):50-2 (Eng. 
Abstr.) (Rus) 

[Placental transfusion and some aspects of its effect on 
metabolism in the newborn infant (a review of the 
literature)] Vasilevskaia NL. Vopr Okhr Materin Det 1980 
Jun;25(6):61-5 (46 ref.) (Rus) 

[Hemodynamic and metabolic adaptation characteristics of 
healthy newborns depending on the time of tying off the 
cord] Zubovich VK, et al. Vopr Okhr Materin Det 1980 
Jan;25(1):17-20 (Eng. Abstr.) (Rus) 

[Effects of different types of newborn infant feeding on 
intestinal microbiocenosis] Goncharova GI, et al. 

Vopr Pitan 1979 Nov-Dec;(6):49-53 (Eng. Abstr.) (Rus) 

[Formation of a local 7.7 system in the intestines of infants 
in the Ist weeks of life] Kuvaeva IB, et al. Vopr Pitan 
1980 Jul-Aug;(4):30-3 (Eng. Abstr.) (Rus) 

[Morphologic variations of the central canal of the spinal 
cord in fetuses and newborns] Bogdanovié D, et al. 

Srp Arh Celok Lek 1979 Jan;107(1):35-41 (Eng. a 


[Vascularization and histogenesis of the spinal cord fr coved 

channel in fetuses and newborns] Stogic T, et al. 
Srp Arh Celok Lek 1979 Feb;107(2):135-42 (Eng. Abstr.) 
Sec. 


(Sec) 
[Immunologic condition of the newborn (author’s transl)] 
Fontan G, et al. An Esp Pediatr 1980 Apr;13(4):267-76 
(Eng. Abstr.) (Spa) 
[Human fetal growth in Costa Rica, 1970-1975] Mata L, et 
al. Rev Biol Trop 1978 Dec;26(2):431-50 (Eng. on 
(Spa) 
[Effect of the administration of betamethasone on the thyroid 
hormonal levels of mothers and newborn infants] Vaccaro 
H, et al. Rev Chil Obstet Ginecol 1978;43(2):83-7 (Eng. 
Abstr.) (Spa) 
— program for neonatal care (editorial)] Rizzardini 
Rev Chil Pediatr 1979 Mar-Apr;50(2):5-6 
[Hummoeal antibodies, coproantibodies and viral excretion in 
newborn infants immunized with poliomyelitis vaccine] 
Ruiz-Gomez J, et al. SPM 1979 Mar-Apr;21(2):127-34 
(Eng. Abstr.) (Spa) 
[Early death of children and concealed grief] Wretmark AA. 
Lakartidningen 1979 Dec 12;76(50):4636-9 (Swe) 


PSYCHOLOGY 


The competence of the infant. Pikler E. 
Acta Paediatr Acad Sci Hung 1979;20(2-3):185-92 

The development of behavior in human infants, premature 
and newborn. Wolff PH, et al. Annu Rev Neurosci 1979; 
2:291-307 (75 ref.) 


INFANT, NEWBORN, 


Effects of nonnutritive sucking upon the behavioral arousal 
of the newborn. Neeley CA. Birth Defects 1979; 
15(7):173-200 

Young infant's sensitivity to optical information for collision. 
Yonas A, et al. Can J Psychol 1979 DEC;33(4):268-76 

Infants’ orientation to lateral sounds from birth to three 
months. Field J, et al. Child Dev 1980 Mar;51(1):295-8 

Newborn infants orient to sounds. Muir D, et al. 

Child Dev 1979 Jun;50(2):431-6 

Individual differences in infant-mother attachment 
relationships at age one: antecedents in neonatal behavior 
in an urban, economically disadvantaged sample. Waters 
E, et al. Child Dev 1980 Mar;51(1):208-16 

Neonatal behavior of infants of adolescent mothers. 
Thompson RJ Jr, et al. Dev Med Child Neurol 1979 Aug; 
21(4):474-82 

Fetal mediators of the relationships between increased 
pregnancy and labour blood pressure and newborn 
irritability. Woodson RH, et al. Early Hum Dev 1979 Jul; 
3(2):127-39 

Cognition and motivation in early infancy. An interactionistic 
approach. Ulvund SE. Hum Dev 1980;23(1):17-32 

Neonates’ heart rate, sucking rhythm, and sucking amplitude 
as a function of the sweet taste. Ashmead DH, et al. 

J Exp Child Psychol 1980 Apr;29(2):264-81 

Auditory-visual integration in neonates: a signal detection 
analysis. Crassini B, et al. J Exp Child Psychol 1980 Feb; 
29(1):144-55 

Central vision in the newborn. Lewis TL, et al. 
J Exp Child Psychol 1980 Jun;29(3):475-80 

Early mother-infant contact and infant temperature 
stabilization. Britton GR. JOGN Nurs 1980 Mar-Apr; 


9(2):84-6 
Why colic? Craven DM. Med J Aust 1979 Sep 8;2(5):255 
Behavioral competence of the newborn infant. Brazelton TB. 
Semin Perinatol 1979 Jan;3(1):35-44 (36 ref.) 


INFANT, NEWBORN, DISEASES 


Orbital abscess in two neonates, deriving from conjunctival 
malformations. Maruszczak D, et al. 
Acta Ophthalmol (Copenh) 1979 Aug;57(4):643-8 

Hyperglycemia and sepsis in a newborn [letter] James T 3d. 
Am J Dis Child 1980 Apr;134(4):427 

Streptococcal neonatal osteomyelitis [letter] Lai TK, et al. 
Am J Dis Child 1980 Jul;134(7):711 

Cytomegalovirus syndrome [letter] Medearis DN Jr. 
Am J Dis Child 1979 Nov;133(11):1204 

Intestinal obstruction due to colonic stricture following 
neonatal necrotizing enterocolitis. Kosloske AM, et al. 
Ann Surg 1980 Aug;192(2):202-7 

Neonatal Society. yen | held on 8 February 1979 at the 
Institute of Child Health, London. Abstracts of papers. 
Arch Dis Child 1979 Sep;54(9):725-8 

Acute necrotising fasciitis due to streptococcal infection in 
a newborn infant. Nutman J, et al. Arch Dis Child 1979 
Aug;54(8):637-9 

Listeria infections in the newborn [letter] Storrs CN, et al. 
Arch Dis Child 1980 Mar;55(3):246 

The congenitally methadone-addicted infant. Fleming JW, 
et al. Birth Defects 1979;15(7):99-117 

Transient leukemoid reaction and trisomy 21 mosaicism in 
a phenotypically normal newborn. Brodeur GM, et al. 
Blood 1980 Apr;55(4):691-3 

The first year of life. Vomiting. Valman HB. Br Med J 1980 
Mar 1;280(6214):620-3 

Infantile nephrotic syndrome with diffuse mesangial sclerosis: 
a disturbance of glomerular basement membrane 
development? Rumpelt HJ, et al. Clin Nephrol 1980 Mar; 
13(3):146-50 

Concepts in critical data evaluation and neonatal monitoring. 
La Gamma EF. Clin Perinatol 1980 Mar;7(1):93-105 

Chloramphenicol and the neonate--1979 view. Lietman PS 
Clin Perinatol 1979 Mar;6(1):151-62 (23 ref.) 

Resuscitation of a newborn baby at birth. Singh M. 
Indian J Pediatr 1979 May; 46(376): 174-81 

Analysis of tetanus neonatorum cases admitted in a hospital 
during 1976-77. Jagetiya P, et al. 
Indian J Public Health 1979 Apr-Jun;23(2):103-5 

An unusual cause of edema feet in newborn infant [letter] 
Bai A. Indian Pediatr 1979 Aug;16(8):737 

Neonatal seizures. Nagpal R. Indian Pediatr 1979 Oct; 
16(10):941-5 

Bacterial infections among home delivered neonates. Clinical 
picture and bacteriological profile. Saxena S, et 
Indian Pediatr 1980 Jan;17(1):17-24 

Pneumococcal infection in the newborn-2 case 
Hayes A, et al. Ir Med J 1980 Apr;73(4):168-9 

Risk birth registry: A newborn screening model. Cole DB, 
et al. J Kans Med Soc 1980 Feb;81(2):79-82 

Does a belief in a "just world’ affect health care providers’ 
reactions to perinatal illness? Clyman RI, et al. 
J Med Educ 1980 Jun;55(6):538-9 

Selective non-treatment of newborns. Sherlock R. 
J Med Ethics 1979 Sep;5(3):139-42 

Neonatal thyrotoxicosis: intellectual impairment 
craniosynostosis in later years. Daneman D, et al. 
J Pediatr 1980 Aug;97(2):257-9 

Renal failure with myoglobinuria [letter] Gilboa N. 
J Pediatr 1979 Oct;95(4):667-8 

Observations on bronchopul 
WH Jr. J Pediatr 1979 


reports. 


and 


monary dysplasia. Northway 
jov;9S(S Pt 2):815-8 
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Perforation of the ix in the neonatal period. Bax NM, 
et al. J Pediatr 1980 Apr;15(2):200-2 

es sarcoma in the newborn. Ein SH, et al. 

J Pediatr Surg 1979 Aug;14(4):455-7 

A safer system for percutaneous subclavian venous 
catheterization in newborn infants. Filston HC, et al. 
J Pediatr 1979 Oct;14(5):564-70 

Prospective application of an index of neonatal necrotizing 
enterocolitis. German JC, et al. J Pediatr Surg 1979 Jun; 
14(3):364-7 

Neonatal h ycemia, 1979. Milner RD. J Perinat Med 
1979;7(4):1 racy) (32 ref.) 

Persistent hyperfibrinogenaemia in isi rlitis 
[letter] Pickart L. Lancet 1980 Apr 5;1(8171):770-1 

Further studies on neonatal rotavirus infections. Crewe E, 
ex al. Med J Aust 1980 Jan 26;1(2):61-3 

— B Meg yee infection in the newborn. Kwan PW, 

led J Malaysia 1979 Sep;34(1):71-5 

is ma . pneumoperitoneum in a new-born child. 
Rad D, et al. Med J Malaysia 1979 Mar; 
33(3):272-3 


Severe deficiency of vitamin K it coagulation factors 
in an infant. Mickleson KN, et al. NZ Med J 1979 Oct 
10;90(645):291-2 

Anaemia and polyglobulism in the newborn infant. Betke 

Paediatrician 1979;8 Suppl 1:93-103 

Disorders of coagulation in The newborn. Seshadri RS, et 
al. Paediatrician 1980;9(2):90-101 

American Academy of Pediatrics. Committee on fetus and 
newborn. Committee on infectious diseases. Perinatal 

herpes simplex virus infections. Pediatrics 1980 Jul; 
66(1):147-9 

Hyperammonemia associated with perinatal asphyxia. 
Goldberg RN, et al. Pediatrics 1979 Sep;64(3):336-41 

Mixed and obstructive sleep apnea and near miss for sudden 
infant death syndrome: 2. Comparison of near miss and 
normal control infants by age. Guilleminault C, et al. 
Pediatrics 1979 Dec;64(6):882-91 

Neonatal hotline telephone network. Perlstein PH, et al. 
Pediatrics 1979 Oct;64(4):419-24 

Regional neonatal transport: impact of an integrated 
community/center system. Sumners J, et al. Pediatrics 1980 
May;65(5):910-6 

Incidence of HBeAg in asymptomatic carrier mothers and 
vertical transmission of HBV to their infants. Sabau M, 
et al. Rev Med Chir Soc Med Nat Iasi 1979 Apr-Jun; 
83(2):259-62 

Traumatology of the newborn’s nose. Stoksted P, et al. 
Rhinology 1979 Jun;17(2):77-82 

Prevention and ement of neonatal gonorrhea. Lossick 

JG. Sex Transm Dis 1979 Apr-Jun;6(2 Suppl):192-4 (25 
ref.) 

Neonatal in Benin City, Nigeria. A review of 
74 pay men JA. Trop Geogr Med 1979 Mar;31(1):35-9 

Results obtained in the ‘Stefan S. Nicolau’ Institute of 
Virology on the role of some viral and rickettsial infections 
in perinatal pathology. lovici Y. Virologie 1979 
Oct-Dec;30(4):273-81 (46 ref.) 

Coxsackie B2 virus isolation from a case of postnatal 

a oencephalitis. Dragdnescu N, et al. Virologie 1980 
Jan-Mar;31(1):9-12 

[Mucocolpos in a newborn with subsequent severe 
retention] Riha F, et al. Cesk Pediatr 1979 Aug; sagt 478-9 
(Eng. Abstr.) (Cze) 

[Congenital cutis marmorata teleangiectatica] Hgst A, et al. 
Ugeskr Laeger 1979 Oct 8;141(41):2827-8 (Eng. Abstr.) 

(Dan) 





[Epileptic seizures in newborn infants] Lou HC. 
Ugeskr Laeger 1980 Apr 28;142(18):1136-8 (Eng. Abstr.) 
Dan 


(Dan) 
[Perinatal morbidity as a measure for obstetrical care (letter)] 
ied Geneeskd 


Maathuis JB. 1979 Aug 4; 
es 1353-6 (Dut) 
Neonatal septicemia] Renlund M, et al. Duodecim 1979; 
95(23):1586-93 (Fin 
[Meconium peritonitis: apropos of a report] 
Ngandu-Kabeya, et al. Ann Soc Belg Med —y 1979 Jun; 
59(2):159-63 (Fre) 
[Placental chorioangioma, skin angiomas and neonatal 
cholestasis] Leblanc A, et al. Arch Fr Pediatr 1979 May; 
36(5):484-6 (Eng. Abstr.) (Fre) 
[Neonatal renal papillary necrosis] Lelong-Tissier MC, et 
al. Arch Fr Pediatr 1979 Mar;36(3):287-90 (Eng. Abstr.) 
(Fre) 


[Neonatal hematemesis caused by peptic esophagitis] 
Lelong-Tissier MC, et al. Arch Fr Pediatr 1979 Mar; 
36(3):250-7 (Eng. Abstr.) (Fre) 

[Ophthalmologic evaluation at the age of 2 years of newborn 
infants hospitalized in the rag ny center at Rennes] 
Sénécal J, et al. Arch Fr Pediatr 1979 Jul-Aug;36(7):665-72 
(Eng. Abstr.) (Fre) 

{3 om of Sey e ereae a nctivitis] Ardouin M, 
et al. Bull Soc Ophtalmol Fr 1978 ;78(12):909-11 (Eng. 
Abstr.) (Fre) 

[Ovarian cysts and tumors in neonates, infants and children 
(author's transl)}] Gauthier F, et al. Chir Pediatr 1979; 
20(2):75-83 (Eng. Abstr.) (Fre) 

[Bacterial meningitis in newborn infants. A retrospective 
study from a pediatric clinic 1967-1978] Biéler—Niederer 
E. Helv Paediatr Acta 1979;34(6):563-76 (Eng. ne 

Fre) 


[French Pediatric Society. Meetings of Bordeaux and of the 
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South-West Region. II. M 
7, 1978. Abstracts] Pediatrie 1 = tn 181-6 (Fre) 
[Across Scandanavian literature (news)] Bourgeois J. 
Pediatrie 1979 Mar;34(2):191-5 (Fre) 
[French Pediatric Society. Meetings of Bordeaux and of the 
South-West R . I. Meeting at Bordeau, February 21, 
1978. " Abstracts} Seguin G, et al. Pediatrie 1979 Mar; 
34(2):175-80 


(Fre) 
[Development of parent-child relations at the birth of a 
newborn at high risk] Calame A. 
Rev Med Suisse Romande 1980 Mar; 100(3):206-11 
[Chronic fetomaternal ——— —_ = of heart 
failure (author’s transl)] Waldha 
Monatsschr Kinderheilkd 1979 Mov: 137(11):687-9 ng, 
Abstr. 


) 
[Fatal os due a hits 


niet: 75-6 hte) 
[Retrospective ysis of } years of intensive therapy of 
neonatal respiratory ry insufficiency. Differences of prognosis 
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J Am Optom Assoc 1979 Nov;50(11):1291-9 (66 ref.) 

Infection of immunosuppressed patients. Kay HE. 

J Clin Pathol [Suppl] 1979;(13):26-9 (14 ref.) 

Ecological factors influencing the growth of the child. Chen 
PC. Med J Malaysia 1979 Sep;34(1):6-12 

Infective complications in Nigerian diabetic patients. 
Adetuyibi A, et al. Niger Med J 1979 Mar;9(3):383-5 

Infections in cancer patients. Dionigi R, et al. 

Clin North Am 1980 Feb;60(1):145-59 

[Status febrilis: humoral and cellular factors) Block LH. 
Schweiz Med Wochenschr 1980 Mar 22;110(12):430-7 (Eng. 
Abstr.) (Ger) 

[Defective neutrophil chemotaxis in patients with recurrent 
infections (author’s transl)] Patrone F, et al 





Herkovits J, 
39(3):400-8 


CONGENITAL 


Staphylococcal protein A adsorption of neonatal serum to 
facilitate early diagnosis of congenital infection. Tuomanen 
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Am J Med 1979 Dec:67(6): 935-40 

Lower extremity fractures simulating infection in 
myelomeningocele. Townsend PF, et al. Clin Orthop 19 
Oct;(144):255-9 
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leukaemia. Mackie PH, et al. J Clin Pathol 1979 Dec; 
32(12):1253-6 

Infectious diseases of Indochinese refugees. Jones MJ, et al. 
Mayo Clin Proc 1980 Aug;55(8):482-8 

Abnormal thyroid function tests in devere non-thyroidal 
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et al. Obstet Gynecol 1980 Feb;55(2):167-9 
Influence of cancer on host defense and susceptibility to 
infection. Meakins JL, et al. Surg Forum 1979;30:115-7 
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Care 1980 Mar-Apr;3(2):309-13 

Continuous subcutaneous insulin infusion in the treatment 
of diabetes mellitus. Pickup JC, et al. Diabetes Care 1980 
Mar-Apr;3(2):290-300 

Treatment of juvenile-onset diabetes by subcutaneous 
infusion of insulin with a portable pump. Sherwin RS, et 
al. Diabetes Care 1980 Mar-Apr;3(2):301-8 


INJURIES see WOUNDS AND INJURIES 


INJURIES, NONPENETRATING see WOUNDS, 
NONPENETRATING 


INK 


Sensitization to abieto-formo-phenolic resin in printing ink. 
Castelain PY, et al. Contact Dermatitis 1980 Jan; 36(2): 145-6 

Toxicologic studies with sheep fed colored magazines and 
newsprint. Heffron CL, et al. Cornell Vet 1979 Oct; 
69(4):356-63 

Cancer mortality among printing plant workers. Greene MH, 
et al. Environ Res 1979 Oct;20(1):66-73 

1-125 fibrinogen test complicated by allergic dermatitis 
caused by skin marker [letter] Brown DW. J Nucl Med 
1979 Jul;20(7):808 

Problems with India ink skin markings. Haselow RE, et al. 
Radiology 1980 Feb;134(2):542-3 


INK BLOT TESTS 


The HIT clinical profile of psychedelic drug users. Hartung 
J, et al. J Pers Assess 1980 Jun;44(3):237-45 


us) 


INLAY CASTING WAX 


ANALYSIS 


[Plastic deformation of technical dental waxes] Zhudina VI, 
et al. Stomatologiia (Mosk) 1980 Jul-Aug;59(4):71 (Rus) 


INLAYS 


see related 
DENTAL MATERIALS 
The dental application of electroformed pure gold. II. A. 
Porcelain inlay. Cast copings with adaptable 
electroformed gold margins. Rogers OW. Aust Dent J 1980 
Feb;25(1):1-6 
Labial pulpectomy access followed by esthetic composite 
resin restoration for nonvital maxillary deciduous incisors. 
Mack RB, et al. J Am Dent Assoc 1980 Mar;100(3):374-7 
A theoretical and clinical investigation into the taper 
achieved on crown and inlay preparations. Mack PJ. 
J Oral Rehabil 1980 May;7(3):255-65 
Auxiliary 2" 5 for intracoronal cast gold restorations. 
Chan KC, et al. J Prosthet Dent 1980 Aug;44(2):187-9 
[Dental gold and ‘replacement alloys] Meyer JM, et al. 
Rev Belge Med Dent 1979;34(2):187-203 (Fre) 


1980 


[Inlays and onlays on 6-year molars] Knellesen C. 
Rev Odontostomatol (Paris) 1979 ee ane 
) 


HISTORY 


Inlayed teeth of ancient Mayans: a ee study using 
the SEM. Gwinnett AJ, et al. Scan Electron Microsc 1979; 
(3):575-80 


INSTRUMENTATION 


[Device for gos occlusal ridges] Otiev MI. 
Stomatologiia (Mosk) 1979 Jul-Aug;58(4):81 


INNATE BEHAVIOR see INSTINCT 
INNOMINATE ARTERY 


Non-invasive methods of the evaluation of obliterative 
disease of the subclavian or innominate artery. Ekestrém 
S, et al. Acta Med Scand 1979;206(6):467-71 

Collateral circulation and stealmechanisms in innominate and 
subclavian artery obstruction. van der Steen A, et al. 
Clin Neurol Neurosurg 1979;81(3):194-8 

Tracheoinnominate artery er as a complication of 
radiation are. Reiter D, et al 
Otolaryngol Head Neck Surg 1979 Mar-Apr;87(2):185-9 


ABNORMALITIES 


Vascular compression of the u airway in children. 
West J Med 1980 Mar; 132(3209-18 

[Compressive brachi halic aad trunk and 
So reflux following surgery for 
= hag ao transl rans) Narcy P, et al. 


1979 Dec;96(12):841-7 
ae Be pace (Fre) 
rac compression by the innominate ariery (author’s 
transl)] Schlemmer M, et al. Paediatr Paedol 1979; 
14(4):455-62 (Eng. Abstr.) ( 


INJURIES 


Survival after tracheoinnominate artery fistula. Bloss RS, et 
al. Am J Surg 1980 Feb;139(2):251-3 

Subclavian and innominate artery trauma. A five-year 
experience with 17 patients. Lim LT, et al. Surgery 1979 
Dec;86(6):890-7 

[Closed trauma of the supra-aortic trunks (author’s transl)] 
Kieffer E, et al. J Chir (Paris) 1979 May;116(5):333-42 
(Eng. Abstr.) (Fre) 


(Rus) 


RADIOGRAPHY 


Unique angiographic demonstration of tracheal-innominate 
ony fistula. Biyaderani MK, et al. South Med J 1980 
r;73(4):515-6 
[Cohsi lateral circulation syndromes in the brachiocephalic 
artery system] Zingerman LS, et al. 
Zh Nevropatol Psikhiatr 1980;80(1):15-22 (Eng. Abstr.) 
(Rus) 


SURGERY 


Operative correction of proximal blocks of the subclavian 
or innominate arteries. Thompson BW, et al. 
J Cardiovasc Surg (Torino) 1980 Mar-Apr;21(2):125-30 
Innominate artery-coronary artery —. graft in a patient 
with calcific aortitis. Weinstein G, et al 
J Thorac Cardiovasc Surg 1980 Feb; -79(2):312- 3 
Intrathoracic approach for subclavian and innominate artery 
reconstruction. Liljeqvist L, et al. 
Cardiovasc Surg 1979;13(3):309-14 


INNOMINATE VEIN 


[Thrombosis of the subclavian ~ innominate veins three 
—_ before the appearance of lung cancer] Schattner A, 

t al. Harefuah 1979 Jun 15;96(12):652-4 (Eng. Abstr.) 
(Heb) 


ABNORMALITIES 


[Partial anomalous pulmonary venous drainage of the left 
lung into the innominate vein (author's transl)] Blanchon 
F, et al. Poumon Coeur 1979;35(3):115-21 (Eng. Abstr.) 

(Fre) 


INJURIES 


[Secondary perforation of the brachiocephalic vein by a 
central venous catheter (author’s transl) (letter)] Brivet F, 
et al. Nouv Presse Med 1979 Jun 30;8(29):2420 (3 ref.) (Eng. 
Abstr.) (Fre) 


PATHOLOGY 
Sarcoidosis: a cause of innominate vein obstruction and 


massive pleural effusion. Javaheri S, et al. Lung 1980; 
157(2):81-5 


INOCULATION LYMPHORETICULOSIS see 
CAT-SCRATCH DISEASE 


INOKOSTERONE see under CHOLESTENES 








INOSINE 


ADMINISTRATION & DOSAGE 


Overadditive chemotherapeutic synergism of prospidine and 
— when given sequentially to the Sarcoma 180 
ted intramuscularly. Osswald H, et al. 
yt Res Clin Oncol 1980 Jan;96(1):115-9 


ANALOGS & DERIVATIVES 


Deoxyinosine-activated nucleotidase purified from rat spleen. 
Evidence for its identity with aap a enzyme. Tjernshaugen 
H. Acta Chem Scand (Ay bl ay 384-90 

Methylmercapt toxicity in human 
fibroblasts: ibition “a pre 
synthetase as well as ae ion ribosy itransferase. Yen 
RC, et al. Adv Exp Med 979.1228: 137-43 

Isoprinosine treatment in 18 a tients with subacute sclerosing 
panencephalitis: a controlled study. Haddad FS, et al. 
Ann Neurol 1980 Feb;7(2):185-8 

Nucleoside transport in human erythrocytes: solubilization 
of nitrobenzylthioinosine-binding activity with sodium 
cholate [proceedin, 
Biochem Soc 








gs] Jarvis SM, et al. 
Soc Trans 1980 Jun;8(3):317 

Human erythrocytic purine nucleoside phosphorylase: 
reaction with sugar-modified nucleoside substrates. 
Stoeckler JD, et al. Biochemistry 1980 Jan 8;19(1):102-7 

Antitumor effect of a combination of 6-methylthioinosine 
and amphotericin B on mouse leukemia L1240. Akiyama 
SI, et al. Cancer Lett 1980 Jun;9(4):305-11 

Specific inhibitors directed at the individual components of 
ribonucleotide reductase as an roach to combination 
pone Cory JG, et al. Res 1979 Nov; 
39(11):4600-4 

Protection of mice against lethal dosages of nebularine by 
nitrcbenzylthioinosine, an inhibitor of nucleoside transport. 
Paterson AR, et al. Cancer Res 1979 Sep;39(9):3607-11 

Phase II evaluation of diglycoaldehyde, VP-16-213, and the 
combination of methyl-CCNU and 
beta-2’-deoxythioguanosine in previously treated patients 
with colorectal cancer: an Eastern Cooperative Oncology 
Group study (EST-1275). Douglass HO Jr, et al. 
Cancer Treat Rep 1979 Aug;63(8):1355-7 

Progressive rubella panencephalitis: clinical course and 
response to ‘isoprinosine’. Jan JE, et al. 

Dev Med Child Neurol 1979 Oct;21(5):648-52 

Stimulation of neutrophil locomotion by inosiplex. Patrone 
F, et al. Int Arch App! Immunol 1980;62(2):221-6 

Biological markers in breast carcinoma——clinical correlations 
with pseudouridine, N2,N2-dimethylguanosine, and 
1-methylinosine. Tormey DC, et al. J Surg Oncol 1980; 
14(3):267-73 

Isoprinosine in treatment of acute viral encephalitis [letter] 
Buge A, et al. Lancet 1979 Sep 29;2(8144):691 

Metabolism and metabolic ae of 8-aza-6-thioinosine and 
its rearrangement produc 
N-beta-D-ribofuranosyl- ti, 2,3]}thiadiazolo[5,4-d]-pyrimid 
Bennett LL Jr, et al. Mol Pharmacol 1979 Nov;16(3):981-96 

Resistance to methyl mercaptopurine riboside in cultured 
hamster cells. Preliminary characterization of resistant cells 
and conditions affecting their selection in quantitative 
mutation studies. Thacker J. Mutat Res 1980 Feb; 
74(1):37-59 

Isoprimosine in subacute sclerosing panencephalitis [letter] 
Alter M. Neurology (Ny) 1980 Feb;30(2):221-2 

[Action of isoprinosine on the ‘in vitro’ activation of human 
lymphocytes (author’s transl)] Morin A, et al. 
an Immunol (Paris) 1979 Jul-Aug; 130C(4):541-51 Eng. 
Abstr.) 

[The favorable effect of isoprinosine in viral = 
inflammatory ocular diseases. Preliminary note apropos of 
25 cases (letter)] Berkman N, et al. Nouv Presse Med 1979 
Nov 26;8(46):3829-30 Fre, 

[Isoprinosine and human chromosomes (author’s transl)] Weh 
HJ, et al. Pathol Biol (Paris) 1980 May;28(5):319-22 (Eng. 

(Fre) 





Abstr.) 

[C.T. scan appearances of acute necrotizing he 
encephalitis (7 cases). Preliminary or results 
isoprinosine (author’s transl)] Buge A, et a 
Rev Neurol (Paris) 1979 Jun;135(5):401-16 ‘Ens. Abstr.) 

(Fre) 


[Experience in the use of the Soviet drug riboxin in 
therapeutic practice] Komarov FI, et al. Sov Med 1979 
Dec;(12):82-3 (Rus) 


ANALYSIS 


Measurement of adenosine and inosine in heart samples by 
high pressure liquid chromatography. Klabunde RE, et al. 
J Mol Cell Cardiol 1979 Jul;11(7):707-15 


BLOOD 


Is inosine the Len gy energy source of pig 
erythrocytes? Jarvis SM, et al. Biochim Biophys Acta 1980 
Mar 27;597(1):183-8 

Determination of inosine and adenosine in human plasma 
using pee gare liquid chromatography and a 
boronate affinity gel. Pfadenhauer EH, et al. 

J Chromatogr 1979 Apr 11;162(4):585-90 


PHARMACODYNAMICS 
Nonmetabolically coupled coronary vasodilatation during 


CUMULATED INDEX MEDICUS 


inosine infusion in dogs. Jones CE, et al. Am J Physiol 
1980 1980 Apr.2384) 569-74 
Modes of action of ye ape l hemp -_ inosine 
5’-monophosphate on cyclic nuc le phosphodiesterase 
from bovine brain. Liang CM, et al. 
Biochem Pharmacol 1980 Feb;29(3):277-82 
Inosine decreases -RNA content in Friend 
erythroleukemia lis induced to differentiate by 
aminonucleoside of puromycin. Mercier G, et al. 
FEBS Lett 1980 Jun 2;114(2):228-30 
Vasoactivity of inosine in the rat. Prewitt RL, et al. 
Pharmacol Res Commun 1980 Mar;12(3):205-13 
Effect of inosine on contractile force and a ey 
hosphates in ischemic hearts. Thomas JX Jr, et al. 
Geer Sas Soc Exp Biol Med 1979 Sep;161(4):468-72 
Effect of inosine on warm renal ischemia in monkeys and 
a Casali RE, et al. Surg pe 1979;30:315-7 
retreatment in canine renal ae Lai MK, 
na ol, Soomaplantation 1979 Sep;28(3):261 
So study: inosine and renal ischemia] Ventura M, 
et al. J Urol Nephrol (Paris) 1979 Oct-Nov;85(10-11): ” -5 
(Fre) 
[Interactions between inosine and adenosine. Experimental 
studies] Rossi F, et al. Arch Sci Med (Torino) 1979 
Oct-Dec; 136(4):597-602 (Ita) 
[Effect of ATP and inosine on the energy processes in the 
heart and skeletal muscles] Korkan VI, et al. 
Farmakol Toksikol 1979 Sep-Oct;42(5):504-6 


PHYSIOLOGY 


Inosine from liver as a 
blood cells. Watts R 
25(18):1577-82 


THERAPEUTIC USE 


Intravenous inosine for ischaemic renal surgery. Wickham 
JE, et al. Br J Urol 1979 Dec;51(6):437-9 

Inosine: alternative or adjunct to regional hypothermia in 
the prevention of post-ischemic renal failure? Marberger 
M, et al. Eur Urol 1980;6(2):95-102 

Use of inosine to prevent renal ischaemic injury [letter] 
Fernando AR, et al. Transplantation 1979 Oct;28(4):357-8 

[Na K ATPase changes in the erythrocyte membrane in 
subjects treated with inosine] L’Abbate N, et al. 
Arch Sci Med (Torino) 1978 Oct-Dec;135(4):585-8 i. 
Abstr.) ita) 


(Rus) 


ible energy source for pig red 
, et al. Life Sci 1979 Oct 29; 


INOSINE CYCLIC MONOPHOSPHATE see _ under 
INOSINE NUCLEOTIDES 


INOSINE DIPHOSPHATE see under INOSINE 
NUCLEOTIDES 


INOSINE MONOPHOSPHATE see under 
NUCLEOTIDES 


INOSINE NUCLEOTIDES 


Nucleotide binding to glycogen phosphorylase b in the 
crystal. Johnson LN, et al. J Mol Biol 1979 Nov 5; 
134(3):639-53 


ANALYSIS 


Enzymatic measurement of adenine and guanine (plus 
inosine) triphosphates and diphosphates in isolated cells and 
the mitochondrial matrix compartment obtained from rat 
liver. Akerboom TP, et al. FEBS Lett 1979 Sep 1; 
105(1):90-4 


INOSINE 


BIOSYNTHESIS 

trans-alpha, 
beta-Diformamido-beta-(5S’-phosphoribosylamino)acrylam 
a possible new intermediate in de novo purine biosynthesis. 
Baggott JE, et al. Biochemistry 1979 Aug 7;18(16):3501-6 

Dependence of the metabolic fate of IMP on the rate of total 
IMP synthesis. Studies in cultured fibroblasts from normal 
subjects and from purine-overproducing mutant patients. 
Zoref-Shani E, et al. Biochim Biophys Acta 1980 May 30; 
607(3):503-11 

[Adenine effect on the biosynthesis of 5’-inosinic acid by 
the mutant Brevibacterium ammoniagenes 225-5] Lukin 
NS, et al. Prikl Biokhim Mikrobiol 1980 Mar-Apr; 
16(2):178-84 (Eng. Abstr.) (Rus) 


METABOLISM 


AMP deamination and IMP reamination in working skeletal 
muscle. Meyer RA, et al. Am J Physiol 1980 Jul; 
eves C32-8 

osphorylation of purine mononucleotides by alkaline 
tases. Substrate specificity and inhibition patterns. 
Senna MH. Biochim Biophys Acta 1979 Nov 9;571(1):55-62 


PHARMACODYNAMICS 


Modes of action of hypoxanthine, inosine and inosine 
5’-monophosphate on cyclic nucleotide phosphodiesterase 
from bovine brain. Liang CM, et al. 

Biochem Pharmacol 1980 Feb;29(3):277-82 

Mechanism of inhibition of deoxyribonucleic acid synthesis 
by 1-beta-D-arabinofuranosyladenosine triphosphate and 
its potentiation by 6-mercaptopurine ribonucleoside 


INOSITOL 
5’-mon 


phosphate. Lee MY, et al. Biochemistry 1980 Jan 
8;19(1):215-9 

Calcium regulation in chicken gizzard muscle and inosine 
triphosphate-induced superprecipitation of skeletal 
acto-gizzard myosin. Onishi H, et al. 
J Biochem (Tokyo) 1979 Aug;86(2):569-73 

Nonparallel isometric tension response of rabbit soleus 
skinned muscle fibers to magnesium adenosine .” 'aiaad 
and ma; ium inosine a. Krasner B. 
J Gen Physiol 1979 Aug;74(2):261-74 

Effects of adenine guanine and inosine nucleotides on 
procaine induced nerve blockade in vivo. Kraynack BJ, 
et al. Proc West Pharmacol Soc 1980;23:139-41 


INOSINE PHOSPHATES see INOSINE NUCLEOTIDES 


INOSINE TRIPHOSPHATE see under INOSINE 
NUCLEOTIDES 


INOSITOL 


ANALOGS & DERIVATIVES 


Enzymatic hydrolysis of pentaerythritoltetranicotinate and 
meso-inosit¢ Mtinate in blood and tissues. Harthon 
L, et al. Arzneimittelforschung 1979;29(12):1859-62 

Pinitol, a larval growth i for Heliothis zea in 
soybeans. Dreyer DL, et al. Experientia 1979 Sep 15. 
35(9):1182-3 

The revised structure of validamycin A. Suami T, et al. 

J Antibiot (Tokyo) 1980 Jan;33(1):98-9 

An experimentally controlled evaluation of the effect of 
inositol nicotinate upon the digital blood flow in patients 
with Raynaud’s phenomenon. Holti G. J Int Med Res 1979; 
7(6):473-83 

[Treatment of various types of hyperlipoproteinaemia with 
a combination of ee oy al and 
mesoinositol-hexanicotinate (author’s transl)] Bolzano K, 
et al. Arzneim Forsch 1979;29(10):1621-4 (Eng. Abstr.) 

( 





BIOSYNTHESIS 


Myoinositol biosynthesis by Sertoli cells, and levels of 
myoinositol a enzymes in testis and epididymis. 
Robinson R, et al. Can J Biochem 1979 Jun;57(6):962-7 


BLOOD 


[Free myo-inositol levels in blood and renal function 
(author’s transl)] Kuzuhara K, et al. 
Nippon Jinzo Shi 1980. Apr;22(4):385-92 os 
Abstr.) 

oe a and myoinositol concentration in +> 
erythrocytes and plasma in chronic renal insufficiency] 
Walasek L, et al. Pol Tyg Lek 1979 Jul 2;34(27): 1065-8 
(Eng. Abstr.) (Pol) 


DEFICIENCY 


The relative response of hepatic lipids in the rat to graded 
levels of dietary myo-inositol and other li 
Andersen DB, et al. J Nutr 1980 Mar;110(3):496-504 

Myo-inositol-responsive liver lipid accumulation in the rat. 
Andersen DB, et al. J Nutr 1980 Mar;110(3):488-95 

Myo-inositol deficiency in gerbils: comparative study of the 
intestinal lipodystrophy in Meriones unguiculatus and 
Meriones libycus. Chu SH, et al. J Nutr 1980 Jun; 
110(6):1209-16 

Myo-inositol deficiency in gerbils: — in cea 
composition of intestinal microsomes. 

J Nutr 1980 Jun;110(6):1217-23 


DIAGNOSTIC USE 


Dietary myo-inositol and diabetic neuropathy. Clements RS 
Jr. Adv Exp Med Biol 1979;119:287-94 


GENETICS 


A comparative study of DNA-induced transformants and 
spontaneous revertants of inositolless Neurospora crassa. 
Szab6 G, et al. Acta Biol Acad Sci Hung 1978;29(4):375-84 


ISOLATION & PURIFICATION 


The extraction of inositol-containing phospholipids and 

phosphatidylcholine from Saccharomyces cerevisiae and 
Neurospora crassa. Hanson BA, et al. J Lipid Res 1980 
Mar;21(3):309-15 


METABOLISM 


myo-Inositol transport in renal brush border vesicles and 
it inhibition by D-glucose. Hammerman MR, et al. 
Am J Physiol 1980 Aug;239(2):F113-20 

Origin of glycerylphosphorylcholine, inositol, 
N-acetylaminosugar, and prostaglandins in human seminal 


plasma and their effects on sperm metabolism. 
Brown-Woodman PD, et al. Arch Androl 1980 Mar; 
4(2):149-55 


myo-Inositol metabolism in rat testis in response to 
streptozotocin-induced diabetes. Rancour TP, et al. 
Arch Biochem Biophys 1980 Jun;202(1):150-9 

Role of myo-inositol in the synthesis of p hatidylglycerol 
and phosphatidylinositol in the lung. Hallman M, et al. 
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INOSITOL 


Biochem Biophys Res Commun 1980 Feb 27;92(4):1151-9 
A study on the distribution of 14C from myo-[U-14C]inositol 
in mice using whole-body autoradi hy. Watanabe M, 
et al. Bull Med Sch 1979 J 1):1-11 
A_modified method fo esting. inst assimilation by 
Cryptococcus species. Ww: et 
Can J Microbiol 1979 Oct;25(10):1188-90 
Abnormal sciatic _Rerve myo-inositol metabolism in the 
tic rat: effect of insulin treatment. 
Clements RS Jr, et al. Diabetes 1980 Mar;29(3):227-35 
Energetics of ———- a oy in Pseudomonas putida. 
Reber G, et al. Experientia 1980 May 15;36(5): 328-9 
Inositol-limited growth, repair, and translocation in an 
inositol-requiring mutant of Neur 
A. 





ospora crassa. Hanson 
J Bacteriol 1980 Jul;143(1):18-26 

Mutants of Chinese hamster ov cells with altered 
membrane phospholipid composition. Replacement of 
phosphatidyhinosn ositol by phosphatidylglycerol in a 
myo-inositol auxotroph. Esko JD, et al. J Biol Chem 1980 
May 25;255(10):4474-80 

Concentration of myo-inositol in skeletal muscle of the rat 
occurs without active trans; asTt: Molitoris BA, et al. 
J Clin Invest 1980 Apr;65(4):783-8 

Neutral lipid accumulation in yeast due to inositol deficiency: 
kinetic studies on the reciprocal regulation by fructose 
bisphosphate and citrate of yeast acetyl CoA carboxylase. 
Tomita T, et al. J Nutr Sci Vitaminol (Tokyo) 1979; 
25(2):59-66 

Myoinositol uptake by rat hepatocytes in vitro. Chen CP, 
et al. J Pharm Sci 1979 Aug;68(8):1022-4 

Myoinositol turnover in the intact brain of conscious and 
anesthetized rabbits. Barkai AI. Neurosci Lett 1979 Sep; 
14(1):109-13 


PHARMACODYNAMICS 


Morphological change in Candida tropicalis pK 233 caused 
by ethanol and its prevention by myo-inositol. Tani Y, et 
al. Biochem ys Res Commun 1979 Nov 14;91(1):351-5 

Regulation of phosphatidylethanolamine methyltransferase 
level by myo-inositol in Saccaromyces cerevisiae. 
Yamashita S, et al. Eur J Biochem 1980 Mar;104(2):611-6 


PHYSIOLOGY 


Effects of inositol starvation on phospholipid and glycan 
syntheses in Saccharomyces cerevisiae. Hanson BA, et al. 
J Bacteriol 1980 Apr;142(1):79-89 


THERAPEUTIC USE 


Treatment of intermittent claudication. Tyson VC. 
Practitioner 1979 Jul;223(1333):121-6 
[Prophylactic and therapeutic role of the B group vitamin, 
mesoinositol, in radiation sickness against a background of 
the use of a milk and Es diet] Perepelkin SR, et al. 
1980 Jan-Feb;20(1):137-9 (Eng. Abstr.) 
(Rus) 


INOSITOL HEXAPHOSPHATE see PHYTIC ACID 


INOSITOL-1-PHOSPHATE SYNTHASE see 
CARBOHYDRATE ISOMERASES 


INOSITOL PHOSPHATES see under SUGAR 
PHOSPHATES 


under 


INOSITOL PHOSPHOGLYCERIDES see 
PHOSPHATIDYLINOSITOLS 


INOSITOLHEXAPHOSPHATE PHOSPHOHYDROLASE 
see PHYTASE 


INOTROPIC AGENTS, POSITIVE CARDIAC see 
CARDIOTONIC AGENTS 


INOTROPISM see MUSCLE CONTRACTION 


INOTROPISM, CARDIAC see MYOCARDIAL 
CONTRACTION 


INPATIENTS see under PATIENTS 


INSECT BITES AND STINGS 

Bug bites and stings. Toewe CH 2d. Am Fam Physician 1980 
May;21(5):90-5 

Regimens of Hymenoptera venom immunotherapy. Golden 
DB, et al. Ann Intern Med 1980 May;92(5):620-4 

Heterozygote advantage in cystic fibrosis: mosquito tests. 
Super M, et al. Clin Genet 1979 Aug;16(2):65-8 

[Insect stings and bites] Kristiansen B. Ugeskr Laeger 1980 
Apr 20;142(16):1045-6 (Dan) 

[Host-biting activity of DDT-resistant Anopheles 
labranchiae atroparvus Thiel after contact with this 
insecticide] Drobozina VP, et al. Med Parazitol (Mosk) 
1980 Jan-Feb;49(1):9-12 (Eng. Abstr.) (Rus) 


COMPLICATIONS 


Treatment of reactions to hymenoptera stings [letter] 
Freedman BJ. Br Med J 1979 Sep 29;2(6193):798-9 

Anaphylaxis and systemic mastocytosis [letter] Brouet JC. 
J Clin Pathol 1979 Aug;32(8):854 


Diagnosis and treatment of anaphylactic reactions to 
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Hymenoptera stings in children. Chipps BE, et al. 
J Pediatr 1980 AUgSIO) 177-84 
Hemolytic anemia following a te sting. Monzon C, et al. 
J Pediatr 1980 Jun;96(6):1039-40 
Pseudomonas arthritis gy fe wounds of the foot 
[letter] Shahar Tag al. J 1979 Qct;95(4):671 


syndrome after bee sting. Jones MB, 

et al. JAMA 1979 pclae 16;242(20):2212-3 

Cancer mortality beekeepers. McDonald JA, et al. 
JOM 1979 Dec-21(12 811-3 

Bee-sting anaphylaxis in childhood. Pearn J, et al. 
Med J Aust 1979 Sep 8;2(5):228-30 

Stinging insect 59 Pence HL. Primary Care 1979 Sep; 

soa 96 (20 re 

piesa of i. = disorders due to 
Bertault R, et al. Anesth Analg (Paris) 1979 
36(1-2):67-9 


gs] 
fn 
(Fre) 


gnosis and therapy of — reactions following insect 
bites] Urbanek R, et al. Med Monatsschr Pharm 1978 Jun; 
1(6):179-83 (Ger) 

[Dermatologic entomology. The practical-medical 
importance of mites and insects in Switzerland and its 
surrounding regions. 5. Culicidae, mosquitoes] Mumcuoglu 
Y, et al. Praxis 1980 Feb 5;69(5):148-55 (Ger) 

[Severe state of disease provoked by an insect bite] Helmers 
C, et al. 1979 io 5;76(36):2979-80 pm 
Abstr.) (Swe) 


DIAGNOSIS 


Comparison of skin tests and RAST for the diagnosis of bee 
sting allergy. Patrizzi R, et al. Allergy 1979 Aug; 
a 249-56 

hylactic reactions in skin test-negative patients [letter] 
“—- JE, et al. J Allergy Clin Immunol 1980 May; 
65(5).400 

[Mosquito: the most frequent cause of prurigo in children. 
Correlation with the intradermal py in the diagnosis of 
allergy] Nimard Mac Farlane E, e 
Rev Cubana Med Trop 1979 May- Aug 31(): 133-40 (Eng. 
Abstr.) (Spa) 


DRUG THERAPY 


Use of kits containing injectable epinephrine. 
FDA Drug Bull 1980 Jul;10(2):12 
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